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-482599 


CAPACITOR, variable: 1/15/45 

mica; compression type, single section; 1 to 12 mnof 
500 vdcew; case 3/4" lg x 5/8” wid x 11/16" h; solder 
lug term; scdr slot adj; ceramic base; 1000v KC test. 


16-C-64627 -7801 


CTW 


T-6616 C2C | 6093 iss2 


-482600 


CAPACITOR, variable: 1/9/45 

imica; compression type, single section; 110 to 300 
Imaf; 200 vdcw; 3/4" lg x 7/8" wi x 3/8" h; solder 
lug term; 1/4"-40 thd bushing 5/16" 1g; scdr slot 


adj; ceramic bese; 110v AC test, 


'16-C-64847-4601 


CRW 


CBM {744-325 SF 


SF-1 


BC-31 


-482601 


CAPACITOR, fixed: 1/10/45 
paper dielectric; two sect; 100,000/100,000 mmf plus 
HO minus 3%; 7,000 vdew; HS metal can; 3 21/32" hx 
3 59/64" wa x 1 3/4" thk; pyranol filled; two stud 


and nut term located along top ctr line ea 1" from 
ctr, 21/32" h w/por bushings, common side sect term 


1/4" h; one side ea sect common, not int gna; two 


fixed mtg bkt w/two holes ea 0.406" c to c and 4 3/8" 


jc to c from bkt to bkt. 
—} 


(RE48AL59 
(REL 3A488 


—__} 


6 -C-531 36-7 380 


NL6-C-12398-25 


ce 


25F 328 CBM |744-A-60 SF 


CG K-6888272rev5 


— 


gc he 


-482602 


482603 CAPACETER, variable: 


CAPACITOR, fixed: 1/2h/45 


CANCELLED: same as NT-48983. 


12/9/47 


-482602-A5 CAPACITOR, FIXED: 
Navy Type 482602 w/1000 umf p/m SR; temp coef 


letter A. 


RESSAL4 3 
16cho 


csL 


MWBW modified 
5020 


A-129-60 reve CHT-211275 


cpy |C-10e1 RDB 


JAN-C-5 


1/10/45 

jair; plate meshing type single sect; 10 to 250 mmf; 
MLE; 0.024" air gap; 2 13/16" 1g x 2 3/32" wa x 

f. 27/32" h shaft 1/4" diam x 1/2" 1lg,bushing 7/16" lg 
x 3/8"-32 thd; rounded shaft; thirty-six cad pl brass 
plates; steatite ins; lug term; single hole mtg by 
3/8" diam mtg bushing or base mtg by two mtg ft ea 
w/#6-32 tapped mtg holes on 2 5/16" mtg/c; 300 vdew, 


1000v peak, 


CM30A1025 


—_--__-__- 


16~C- 31085-3679 


MK-34 
Mod 2 


116-C-61562-2189 


N16-C-12286-49 


ICDB 


IMC -909 /PW11-20 
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-k82604 CAPACITOR, variable: 1/10/45 2.6-C -62992-5722 cDB  |Gc-1817 cry | PW11-7A TEB 
lair; plate meshing type, dual sect; 30 to 320 mmf ea TEC 


sect; SLC ea sect; 0.250" air gap; 21 7/8" lg x 
6 3/4" wa x 8 13/16" bh ahaft 3/8" diam x 2 5/8" 1g; 


round shaft adj; twenty-five aluminum plates ea sect; 


360 deg rotation; aleimag 196 ine; solder lug term; 
four mtg feet ea w/three holes, two on top, two an 


bottom 1 1/2" x 21 1/16" c toc. 
-482605 CAPACITOR, variable: 1/11/45 16-C-62243-6521 cEY |c-1582 czc | 8357 ise 3 RCE 
air; plate meshing type, dual sect, ea w/split atator 
and floating rotor; 4.3 to 29 mf ea sect; SLC ea 
sect; 500v Dc test; 3 1/8" 1g x 2" wd x 3" h, 


shaft @.369" diam x 5/16" 1g; round shaft adj; seven 
etator plates aplit longitudinally and ine to make 
fourteen plates, eight floating rotor plates serve 


jas coupler e@ eect; 90 deg counterclockwise rotation 
base mtg, two #8-32 thd atude in back, one mtg hole 
in front w/#8-32 tha forming ieosceles triangle 
13/4" va x 2 23/30" b. 


-4.82605-A CAPACITOR, variable: 1/11/45 16-C-622h3 -6503 CFY |c-1581 czc | 83561a64 RCK 
air; plate meshing type, two sect, ea w/split etator 
and floating rotor; 4.3 to 29 mmf ea sect; SLC ea 

sect; 50®v DC test; 3 7/16" lg x 2" wi x 211/16"h 


shaft 0.369" diam x 5/16" 1g; round shaft adj; seven 
stator plates aplit longitudinally and ine to make 


fourteen plates, eight floatiag rotor plates serve 


jaa coupler ea sect total 44 plates; 9®@ deg counter 
clockwise rotation; base mtg, twe #8-32 thd etude in 
back, one mtg hole in front w/#8-32 thd forming 


feosceles triangle 1 3/4" wi x 2 23/32" h; double 
ended capacitor, shaft extenda 7/32" in back; same as 


WT-482605 except kee longer shaft lg. | 
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~482606 


ICAPACIT@R, variable: 3/11/45 

air; plate meshing type, three sect ea weplit stator 
land floating rotor; 4.3 to 29 mmf ea sect; SLC ea 
sect; 500v DC test; 4 3/4" 1g x 2" wa x 2 3/64" b, 


shaft 0,369" diem x 5/16" 1g; round shaft adj; seven 
stator plates split longitudinally and ins to make 


fourteen plates, eiskt floating ~otor plates serve 


@s coupler, ea sect; SO deg counterclockwise rotation. 


16-C-6 3205-6761 


—Eso 
STOCK NO 
T 


CEY 


+1580 


CZc 


8355ise3 


RCK 


432507 


VARTABLE P@LYSTYRENE CAPACITOR: 2/11/45 

wolystyrene and titanium dioxide; trimmer; concentric 
type; 0.5 to 12 mmf; 500v DC test; 1 11/16" le x 3/4" 
wa x 3/8" d; spring clip term; polystyrene ins; #6-32 


thd adj screw. 


“t 


116-C -65702-7@42 


NL6-C-12213-6 


CZC 


RCK 


~482608 


CAPACITOR, variable: 1/11/45 
air; plate meshing type, single sect; 14.5 to 406.2 
mmf; SLC; 0,010" air gap; 2 7/32" 1g x 3 3/16" wa x 


2 23/32" h shaft 3/8" diam x 1 15/32" 1g; round shaft 


adj; twenty-seven silver pl brass plates; counter- 
clockwise rotation; ceramic ins; wire leads; six 


studs #8-32 thd, three on front and three in back 
33/32" 1g, mtg/c for front and back 2 11/16" x 


11/2"; rated 12@@ vdcw. 


16-C-61847-5991 


CRK 


CRV 


CRV 


W-305251-15 
revl9 

W~-305251-ha1 
revl9 


NMC 


— 


-482609 


CAPACITOR, variable: 1/11/45 

lair; plate meshing type, four sect; 14.5 to 406.2 
Immf ea sect; SLC ea sect; 1200 vdew; 6 21/32" lg x 

3 3/16" wd x 2 23/32" h shaft 3/8" diam x 1 3/32" lg; 


round shaft adj; twenty-seven silver pl brass plates 


ea sect; counterclockwise rotation; ceramic ins; wire 
lead term; six studs #8-32 thd, three on front on 
211/16" x 11/2" mtg/c and three on back same mtg/c. 


16-C-63599-5321 


CRK 


W-305251-14 
revl9 


W-305251-420 
revl9 


NMC 
QBa( 4) 


-482610 


CAPACITOR, variable: 1/11/45 
lair; trimmer; concentric type; 1 to 12 mmf; 400v; 
2 53/64" 1g x 1/2" diam; one radial wire lead and 
fone solder lug term; screw type stud adj, 


1L6-C-57644-6001 


IW- 30328 3-162rev7 


NMC 
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~432611 CAPACITOR, variable: 1/13/45 16-C-61345-5880 cay cay |'T-7605611-10 TCE 
air; plate mesking type, single sect; 153 to 159 maf; revih 
SLC; 0.05" air gap, 2000v 60 cpa test; 2 79/22" lg x i 
2 9/16" wd x 29/26" h shaft 1/k" diam x 3/8" le; 
[round shaft adi; twenty-five plates; 360 deg rotation, 
~482612 CAPACITOR, fixed: 1/13/45 16-C-452177-2605 CAL CAY  jT-7605612-2 TCE 
Jair; two sect; sect 1, 53 mmf p/m 2%, sect #2, 72 reva7 
bf p/m 2%; sect il, 0.137" air gap, sect #2, 0.125" 
lair gap; 4 13/16" 1g x 3 1/4" wa x 3 3/4" h; three 
solder lug term; mtg vrace w/three holes 6-32 thé | 
in Line 19/16" c to c; sect #1, eget aluminum 
[piates, sect #2, eleven aluminum plates; micarta ins. ' 
~4.82613 CAPACITOR, fixed: 1/15/45 IRE13A488 16-C-49176- 3990 cAW  |6307-2 CW | BSA-682063-113 
paper dielectric; 2 mf plus i0 minus 34; 600 véew,  JRELGA128 cp |DyRT-6200 ioal5 
MS metal can; 2" lg x 2" wd x 1 1/4" h ofa; oli impr crp |RLON-602 
land filled; two selder lug term 3/8" h on top, epaced CBY- |1.4M-6-13P 
1" © to ¢; no int gnd connections; two mtg ft 3/8” { CGF | 75057 
wd flush w/eottom, w/3/16" diam mtg holes spaced CSL | XDMRTW6-2 
| 
2 3/8" © toe, i = ol CSF | PRTT-565A i 
~482613-10 CAPACITOR, fixed: 1/15/45 REL3A488 46-C-49197-3890 caW [6309-2 CW | ESA-682063-113 
NT-482613 w/2 mf p/m les. RELBAL2E cD DYRT-6200 isal5 
erp |RLON-602 
cBY | 14M-6-20 
cor | 75057 
CSL | XDMRTW6-2-10 
CSF | PBTT-565A 
~4B2614 CAPACITOR, fixed: 1/13/45 REABA3K5 16~C-19917-8601 caw |&x-1097 CH |BA-433927-1 iee4|TS-35A/aP 
electrolytic; 40 mf; 400 vdew; working temp range RE13A549 
minus 20°C to plus 65°C; case 2 3/k" 1g x1 3/8" dianj 
metal case; two solder lug term 7/1@" h on top; term | 
ins from can; mtg neck 7/16" h, 7/8"-16 thd w/lock- 
washer and nut. i 
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-482615 


CAPACITOR, fixed: 1/13/45 
electrolytic; two sect; 40/40 mr; 400/400 vdew; work- 
ing temp range minus 20° to plus 65°C; case 3 3/k" 
lg x 1 3/8" diam; HS metal case; three solder lug 
term 7/16" b on top; term ins from case; mtg neck 
7/16" b, 7/8"-16 thd w/lockwasher and nut. 


IRELAA345 
IRE13A549 


16-C-21997- 3030 


3DB40-52 


CAW 


AX-1098 


cw 


BA-433927-21 884 


TS-35A/AP 


-482616 


CAPACITOR, fixed: 1/15/45 
[paper dielectric; 1 mf plus 10 minus 3%; 2500 vdew; 
fis metal can; 3 1/k" bh x 1 3/4" wd x 3 3/4" thk; 
iykanol impr and filled; two stud and nut term on por 


Ipillara 1 1/4" h x 2" c to c on top; no int gnd 
connections; two removable "J" mtg bkt w/two #10-32 


‘thd spade lug studs 4" c toc. 


freieaces 
FREL 34468 


16-C-48804 2698 


TJH-25010 


~482616-10 


Saas fixed: 1/5/45 


482616 w/1 mf p/m 10%. 


EL BADBE 
134488 


Remaigens 


N16-C-11437-10-5 


ITJH=25010 


cw 


/ESA-682052-58 
issl9 


-482617 


CAPACITOR, variable: 1/15/45 


mica; compression type, single sect; 3 to 60 mmf; 500 
vdcw, 1000 vdct; 3/4" 1g x 5/8" wd x 11/16" h; solder 
lug term; scdr slot adj; ceramic base. 


16-C -64709-7751 


CIN 


16F47 


czc 


5071 iss 3 


-482618 


CAPACITOR, fixed: 1/15/45 
paper dielectric; 50,000 mmf plus 10 minus 3%; 600 
vdcw; HS metal can; case 1 3/4" lg x 1/2" wad x 1" b; 
oil :mpr and filled; two solder lug term on bottom 1" 


c to c; no int gnd connections; two mtg bkt on both 
aides ea w/one 014k" diam hole 2 1/8"c toc. 


REM8A1T4 
RE13A488 


16-C~48236-2852 


CAW 


6168 


CAL 


T-7610894 19 


revl8 


-482619 


CAPACITOR, variable: 1/15/45 

air; plate meshing type, single sect; 5.6 to 100 mf; 
SIC; 0.015" air gap; 1 3/8" 1g x 1 5/16"wd x 1 9/32" 
bh, shaft 1/k" diam x 1/2" 1g, bushing 13/32" 1g x 
5/16"-32 thd; scdr adj; twenty-seven cad pl silver 
plates; 360 deg rotation; isolantite ine; post term 
for stator, lug term for rotor on IH side; single 


hole mtg by 5/16" diam mtg bushing, base mtg by 
means of 1/2" wd mtg bkt w/one #6-32 tapped hole 
ctr, or two 1/8" diam holes in base on 1" ntg/c. 


16-C-60642-4381 


CHC 


HF-100 Modified] 


CEM 


810-43 
1000Z-22 alt 1 


NK-3 (5) 
NE-7 (5) 
NK-8 

NE-1 (5) 
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-482620 CAPACITOR, fixed: 1/16/45 RELBAZBE 16 C-54624-L6K4 CAW | AXK-1069-MSB CAW | 15561 VE 
paper dielectric; three sect; 670 ,000/670 ,000/670 ,000 |RE13A488 1 cay | T-7610894 -62 

mmf plua 10 minua 3%; 90/90/90 vacw; US metal can; rev18 
case 3" h x 21/2" wa x 1 3/16" thnk; castor of] impr 


and filled; three stud and nut term on por pillars 
9/16" h x 1/2" ¢ to ¢ on top; no int gnd connections, 


sect delta connected; two removable "J" mtg bkt w/two 


#10-32 thd spade lug studa 2 3/k" c toc, 
-482620-10 CAPACITOR, fixed: 1/16/45 RELGAZBE |16-c-54624-4615 Cad | 57628 Cay |T-7611054-21 | SR (3) 


NP-482620 w/670 ,000/670 ,000/670,00® mmf p/m 10%. [REL3AKSS | CAW | AX~1069-MSB ; SR-5 (3) 


= + ae 
~462621 CAPACITOR, variable: 1/16/45 16-C-59763-2611 csw |s29 CFE | 25.407eitA3 DAS-4 (8) 
air; plate meshing type, eingle sect; 4 to 50 mmf; 

SLC; 0.015" air gap, 706v; 15/16" 1g x 15/16" wa x 
1 7/32" h, ebaft assembled w/collar and nut 1/%” i 


diam x 5/16" 1g; scdr adj; fifteen silver pl brasa 
plates; 18®@ deg rotation; ceramic ine; post term 


for atator, lug term for rotor on bettom ctr; two 


mtg stude w/#4-36 tha on 21/32" mtg/c. 


-482622 CAPACITOR, fixed: 1/17/45 REYBAIEZ |} 
paper dielectric; 25,000 mf plus 10 minus 3%; 200 {RE13AK88 
vdcw; HS metal can; case 1 3/4" 1g x 2/3" diam | 


nalowax impr and fille@; one ins wire lead w/eyelet i i 


1 
at end; one end gnd; one #10-32 thd flat head screw 
9/32" 1g at one end opposite term. | 


~482622-10 CAPACITOR, fixed: 1/27/45 REKGAL63 16-C-46340-344y CEU } Logg CEU | 109491800 SO-7M 
NT-882622 4/250 ,000 mm? p/m 104. REL3A4E3 CATQ S0-7N 


NOTE: S0-12M; SO-leK. I SEE NOTE 


~482623 CAPACITOR, fixed: 1/17/45 | REL3AK88 16-C-49174-8560 
paper dielectric; 2 mf plus 10 minus 3%; 440 vacw; RELBA352 
HS metal cen; case 15/16" 4 x 4 3/8" wa x 4 3/8" bh; | Hl 
ofl impr and filled; two rivet lug term located on | 


face; no Int gnd connections; mtg strap not supplied. 


an See i an oe 
-482623-7 1/2 | CAPACITOR, fixed: V/iT/As RB1LZALBS 16-C-49166-9820 CaF | 7175 cw KS-5886 -03-1 8L-1 


nrt-482623 w/2 of p/m 7 1/2#. RE4SAZ52 tess | 


ote anew on Deere a 4 — I fae Z be al 
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-48262 CAPACITOR, fixed: 1/17/45 RELSALE3 16-¢-42778-3510 caw |538 crt |F-39313-1-1 issE 
paper dielectric; 10,000 mmf plus 50 minus 25%; 500 {RE13A488 
vdew; HS metal can; 1 3/16" 1g x 7/16" diam; hyvol 
impr and filled; two axial wire leads; no int gnd 
connections. 
q 
-482624-20 CAPACITOR, FIXED: 12/16/47 16-C-42766-9276 cD wrigi CFE | 10,56 OF-1 
Navy Type 482624 w/1000@ mmf p/m 20%. 
-482624-25 CAPACITOR, fixed: 1/11/45 RELBAL63 16-C-+42775-1110 Caw {538 DAQ 
INT-482624 w/ 10,000 mmf p/m 25. RELZAG88 
~482625 CAPACITOR, fixed: 1/7/45 REGBA163 1.6-C-43157-3950 Csr | Px2ka CRY |M-95618-37 sub9 
paper dielectric; 20,000 mm? plus 30 minus 20%; 600 |RE13A488 CH2 |CO-1110 iss0 
vdew; HS metal can; case 1 1/2" 1g x 7/16" diem; 
mineral oil impr and filled; two axial wire leads; 
one end gnd to can. 7 Ls. } 
-482625-10 CAPACITOR, fixed: 1/17/45 REL8A163 16-C-43117-1824 |N16-C-11022-3-3 csF | Pxoka CRP |$35-5090-2issl | SO-12M 
NP-482625 w/20,000 mmf p/m 10%. RE13A488 $0-12N 
VE 
=< 
-482625-20 CAPACITOR, fixed: 1/17/45 RE48A163 16-C-43147 -6663 CSF | Pxeka MAR(4) 
NT-482625 w/20,000 mmf p/m 206. JREL3A488 ReR(2) 
-482626 CAPACITOR, fixed: 1/17/45 REL3ZA549 16-C-22464-1059 csF | D-9053 CNA | E-337-5rev4 RBT (3) 
electrolytic; three sect; 8/8/8 mf; 475/475/475 vacw; | REXSAZ41 RB?-1 (3) 
working temp range minus 20°C to plus 65°C; case RBT-2 (3) 
3 3/16" 1g x 2" diam; HS metal case; four solder lug 
term 3/8" h on top spaced 90 deg on 0.5725" rad; 
term ins from can. 
—o 4+ —_ + 
-482627 CAPACITOR, fixed: 1/19/45 REYBAL 30 16-C-43486-4770 |116-¢-11105-60 cc cry | 744-a60 
Ipaper dielectric; 30,000 omf plus 10 minus 3%; 16,000/RE13A488 
vdew; HS metal can; case 4 15/16" h x 3 3/4" wd x 
2 1/4" thk; pyranol filled; one stud and nut term 
1 31/32" bh on por piller along top ctr liny 1" from 
etr, one god stud; one side int gnd; two removable 
"L" vet w/one thd stud on ea 4" c toc. 
T 
-482627-10 CAPACITOR, fixed: 1/19/45 RELGAL3O 16-C-43507-4770 cG =| 26360 cam | 744-295 SF 
_{NT-482627 ¥/30,000 mmf p/m |RE13A468 i = _ ee eee i ee eee ; SF-1 
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-4.82628 


10 minus 3%; 6,000 vdéew; BS metal cau; case 5 1/32" 4) 
x 3.59/64" wa x 3 3/16" the; pyranel filled; two stud 
and nut term on top ctr line ea l" from ctr, 1 29/32" 


h w/per bushings, gnd connection stud and nut term on 


top; one side es sect common, int gnd; two fixed mtg 


wkt w/two holes in ea 1.25% c toc, 4 1/e"c toc 
from bkt to bkt, 


CAPACITOR, fixed: 1/19/45 IRELBALSO 
paper dielectric; two sect; 150,000/150,000 mmf plus |REX3A48A 


16-C-53228-5840 


cG 


268381 


cG 


K-83154d2rev6 


SF 
F -1 


a 


= 
482628 -10 


CAPACITOR, fixed: afig/us RELBALSO 
NT-482628 w/150.000/150.000 mmf p/m 10%. _|RE13A488 


16-C-53228- 8510 


cG 


26F361 


“) CBM 


7h -A60 


SF-1 


-482629 


1g x 19/32" wd x 3 15/32" h; BS motal case; 2 hook 
sype term on tep; one 0.164"-32 thd x 15/32" 1g mtg 
stud ctr on top; c/o 2 units connected in parallel 
and potted in tin pl steel can; add suffix indicating 


capacity tolerance in per cent, 


CAPACITOR, FIXED: 1/22/k5 RERBALL2 
polystyrene dielectric; 25000 mmf} 200 vdcew; 11/2" [rig 1 


~482629-5 


CAPACITOR, fixed: 1/22/45 RELBALKS 
NT-482629 w/25,000 mmf p/m %. : Fig 1 


16-0 -55847 -1522 


\n 
wa 


CW 


3B-162689 


cw 


BA-105861 issl 


OBC 


4.82630 


polystyrene dielectric; 100000 mmf; 400 vdew; 

1 21/32" lg x i 1/2" wa x 3 7/8" hj HS steel can; 2 

hook type solder lug term 23/32" h on ins pillars on 
top; two 0,164"-32 thd x 13/32" lg mtg studs 1" 

c to c on tep; c/o 2 units connected in parallel and 


potted in tin pl steel can. 


CAPACTIOR, FDED: r/ee/k5 REAB ALE 


~482630-5 


CAPACITOR, fixed: 1/22/45 RESGALLO 
NT-482630 w/100,000 maf p/m 5. Fig 2 


16-C-55912-1 43 


cw 


D-162690 


cw 


BA-105862i881 


OBC 


- 482631, 


|] 


CAPACITOR, fixed: 1/ee/k5 REYBAK LO 
NT-462631 w/3@0,000 mmP p/m 5. Fig 3 


482631-5 


polystyrene dielectric; 300000 mmf; 200 vdew; 
1 21/32" lg x 11/2" wa x 3 7/8" h; HS steel case; 2 
nook type solder lug term 15/16" h on tep; two 


0.164"-32 thd x 13/32" 1g mtg studs 1" c to c; c/e 2 
units connected In parallel and potted in steel can. 


CAPACIT@R, FIXED: 1/22/45 RELGANY2 


28 


16-C-55932-1101 


cw 


D-170091 


cw 


BA~105863iaal 


OBC 


— 


+— 


—o 


a 
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EQUIPMENT | 


== . 
NAVY TYPE NAVY DWG STANDARD NAVY Eso ASO SIGNAL CORPS | yep | MANUFACTURER'S | Con. | CONTRACTOR'S DWE 
DESIGNATION NAME AND DESCRIPTION OR SPEC NO JAN NO STOCK NO STOCK NO STOCK NO sTOocK NO PART NUMBER jrracror OR PART NO USED IN 
4 
482632 CAPACITOR, fixed: 1/2k/45 RE48A129 16-C-53815-7720 CSL } EC-101 CSL }|F6402-1 tasH CET 
paper dielectric; 2 sect; 1 mf plue 10 minus 3% ea RE13A488 
eect; 600 vdew; 250 vacw ea sect; HS metal can; case 
2" 1g x 2" wd x 11/4" b ofa; o4l impr and filled; 
two ecrew type term 13/16" h on side spaced 1" c toc{ 
int gad; two mtg ft 3/8" wd flush w/vottom w/ 3/16" 
diam mtg holes on 2 3/8" ctrs. 
482633 CAPACITOR, fixed: 1/2h/45 RE4BA133 16-C-48796-2981 |N16-C-11411-9 CSL | Ec-203 Ca8L } F-6410-1 ieeD CHT-211275, 
paper dielectric; 1 mf plus 10 minus 3%; 600 vdew; RE13A488 CBT | A-129-59 
HS metal can; case 1 25/32" lg x 29/32" wax 1 1/e" 
hh; vegetable oil impr and filled; one ecrew type term 
11/16" bh x 1/2" from mtg end; int gnd; one mtg ft 
3/8" wd, flueh w/bottom w/two #6 mtg holee 2 1/8" 
c toc. “s/s “a 
-482634 CAPACITOR, fixed: 1/2h/45 RE4BA187 
paper dielectric; 100,000 mf p/m 10%; 2500 vdew; RE13A488 
BS metal can; case 1 13/16" 1g x 1 1/16" wa x 2 1/8" 
h; oil impr and filled; one ins piller term w/cap 
15/16" bh and one selder lug term on top; int gnd. ml 
-482634-10 CAPACITOR, fixed: 1/2k/45 RE48A187 16-C-45785-1551 |N16-C-11326-10 CMR | 324-67 cry | K-981024-1rev2 | SR-2(3) 
NT-482634 w/100,000 mmf p/m 10%. RE13A488 
. : 7 t— 4 
-4.82635 CAPACITOR, fixed: 1/25/45 RE13A488 
paper dielectric; 10 mf plus 10 minus 3%; 600 vdew; |RE48A139 
HS metal can; case 3" 1g x 1 3/k" wa x 4 1/2" b; 042 
impr and filled; two por ine ecrew type term 1 1/8" h 
located on top 1 1/4" c toc} no int gnd connection; 
strap mtg not supplied. | 
-482635-10 CAPACITOR, fixed: 1/25/45 RE13A488 16-C-51857-7972 CAY } S-1318745 CRV }M-95652-1rev4 | sr-2 
NT-482635 w/10 mf p/m 10%. RE48A139 
-482636 CAPACITOR, fixed: 1/25/45 RE13A488 16-C-49936-5935 
paper dielectric; 4 mf plue 10 minue 3%; 600 vdcw; BS| RE48A139 
metal can; case 2 1/2" wa x 1 3/16" d x 3 1/4" bh ofa; 
oil impr and filled; two por ins ecrew type term 
7/8" b located on top 1 1/8" c to c; no int gnd 
connections; etrap mtg not supplied. J 
me 
-482636-10 CAPACITOR, fixed: 1/25/45 RE13A488 1@-C-49957-5911 |N16-c -11559-100 3DB4-34.1 CRY | M-95652-4revi SR-2 
NT-482636 w/4 mf p/m 10%. RE48A139 3DB4-34 SR(3) 
ai 8R-5/ 3) 
Eee ae) eee 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWwG | 
OR SPEC NO 


NO STANDARD NAVY 
JAN STOCK NO 


zs o 
STOCK NO 


T 


STOCK NO 


SIGNAL CORPS. 
STOCK NO 


MANUFACTURER'S 
PART NUMBER 


Con. 
Taacton 


CONTRACTOR'S OWG 
OR PART HO 


EQUIPMENT 
us€o IN 


4 


-482637 


CAPACITOR, fixed: 1/25/45 
paper dielectric; 250,000 mmf plus 20 minue 10f; 115 
vacw, 60 cpe, 500 vdct; BS metal can; 1 25/32" h x 
3/4" dtam; mineral oil impr; two ine bushinge with 
#10-32 int thd 1/4" d at ctr of ea end are common 
term to one side of capacitor; other eide int snd; 
3/4" strap partly encirciing body has a projecting 


ear w/one 0.170" hole for mtg. 


RE13A488 
RELBALOY 


16-C-46371-9510 


N16~C-11695-10 


64s 


CRV 
CRP 


K-981046 rev 1 
35-5416 


SR-2 (12) 


-482638 


CAPACITOR, variable: 1/25/45 

air; plate meshing type, eingle sect; 21-25 to 75 mmf; 
SLC; 0.20" air gap, 6750v peak; 4 11/16" wa x 3 5/32" 
h ehaft, locking type; ecdr adj; seventeen aluminum 
plates; 360 deg rotation; ieolantite ine; lug term; 


panel mtg by three etude for ##-32 thd ecrewe mtd in 
a half circle of 1 1/4" rad epaced 1 5/8" c to.c 
along circum, 


16-C-60333-3386 


CHC 


TC-65-G 


CAY 


+ 


T-~7607321-36rev5 


TBU thru 
TRU-4 


-482639 


CAPACITOR, variable: 1/25/45 
air; plate meehing type, eingle eect; 3 to 25 mr; 
SLC; 800 vdct; 7/8" 1g x 15/16" wd x 1 7/32" h, ehaft 
1/4" diam x 3/4" 1g; exteneion ehaft adj; seven 
aluminum plates; 360 deg rotation; ceramic ins; poet 
term for etator, lug term for rotor on RE eide; two 
mtg etude 3/32" 1g w/#4-36 tha_on 21/32" mtg/c. 


16-C-589%0-8000 


R16-C- 
119®7-200 


CRK 


22-7 


CHL 


4@A039ieel 


RBK-12 
RBK-13 
RBK-14 
RCF 


-—~ 


-482640 


CAPACITOR, fixed: 1/26/45 
ceramic dielectric; 10 mmf; neg temp coef 550 (tol 
p/m 82.5) mmP/mp/PC; 500 vdew; case 0.625" max 1g x 
0.225" diam; radial wire leade; uninsulated; add 


euffix indicating capacity tolerance in per cent. 


-482640-10 


CAPACITOR, fixed: 1/26/45 
NT-482640 w/10 umf p/m 1 mf. 


NOTE: RBK-14; RCF(2). 


46-C-15924-7365 


R16-C-7862-50 


CBN 


811-077 


CHL 


L7a@e6iesA 


{ 


RBK-12 
RBK-~13 


SEE NOTE 


~482641 


CAPACITOR, fixed: 1/26/45 

paper dielectric; 6 mf plue 10 minue 3%; 300 vacw; HS 
metal can; case 4 5/8" h x 2 1/2" wd x 1 3/16" d ofa; 
dykanol filled; two rivet lug term 5/16" h located on! 


top epaced 1" c to c} ne int gnd connections; bkt 
mtg not supplied. 


RE4LBA11O 
RE13A488 


16-C-50691-8626 


cD 


KM-2060 


~482641-5 


CAPACITOR, fixed: 1/26/45 


Nr-482641 w/6 mP p/m 5%. 


RELBAL1O 
RE13A488 


16-C-50670-8626 


cD 


KM-2060 


CuUF 


Sf-1162 


TDM-1 
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NAVY TYPE NAVY DWG STANDARD NAVY ESO ASO SIGNAL CORPS MANUFACTURER'S | Con. | CONTRACTOR'S DWG | EQUIPMENT 
DESIGNATION | NAME -<AND: (DESCRIPTION OR SPEC NO MANNS STOCK NO sTOcK NO sTocK NO STOCK NO MFGR | “paRT NUMBER [tractor OR PART NO USED IN 


-482642 CAPACITOR, variable: 1/26/45 16-C-59508-8530 cry | aR-aRL cG | K-59223-1reve | vE-1 
air; plate meshing type, single sect; 7.5 to 37 mf; 
SLC; 0.045" air gap; 2 3/8" 1g x 1 5/16" wa x 1 7/16" 
h, shaft 1/4" diam x i/k" lg, bushing 1/k" 1g x 


5/16"-32 thd; scdr adj; twenty-five silver pl brass 
platee; 360 deg rotation; ceramic ins; eolder lug 
term; two mtg bkt on bottom w/tbree #6-32 tapped 


holes, two in front bkt and one in rear bkt on 

1 9/64" x 5/8" mtg/c. 

-482643 CAPACITOR, fixed: 1/26/45 
ceramic dielectric; 6 mmf; neg temp coef 750 (tol p/m 
112.5) mmt/mf/°c;-500 vdew; case 0.625" lg x 0.225" 
diem; radial wire leads; unineulated; add suffix 


indicating capacity tolerance in per cent. 


-482643-5 CAPACITOR, fixed: 1/26/45 16-C-15690-7043 CARD | A-N750 cHL | 47A005ie8a RBK 
NT-482643 w/6 om? p/m 0.3 mf. i {cBN | 807-004 
482644 CAPACITOR, fixed: 1/27/45 REYBA163 16-C-41257-3760 Csr | Px2ha CBZ |CO-1054 ies0 
paper dielectric; 5,000 mmf plue 30 minue 20%; 600 RE13A488 
vdew; HS metal can; 1" lg x 7/16" diam; mineral oil 


impr and filled; two axial wire leade; one side gnd 


to can. 
+ ——_}- | 


-482644~20 CAPACITOR, fixed: 1/27/45 RE4GA163 16~C-41247-5391 |N16-C-10846 Csr | Px2ha AN/UEM-1(3} 
NT-482644 w/5000 mmf p/m 20%. RE13A488 AN/UPK- 
18(3) 


-482645 CAPACITOR, fixed: 1/27/45 
ceramic dielectric; 250 mmf; zero temp coef (tol p/n 
30) mmf /mf/°C; 500 vdew; case 0.86" 1g x 0.25" OD; 
radial wire leads; unineulated; add suffix indicating 


capacity tolerance in per cent. 


oe 1 
-482645-10 CAPACITOR, fixed: 1/27/45 16-C-17786-4787 CBN | 810-473 CNA | D-825-C-315rev7 | RAO-2 
NT-482645 w/250 mmf p/m 10h. RAO-6 


NOTE: RAO-7(3); RAO-9(3). Bisa 
t—— 
4826); 
~h82616 CAPACITOR, fixed: 1/27/45 16cho 
mica; 15,00 mmf; 500 vdew; case 1 13/32" 1g x 3/4” { H 
wd x 3/8" a; molded bakelite case; two axial wire 
leads. 


ene ~T t 
-482646-B5 CAPACITOR, fixed: 1/27/45 16cho 16-C-34039-5790 CSL | XBBW.5-115-5 ‘Vee CO-119i68A AN/UPM-1@) 


NT-482646 w/15,000 mmP p/m 5%; temp coef ltr B. AN/UPM- 
1B(2) 
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TRACT OR PART NO 


EQUIPMENT 
USED IN 


482647 


CAPACITOR, fixed: 1/eT/45 
mica; 40,000 mmf; 500 vdew; case 2" lg x 1" wd x 
9/16" thk; melded bakelite case; two wire leada; mtg 
clamp w/one 5/32" diam hole 1 1/4" from cap ctr. 


RE4SA3 69 
1 1écke 


i 
+ 


-4B2647-B5 


CAPACITOR, fixed: 1/27/45 
Nr-482647 w/40,000 mmr p/m 5; temp coef ltr B. 


16C40 
RE4GA309 


16-C-34989-3544 } N16-C-10581-110 


CSL 


MBBMW .5-i4-5 


CHZ |CO-1115ie8a 


AN/UPM-2 
Aii/UPM- 13 


-482648 


CAPACITOR, variable: 1/27/45 
ceramic; rotary type, single sect; 3 to 12 amf; 500 
vdew; zero temp coef; 55/64" 1g x 41/64" wd x 3/8" h; 
solder lug term; two mtg holes in base 0.120" diam 


7/16" c to c; acdr adj; steatite base. 


16-C-63934-8149 |W16-C-12558 


CBN 


822-BZ 


CHZ | CO-1058ia80 


AN/UFMA(Q 
an /UPM- 
13(3) 


~482649 


CAPACITOR, fixed: 1/29/45 
ceramic dielectric; 17 mmf; var temp coef omr/mp/oc; 
1000 vdew; case 0.625" 1g x 0.316" diam; one tinned 
copper lead from ea end of tube 3/16" 1g; ceramic 
tube is fitted into brase bushing having a #12-26NF 
thd, 9/32" 1g w/ 5/16" hex shoulder 1/16" thk for mtg 
and provided w/hex mtg nut; ceramic ins; ald suffix 


indicating capacity tolerance in per cent. 


-482649-24 


CAPACITOR, fixed: 1/29/45 
NT-482649 w/17 mmf p/m 24%. 


iz 
16-C-16038- 1892 


817 


CHZ | CO-1045ie60 


AN/UEM-1(2) 
AN /UPM~ 
13(2) 


-482650 


CAPACITOR, variable: 1/29/45 

air; plate meshing type single sect; 2 to 10 mmf; SLC 
50ev RMS test; 25/32" lg x 15/16" wd x 1 7/32" h, 
shaft 1/4" diam x 5/32" 1g, collar 9/32" diam x 
5/32" 1g; ecdr adj w/hex nut; four silver pl braee 
plates; 360 deg rotation; ceramic ineulation; ost 
term for atator, lug term for rotor on RB side; 
single 9/32" hole for collar, two mtg studs tapped 
for #4-kO tha screw in base on 21/32" mtg/c 31/es" 
from top; eimilar to NT-482793 except for shaft lg. 


16 ~C-S82H KTS 


coc 


1048 


CEB | 38-A30A001-lchgAj 'TS-323/UB 


i 
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-482651 


CAPACITOR, variable: 1/29/45 
air; plate meshing type, single sect; 1.5 to 4 umf; 
SLC; 500v FMS teat; 43/64" 1g x 15/16" wa x 1 3/16" 
h, shaft 1/k" diam x 11/2" 1g, brg bushing 9/32" 


diam x 5/16" lg; flatted shaft for adj; two silver 
pl braee plates; 360 deg rotation; ceramic ine; post 
term for stator, lug term for rotor; single 9/32" 


hole for brg two mtg etude tapped for #4-kO tha 
screws in base on 21/32" mtg/c 31/64" from top. 


116-C-58002-~2664 


R16-C- 
11907-300 


coc 


1046 


CEB 


38-A3097-2chgA 


TS-323/UR 


-4.82652 


CAPACITOR, fixed: 1/29/45 
paper dielectric; 2 mf plus 10 minus 3%; 5000 vdcw; 
HS metal can; case 3 7/8" 1g x 4 9/16" wa x 6 1/16" 


b o/a; oil impr and filled; two ceramic ine ecrew 


type term 1 25/32" h located on top 2" c to cj no 
int gnd connections; two mtg fl on bottom of case ea 
x/two 9/32" diam mtg holes 3 3/8" apart, 4 1/2" 


c¢ to c from fl to fl. 


REW8A159 
RE13A468 


16-C-49185-2289 


CG 
CG 


23F188 
23F50 


crv 


14-12A 


TEC(2) 


-482653 


CAPACITOR, fixed: 1/30/45 

paper dielectric; 7550 mmf plue 10 minus 3%; 350 vdew,| 
2000 vdet; BS metal can; 3 9/16" h x 11/2" wa x 
37/64" thk; wax impr and filled; two hooked wire term 


1 1/8" c to c on top; no int gnd connections; one 


RE48A212 
IRE13A488 


16~C-4220%~-3€10 


ip “99942 


#8-32 thd mtg etud on top ctr. . 


on te 


-482653-3 CAPACITOR, fixed: 1/30/45 RELGA212 16-C-42206-2810 cH | D-999ke CBM | 744-20a1t0 WCA-2 
NT-482653 w/7,550 mmf p/m 3%. REL3A408 ; JK-2b 
NOTE; JE-5; JK-8; JKA; JEA-2 thru JEA-5; QCC; QCD; Qc} J-5(2); Qc| I-62); QcJ-9; | QCL-4(2); QcL-5(| 2); QCL-8; QCM | thru QCM-4; SEE NOTE 
Qen-2(2); QCN-3(2)5 QCN-K(2); QCO-1; QCO-2; GCO-3; QC} Qs ACQ-3; | QCR thru QcR-2;} Qcs; QCS-1; QCTs) QFA; QFBs QFB-1;) WAA; WAB; WBA; 
WDA; WDA-1; WEB(3). 
wool + _ 
-482654 CAPACITOR, fixed: 1/30/45 IREYBAZ349 7 
mica; 15 mmf; 500 vdew; case 11/32" 1g x 7/16" diam; j16C41 
metal case; one right angle term bent dow 1/16" in 
front of case and one radial lug term 1/16" 1g, ea 
term w/open elot 3/64" x 1/32"; 43-48 tapped hole in 
one end; add euffix indicating capacity tolerance in 
per cent. 
+—~ 
~482654-10 CAPACITOR, fixed: 1/30/45 RELBA349 16-C-26447-8503 can | 830 cuz | Co-1014 Y-2 
NT-462654 w/15 mmf p/m 10$. 16CHL CER | 370A 
Con't 
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-482654-20 CAPACITOR, fixed: 1/30/45 RELBAZ49 16-C-26453-1983 CBN | 830 CHZ | CO-1101 AN/UFM-1{2) 

NT-482654 w/15 mmr p/m 206. 1641 CHR | 370A AN /UPM-LB 
(2) 
in sae 

-182655 CAPACITOR, fixed: 1/30/45 RELBA224 16-C-46510-3910 cw D-99943 
paper dielectric; 300,000 mmf plue 10 minus 3%; 350 |R 13Ah488 
vdcw, 2,000 vdet; HS metal can; case 3 7/16" h x 
11/2" wa x 1” thk; white wax impr and filled; two 
hooked wire term 1" h in diagonal cornera of top; no 
int gd connections; two #8-32 thd mtg etude on 

L diagonal corners of top on } 1/8" x 5/8" mtg/c. 
“ary ,—— —— 4+ 4-4 
~482655-3 CAPACITOR, fixed: 1/30/45 RENGAZS4 16-C-46486-1210 cH = | D-99943 CBM | 744-2181t0 WCA-2 
NT-482655 w/300,000 maf p/m 3%. R 13A488 JK-2b 
NOTE: JK-5; JK-8; JKA; JKA-1; JKA-2; JKA-3; JKA-4; |JKA-5; JKA]-5a (2); QCC; QCD; QCI-5; Qcd-6); QCJ-9; QCL-k; | QcL-5; QLM-1 (/2); QIM-2 (2); SEE ROLE 
QIM-3; QUM-4; QLN-2; QLN-3; QIN-4; QLO-1; Q10-2; QLO-]3; QcQ; Qc]Q-1; QCQ-3; QCR]; QCR-1; QCR-2; | QCS; QCS-1; QCT;/QcT-1; QrB (2)}5 
i 
QNB-1 (2); QGA; WAA; WAB; WBA; WDA; WDA-1; WEB; WA. 

-482656 CAPACITOR, fixed: 1/30/45 RELBA212 16-C-44011-3030 cw | D-99941 
paper dielectric; 44,500 maf plus 10 minus 3%; 350 |RE13A486 
vdcew,2000 vdct; HS metal can; case 3 9/16" h x 1 1/2" 
hw x 37/64" thk; wax impr ang filled; twe hooked wire 

i 
term 1 1/8" c to c on top; no int gnd connections; i 
one #8-32 tha mtg stud on top ctr. i 
Vt “3 \ 

~482656-3 CAPACITOR, fixed: 1/30/45 R 4a212 16-C-44011-2810 Cw D-99941 CBM | 744-22a1t0 WCA-2 i 
NT- 62656 w/44,500 umf p/m 3h. R 13A488 JK-2> 
NOTE: JK-5; JK-8; JKA; JKA-2 thru dKA-5; QCCj QCD: QClI-5 (2); QICI-6 (2); QT-9) QCL-4 (2); QCL-}5 (2); QCL-8; QC/M thru QcM-4; | QcN-2 (2); SKE NOTE 
@cn-3 (2); QCN-4 (2); QCO-1; QCO-2; QCO-3; GCG; QCQ-3] GOR; QOR-]15 QOR-2; GCS; |QCS-1; QCT; QFA;|QFB; QFB-1; WAA;|WAB; WBA: WDA;|WDA-1; WEB (3) 

-482657 CAPACITOR, fixed: 1/30/45 RE4BA310 16-C-20978-6201 CMA | FPO30 cw BA-10234-6-91e82} 18-34 JaP 
electrolytic; 1500 mPs 10 vdew; working temp range |JAN-C-G2 Caw | AEF CG = | a-201535-x SP-1M 
minus 20° C to plus 65° C; case 3" 1g x 1" diam; tuer elec CSF |DFP 

\ 
aluminum can; one lug term on bottom; mtg ring is neg cD UPS 
term, three mtg ears spaced 120 deg on 0,368" rad. BS 
i — ask aero Eve 

~482658 CAPACITOR,. fixed: 2/7/45 EGBALE3 
paper dielectric; 10,000 umf plus 10 minus 3%; 400 EL3A468 
vdew; HS metal can w/ine tube; case 15/16" lg x | 
7/16" diam; mineral eil impr and fiiled; two axial 
wire leads; one term gnd, 

| -482658-10 CAPACITOR, fixed: 2/7/45 |RE48A163 16-C-42733-6092 | CBY | 7707 CWQ | 46x366iesA RBL-3 | 
y | i ' H } 
NT-482658 w/10,000 tut p/m 10%. RELZANBS | | RBL-4 (2) 
SHEET 48-614 
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SHEET 48-815 
cee NAME AND DESCRIPTION wee | aan co. PR ae | ot Se |) eee | ee [ror ace” |, | eee [eee | 
-482659 CAPACITOR, fixed: 1/30/45 RELBAI63 h6-c-ho101-9910 CsL /XTIMW16-.002  {cEM !744-122 alto 
paper dielectric; 2,000 mmf; 1600 vacw; HS metal can /RE13A488 
jw/ins tube; 11/4" 1g x 3/4” diam; mineral of1 impr 
and filled; two axial wire leads; no int gnd connec- 
tions. 
-482659 -10 CAPACITOR, fixed: 1/30/45 IRE48A163 16-C-1.0083 ~4163 CSL} X'TIMW16-.002 WOA-2 
INT-482659 w/2,000 mmf p/m lop. RE13A488 
-4,82660 CAPACITOR, fixed: 1/30/45 RE4BA213 16-C-49170-9827 cw D-160799 CBM | 744-23A altO WCA-2 
paper dielectric; 2 mf plus 10 minus 34; 250 vdew; RE13A438 QcJ-9 
HS metal can; case 3 1/2" h x 1 21/32" wi x 11/2" QcL-8 
thk; wax impr and filled; two hooked wire term QCN-4 
1 1/16" c to c on top ctr line; no int gnd connec- aco-3 
tions; two #6-32 thd mtg studs 1" c to c on top ctr aca (2) 
line. es 
-482660-10 CAPACITOR, fixed: 1/30/45 REYSA213 16-C-49191-9827 cw D-160799 Qcu-5 
NT-}82660 w/2 mf p/m lof. RE13A468 acs-6 
NOTE: QCL-4; QCL~5; QCN-33 QCO-23 QCQ; QCR. SEE NOTE 
-482661 CAPACITOR, fixed: 1/30/45 RE4BA210 16-C-49931-9827 JKA-5 
paper dielectric; 4 mf plus 10 minus 3%} 250 vdew; RE13A488 JKA-Sa 
HS metal can; 1 21/32" 1g x 1 1/2" wi x 3 29/32" h Qacy-5 (2) 
o/a; oil impr end filled; two stand off type term QCJ-6 (2) 
7/8" h located on top spaced 0.702" c to c; no int acy-9 (2) 
gnd connections; two 13/32" lg x #8-32 thd mtg stude QcL-4 (2) 
1" c toc. QCL-5 (2) 
NOTE: QCL-8 (2)5 QOM-1; QcM-25 QOR-3 (2); QoN-& (2)| QC0-2 (2)4 QcO-3 (2). | SEE NOTE 
-482661-6 CAPACITOR, fixed: 1/30/45 RE4BA210 16-C-49926-9910 Cw D-160797 CBM | 744-11A altO WCA-2 
NT-482661 w/4 mf p/m 6b. RE13A488 aca (2) 
NOTE: QOR (2); QGa (2); wEB (2). | SEE NOTE 
-4.82661-10 CAPACITOR, fixed: 1/30/45 REWBAZLO 16 -C-49951-9827 acg-1 (2) 
NT-482661 w/4 me p/m 10%. RE13A488 QCR-1 (2) 
NOTE: Qcs (2); Qcr (2). SEE NOTE 
-482662 CAPACITOR, fixed: 1/30/45 IREYGA163, 16~C-41579-5832 CSL |RTIMW10-.006 {CBM |744-428 alto 
paper dielectric; 6,000 mf plus 10 minus 3%; 1,000 |RE13A488 
vdew; HS metal can w/ins tute; 11/4" 1g x 3/4" diam; 
mineral oil impr and filled; two axial wire leads; no 
int gnd connections. 
| Con't. 
SHEET 48-815 
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SHEET 48-816 


WY TYPE XN "f i CONTRACTOR'S OWG EQUIPMENT 
DESIGNATION NAME AND DESCRIPTION on spec no| YAN No | STARIONEO aoe, stock No stock No | “stock NO |MFSR| “Paar NUMBER frescton | OR TART NO USED iN 
-82662-10 PAPER CAPACITOR: 1/30/45 RELBAIE3 16-C-41600-5832 | CSL | XTIMW1e-.006 CBM | 74k-b28 alt Oo WCA=-2 
Navy Type 482662 w/6000 mmf p/n 10% REL3ALSE f OAP (2) 
WEB (2) 
— 
~482663 CAPACITOR, fixed: 1/30/45 RELBALE3 [n6-c-435ai-9620 CSL {XTIMWI6~.03 cBM | 744-431 alte 
paper dielectric; 30,000 mmf plus 20 minus 10%; 1600 |REL3AK83 
vdcw; HS metal can w/ins tube; 1 5/8" 1g x 3/4" diam; 
mineral oil impr and filled; two axial wire leads; no 
int gnd connection. 
L 
-482663-10 CAPACITOR, fixed: 1/30/85 RE48A163 16-C-4 3503-4573 CSF | Px39R64-A cw | BA-20055-409 WCA~2 
NT-482663 w/30,000 maf p/m 106. RELZAL88 ast, | XDIMWL6-. leel7 {SL (2) 


NOTE: SL-a (2); SL-1 (2); WEB. | SEB NOTE 


482664 CAPACITOR, var lable: 2/7/45 16-C-58940-7500 ]N16-C-1.2238-9-1 CHC | APC-25Moaified | CW BA-4.164581 882 AN/?PS-1B 
air; plate meshing type, single sect; 3 to 25 mmf; 
SLC; 0.015" air gap, 600v RMS test; 29/32" lg x 
15/16" wa x 1 7/32" h, shaft assembled w/coller and 
nut 9/32" diam x 5/16" lg ofa; scdr adj; seven 
silver pl brasa plates; 360 deg rotation; ceramic 
ins; post term for stator, lug term for rotor gnd; 


two mtg studa w/0.122"-4O tha on 23/32" mtg/c; H 


similar to NI-481973 except: stator term are recessed 


instead of slotted, rotor is gnd, and rotor term is 
L bent forward and cut off. a i | es 

-482665 CAPACITOR, fixed: 2/7/45 RELBAL63 
ij paper dielectric; 13,000 mmf plus 10 minus 3%; 4oo —[REL3A488 


vdcw; HS metal can w/ins tube; case 0.937" lg x 
0.437" diam; mineral oil impr and. filled; two axial 


[wire leads; one term end. 


-482665-10 CAPACITOR, fixed: 2/7/45 RE4GA163 r 16-C-2371-2610 CBV | 7708 CHQ | 46X365i80A ~TRBL-3 
NT-482665 w/13,000 mmf p/m 10%. REL3ANE8 4 RBL-& (2) 
-482666 CAPACITOR, fixed: 2/7/45 REYBALL7 16-C-484.15-9538 


paper dielectric; 800,000 mmf plus 10 minus 3%; 600 |RE13A480 
vdew; BS metal can; case 1 3/16" lg x 11/16" wa x 
2 1/16" h; ofl impr and filled; two screw type term 


1/2" h ontop 1/2" ¢ to c; no int end connections; 
two mtg fl on bottom of case 9/32" wi w/two 0. 14h" 
diem mtg holes 11/2" c toc. 
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SHEET 48-817 


= 
ied NAME AND DESCRIPTION a ee ee ee a ee eee eos 
~482666-10 CAPACITOR, fixed: 2/7745 RELBALLT 16-C-1.8436-9538 | ; cBY {7669 cHQ | KBA252ieeA RBL-3 
NT-482666 w/800,000 anf p/m lof. REL3A488 im ‘ RBL-4 (2) 
-4.82667 CAPACITOR, fixed: 1/30/45 RELEA110 16-C-9936-6006 Fi ce 25-699 cBM | 744-667a1t0 WCA 
paper dielectric; 4 mf plue 10 minus 3%; 600 vdew; RE13A488 
HS metal can; case 4 1/8" h x 21/2" wix 1 13/16" a 
o/a; castor oll impr; two rivet lug term 1/2” h 
located on top spaced 1 1/8" c to c; no int gna 
connections; bkt mtg not supplied, if 
~482667-10 CAPACITOR, fixed: 1/30/45 RELBA110 16-C -49957-5991 GG | 25-699 (ORB |CB-1]27-4 deeA | LAF-2 
NT-482667_ w/4 mf p/m 10%. JREI3AK88_} CAAT | 6BCRIOO | | i | 
-482668 CAPACITOR, fixed: 1/30/45 REL8A283 16~C-48796-3109 CTD |TRS-601 
paper dielectric; 1 mf plus 10 minus 3%; 600 vdcw; REL3ZA4E8 cp | TJU-6010 
HS metal can; case 2 1/8" h x 1 13/16" wi x 1 1/16" 
thk; oil filled; two stud and nut term on por pillare 
5/8" h and 13/16" c to con top; no int gnd connec- 
tions; edj and removable mtg bkt w/two holes 2 1/k" 
c toc. 
71482668 -10 CAPACITOR, fixed: 1/30/45 ae | asi eo TJU-6010 CBM | 74h-705a1t1 WA 
NT-482668 w/1 mf p/m led. RE13A488 CRY | 744-215 NJ-7 
CBM | K-876820-13 YE 
NOTE: YE-1; YE-2. 1 a aes] 
-482669 CAPACITOR, fixed: 1/31/45 REBAL1O 16-C-20736-1401 | W16-C-9715 cD AVLEX863 cam | 744-280 alt O WCA-2 
electrolytic; 650 mfd; 8@ vdcw; working temp range Qcy-9 (2) 
minae 20°C to plus 65°C; case 3 3/k" lg x 1 1/k" wt x acL-8 (2) 
4" a; HS metal case; two rivet lug term on top 3/8" gen-4 (2) 
bh spaced 2" c to c; term ins from can; universal mtg @co-3 (2) 
okt w/ two 9/32" x 3/16" slots en bottom on 4 3/8" QCQeL 
mtz/es ea-3 
ph NOTE: QCR-l (2); QCS (2); QcT (2). SEE _NOTF 
-482670 CAPACITOR, fixed: 1/31/45 | 
ceramic dielectric; 100 mf; neg temp coef 750 (tol 
p/m 112.5) mmf/mf/°C; 1,000 vdew; case 5/8" lg x 1/8" 
diam; radial wire leads; uninsulated; ada suffix 
indicating capacity tolerance in percent. 
-4.82670-5 CAPACITOR, fixed: 1731/45 i 16-C-1 7076-1351 |NI6-C-BZ35-12 CEN | SI0-" CBM” {74u—-Soda Tel WCA-2 
NT-482670 w/100 mmf p/m 5%. QGA 
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setondtion NAME AND DESCRIPTION ram | saw no [SRM AS’ | orbck wo | avbck wo | “sTeER ORS” [ron |" *Rummen” uncon “oe mat ns” | “Saco | 
fa ome sce canna | 
-482671 CAPACITOR, fixed: 1/31/45 RELBACBY 16-6 -48796~3114 3DBi 609-1 CAW  1609-MS 
paper dielectric; 1 mf plus 10 minua 34; 600 vdcew;  {RE1ZA486 
HS metal can; case 2 1/8" h x 1 13/16" wa x 1 1/16" 
thk; hyvol (caetor ofl) impr and filled; two etud and 
nut term on por pillere 7/8" h, 13/16" c toc on | 
top; no int gnd connections; two removable "L" type | | 
mtg bkt w/two 3/16” holes 2 1/k" c toc. | 
482671 -10 CAPACITOR, fixed: 5050/1, a 0 BTL CTT) oe 609-MS Cay | 11-D-4010-lrevo | MK-EModl 
= NT-482671 w/1 mf p/m 10%. ee - REL 3A488 | 7 t ; es al 
-482672 CAPACITOR, fixed: 1/30/45 REI3A549 , 16-C-21059-2986 3DB2000-8 cst, | il-b-? CAY | 2-C-8448chg1 MK-~BMod& 
electrolytic; 2000 mf; 50 vacw; working temp range RELEA 341 
minus 20°C to plus 65°C; case k 7/16" 1g x i 3/4" 
diam; metal case w/ine sleeve; two solder lug term H i 
! 7/8" hon top; term ine from can. a 
-482673 CAPACIYOR, fixed: 1/30/45 RELZASK9 16-C-19708-3551 cp BR-205 cAY |S 1275499 MK-8 Mod, 
electrolytic; 20 mf; 50 vdcw; working temp range RELBAS+0 cay | 6-D-1268chge 
minus 20°C to plus 65°C; case 1 7/36" 1g x 5/8" diam; 
HS metal case w/cerdboard sieeve; two axial wire ! | | ! 
leads 3" 1g; neg term gnd internally. | i 
462074 CAPACITOR, fixed: 1/31/45 REWBAKO5 16-C-20654-6011 {I16-C-9701 cD EVL-10021. CAY | N-29182 TCE 
electrolytic; 500 mf; 15 vdcw; working temp range PEL3ASLO cSL } DJS-100 CSL | 1637revC | 
minus 20°C to plus 65°C; case 2 1/16" 1g x 1 5/16" wa ! 
x 4 1/4" bn; metal case; two ecrew term on top 5/26" 
h spaced 1" c to c; term ing from can; twe mtg fi on 
bottom, 5/32" diam hole in ea, on 2 7/16" mtg/c. H i 
aa el _ a =} 
-k82675 CAPACITOR, variable: afifas 16-C-61006-5732 |N16-C-12243-30 } coc | $-3516-AT cw ESA-682123-5 QUB 


air; plate meshing type, single eect; 6,5 to 135 mmf;} 
SLC; 0.015" air gap, 606 vact; 2 1/16" lg x 5/16" 

wd x 1 7/32" h incl ceramic rear plate shaft agseu- 
bled w/collar and nut 1/k" diam x 5/16” 1g o/a; scar 
adj; thirty-seven ellver pl brass plates 360 deg 
rotation; ceramic ins; lug term, rotor term on LH 
aides two mtg studs 3/32" lg w/o.110"-ho tha cak 62 
deg; phosphor brouze grounding strip, slot in nut red 


filled to indleate when plates are fully engaged. 


ioald 
i 
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Besionstion nace eculdt ewan | van no [PNRM AS | arb So | erbck Sue | MESSRS [ron [MEGUTARENIIEN [rn] SOUMGIOTT aM? [FOaKeN 
-482676 CAPACITOR, fixed: 2/13/45 |REL6A398 
mica; 6 mmf; 500 vdcw; case 29/64" diam x 1/16" thk; |16c41 
metal case; one lug term 9/32" 1g x 3/32" wd ea side 
of case spaced 180 deg apart on 3/32" rad; add suffix 
indicating capacity tolerance in per cent. 
i 
-482676-10 CAPACITOR, fixed: 2/13/45 RE46A396 16-C-25260-8472 cBN | 831 CAOS | A-17162CrevO MK-6Mod0 
NT-462676 w/6 ume p/m 0.6 mf. 26ch1 
ee | 
-482677 CAPACITOR, fixed: 2/13/45 [RESSAN13 CBN }633 CAOS. |A-17156Crev0 MK-6 ModO 
CANCELLED: ame as NT-482460. ooh. 
-482678 CAPACITOR, fixed: 2/1/45 REL3A488 16-C-45761-6494 cG 236223 oG K-8385971 rev7 |SU 
paper dielectric; 100,000 mmf plus 10 minus 3%; 1500 |RELBALO5 SuU-1 
vdcw; HS metal can; 1" d x 1 59/6k4" wa x 2" h; ofl 
filled; two ins stud term 1 3/16" h, located on top; 
no int gnd connections; removable "L" bkt w/four 
9/32" x 11/32" mtg holes on 13/32" x 2 3/8" mtg/c. 
-482678-10 CAPACITOR, fixed: 2/1/45 RE1L3A468 16-C-45782-6494 |N16-C-11324-87 CBM | 744-534 su-1 
NT-482678 w/100,000 umf p/m lof. REHBAKO5 
-482679 CAPACITOR, fixed: 2/2/45 RE13A488 16-C-4.9939-8982 CG | 23F201 CBM | 744-535 su 
paper dielectric; 4 mf plus 10 minus 3%; 1000 vdcw; | REBAKOS ce K-8386714rev4 su-1 
HS metal can; case 1 3/16"wd x 2 43/64"1g x 4 45/64" 
h; oil filled; two ine stud term 1 3/16" h spaced 
11/8" c to c; no int gnd connections; removable 
"LY bkt w/four 0.213" x 9/32" mtg holes on 13/32" x 
3 1/8" mtg/c. 
~482679-10 CAPACITOR, fixed: 2/1/45 (REL 3A488 16-C-4.9960-8982 CBM | 744-535 su-1 
NT-482679 w/h mf p/m 10%, RELBALOS 
-482680 CAPACITOR, fixed: 2/1/45 REL3A549 16-C-22996-2005 CSF }D-7168 CHL | 42A029is80 RBK series 
electrolytic; four sect; 10/30/10/20 mf; 400/350/350/|RE48A310 
25 vdcw; working temp range minus 20°C to plus 65°C; 
case 3" lg x 1 3/8" diam; tubr aluminum can; four lug 
term on bottom spaced 90 deg on 0.4375" rad; mtg ring 
is neg term; four mtg ears spaced 90 deg on 0.5" rad. L 
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NAVY TYPE NAVY DWG y i : bi 
N. STANDARD NAVY Eso AsO SIGNAL CORPS MANUFACTURER'S | Cen. | CONTRACTOR'S OWG | EQUIPMEN 
DESIGNATION AME: AND. DESCRIPTION OR SPEC NO JAR ONO STOCK NO STOCK NO STOCK NO STOCK NO PART NUMBER | tractor OR PART KO USED IN 


482681. CAPACITOR, fixed: 2/2/45 RELZALB3 16-C-49941-9152 | H1E-C-11569 1cG 23F 222 cam | 7L4-536 3U 
1 
REASALOS Hl i CG | K-538996erev7 Sued | 


paper dielectric; 4 mf plug 10 minus 3%; 15C0 vdew; 
HS metsl can; case 4 19/32" h x 3 59/@4" lg x 1 1/k" 


wa; pyrenol impr; two stud term 1 


top spaced 2" c to c en por pillars; no int gd con- 
nections; two removable "J" bt w/two 7/32" holes 
13/32" © to & in wettom of ca bet, ctr line of holes 


from bkt to vkt 4 3/8". | 


~ 482681 -10 CAPACIT@R, FIXED: R/B/u9 j 16 -C 49962-9159 CG 23F222 cum | 744-536 MK-39 
Navy Type 482681 w/k mfd p/m LOp. | Mod 3 


Se ae eels, he 7 i 
; % 
N16-C-9923-59 cru [#-2-2 cuz |Ce-€3kisso AN/UPM-1 


-482682 CAPACITOR, fixed: 2/i/4o 16041 
mica; 100/100 mmf plus 6@ minus 10%; 500 vdew ea RELBAL26 116 -0-9943 cuz | co-75618uB2 (2) 
lsect; case 1/2" diam x 0.197" thk; two radial solder | cxzZ | CO-1605i880 AN/UPM-Li 


1 ' | (2} 


lug term 3/8" 1g spaced 10 deg; one mtg plate 1/2 
wide 90 deg from ea term, bent upward 65 Jeg or 90 yI-2 
deg 7/1" from ctr ef capacitor, «/one 0.171" diam 
hele. 


~482683 CAPACITOR, fixed: 2/1/45 | PELGA185 
paper; 4 mf plus 10 minus 3%; 165 vacw; HS metal can;| REL3A%89 


case 3 5/8" ig x 1 3/4" diam; dykanol impr and 


filled; two solder lug term on top; no int gnd 


connections, | | H 


~482683-10 CAPACITOR, fixed: efi/ks REGBALES 16-£-49949-8210 cD CRA-2040 cay | 11-D-4160chg2 1 MK-8Modl 


NT-482683 w/b wf p/m log. REI 3A488 CAY | S 1282558A 


482684 CAPACITOR, fixed: 2/10/85 REGBA4 17 16-C-53136-7260 H 
paper dielectric; two sect; 100,000 mmf/100,000 umf RE1ZA4BB 1 


plus 16 minus 3%. 7,000 vdew; HS metal can; case 


3 39/64" n x 3 15/16" wad x 1 3/4" thk; pyranol filled; 


two stud and nut term w/f12-2h thd, 2 1/32" h on por 


pillars spaced 2" c toc located on top; one side ca 
sect common and int gnd; two removable "J" bkt w/two 


oval holes 6.213" x 9/32" in bottom ef ea bkt spaced 1 


13/32" ¢ tec ana # 3/8" © toc from bkt to bkt. 
eo nes | ee 


[reac tc Z 5 aACEl 
~482684-10 (CAPACITOR, fixed: 2/10/45 RE13ZAR88 16-C-53100-5450 ce 25F453-2 CPR | 305-1152revz SF- 


INT-L82684 w/1@0,000 mmf /100,000 mnf p/m 10%. REGGALLT co K-8385979rev8 
cam | 744-673 


i 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY BWG 
OR SPEC NO 


STANDARD NAVY 
JAN ING STOCK NO 


Es Oo 
STOCK NO 


AsO SIGNAL CORPS 
STOCK NO STOCK NO 


MFGR 


MANUFACTURER'S. 
PART NUMBER 


Con- 
‘macton 


CONTRACTOR'S pwe 
OR PART KO 


EQUIPMENT 
USED IN 


-482685 


CAPACITOR, fixed: 2/2/45 

ceramic dielectric; 7 mmf; zero temp coef (tol plus 
° 

30 minue 75) mmt/mf/ C; 500 vdcw; case 0.437" 1g x 

0.105" diam; axial. wire leads; uninsulated; add 

suffix indicating capacity tolerance in per cent. 


~482685-7 


CAPACITOR, fixed: 2/2/45 
NT-482685 w/7 umf p/m 0.5 mmf. 


ica bay N16-C 8079-3 


CBN 


923 


CHZ 


CO-11201seA 


AN/UPM-1 
AN/UPM-1B 


~482686 


CAPACITOR, fixed: 2/2/45 
paper; 20,000 mmf plus 10 minus 3%; 200 vdcw; HS 
molded phenolic case; case 13/16" 1g x 13/16" wi x 
11/32" tbk; wax impr; pigtail term 1 1/4" 1g at ea 


end; no int gnd connections. 


REY8A164 
RE13A488 


| 


-482686-10 


CAPACITOR, fixed: 2/2/45 
NT-482686 w/20,000 mf p/m 10%. 


FEL8A164 
RE13A488 


16-C-43109-9741 


337-14 


cCAY 


11-D-4696 


ME-8Mod4 


-482687 


|vARTABLE AIR CAPACTTOR: 2/12/45 

lair dielectir; plate meshing type, single sect; 3.3 
min, 24,3 mmf max; SLC; 0.016" air gap; 25/32" 1g 

fe sre wd x1 7/32" h, excluding shaft, shaft assem 


fpled w/nut end bushing 1/k" diem x 5/16" 1g, o/a; 
lacdr adj; 7 aluminum plates; 360 deg rotation; ceramic 
ins; post term for stator, lug term for rotor; panel 
Intg w/2 mtg posts, ea 3/32" lg w/#4-40 tapped hole 
spaced 21/32" c to cj; salt water spray test. 


16-C -58872-2113 


3D902KVE3-2 


CAIM 


7GC-24G-A 


ccZ 


038 


ocD 


-482688 


CAPACTTOR, fixed: 2/2/45 


3%; 8000/16000 vdcw; HS metal can; case 9" bh x 8" wd 
x 6" thk; pyranol filled; one term 4 15/32" bh and one 
3 13/32" b of etud and nut type w/3/8"-16 tha, mtd on 
por pillars located on top spaced 4" c to c, also 
1/4"-20 thd gnd screw on top; one side of ea sect 
common and gnd int; four 5/16" diam mtg holes; one 
in ea corner of integral projection of the bottom 
cover 5 1/8" x 8 3/8" c toc. 


REL3A488 


paper; two sect; 750,000 mmf/375000 mf plus 10 minus /REYGA427 


-482688-10 


CAPACITOR, fixed? 2/2/05 
InT-482688 w/750,000 mmf/375,000 mmf p/m 10%. 


[RE13A468 
REUSALOT 


16-C-53492-1010 


N16-C-12735-50 


R16-C-11339-45 


CG 


LUFLOL 


CBM: 
CG 


THY-537 
K-8385977 rev 5 


SU-1 
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NAVY TYPS NAVY DWG T STANDARD NAVY Es 0 AS Oo SIGNAL CORPS MANUFACTURER'S COM. CONTRACTOR'S DWG EQUIPMENT 
DESIGNATION NAME /AND: QESCRIPTION OR SPEC NO JAN NO STOCK NO STOCK NO STOCK NO STOCK NO MFGR/ PART NUMBER | TRACTOR OR PART NO USED IN 


4.82689 (CAPACITOR, fixed: 2/2/45 RELGAD7O | 16.c-50688-8210 
jpaper dielectric; 6 mf plus 10 minus 3%; 165 vacw; IRE13A488 ; 
MS metal can; case 4 5/8" h x 2 1/2" wa x 1 3/16" thk; 
foil filled; two solder lug term 1" c to c m top; no 


int gnd connection; universal mtg bkt w/one 3/16" x 
9/32" oval hole on ea aide 3" c toc. 


~182689-5 CAPACITOR, fixed: B/aTuS RELOAD TO ~C-50667-G210 cD {RB 20e6 CAY 11282628 ME-8 Moa 
NT-482689 w/6 mf p/m 5h. [REL3A488 car |8-D-6666chg 2 
| T083689-10 CAPACITOR, fixed: 27a/5 RELOAD 16-6-50709-8210 
INT-462689 w/6 mf? p/m 106. RE13A488 | | 
L- a v4 : i . 
~482690 CAPACITOR, fixed: 2/2/45 RELBAL28 16-C-53948-5510 


paper dielectric; two sect; 1.75 mf/1.75 mf plus 10 {RE13A488 
minus 3%; 600 vdcw; BS metal can; case 4 3/8" lg x 
1 1/2" diam; hallow wax impr; four ins wire lead 6" 


1g on dottam; no int gnd connections; palnut mtg, 


3/4"-16 tha. 

-482690-10 CAPACITOR, fixed: 2/2/45 RE4YBA4 28 1§-C-53949-3000 cD PE-B6808 CAY | 8-D-6712chg2 MK-8 Modi 
NT-482680 w/1.75 mf/1.75 mf p/m 10%. RE13A468 cay [s 1281714 

-482691 |VARTABLE MICA CAPACITOR: afe]hs 26-C -64891-9178 cyy [sda OHL = [L4AGSO rey A RBK series 


fmica; cemprossion type, single sect; 400 to 550 mf; 
200 vdew; 1 1/4" ig x 7/8" wa x lh, ofa; 2 lug 
term w/1" pigtail loads; "L" shaped mtg freme w/twe 
0.136" diam holes er. 0.750" mtg/c en dase; scdr 
slot sdj; vakelite plate; 350 vact, cap arift lese 


than plus 1/26 w/ke°? temp change. 


ona 7 —e boca area 
-482692 ARTABLE AIR CAPACITOR: 2/2/45 16-C-588 36-4768 CAIN CHL | 46a064reva RBK series 


air; plate meshing type single sect; 3.5 to 23 mmf; i CRE 22-7 
SLC; 800 vact; 1 3/8" 1g x 15/16" wi x 1 7/32" h 
shaft 1/4" diam x 1" 1g; rounded shaft; seven 


aluminum plates; 360 deg retation; ceramic ins; post 
term for atator, lug term fer rotor on RH side; two 


mtg etude 3/32" 1g w/#4-36 tha on 21/32" mtg/c. : | ‘| 
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SHEET 48-823 


ae 
NAVY DWG °o ¢ io x 
[> ania NAME AND DESCRIFTION ee | © aan nee, RR AF cece het] ate anf Meta eatr™ [nnen| Meurearucs 1 cae] omen tone une [acumen 
7 as 
-482693 CAPACITOR, fixed: 2/12/45 REYBA2BY 16-C-46331-6263 
paper dielectric; 250,000 mf plus 10 minus 34; RE13A488 
1500 vdew; HS metal can; case 2 7/64" h x 1 3/4" wa 
x 1" tbk; pyranol impr and filled; two stud and nut 
term on por piliare 1 9/64" h x 13/16" c to c on top; 
no int gnd connections; two removable "L" type mtg 
bkt ea w/ one 3/16" diam hole 25/16" c to c. 
——_|——-— 
-482693-10 CAPACITOR, fixed: 2/12/45 REYBACBL 16-C-46352-6263 |N16-C-11342-28 ce 25F667 CG =| K-8386766revk SP-1M 
INT-482693 w/250,000 umf p/m 10%. RE13A483 
= —“y 
-482694 CAPACITOR, vestiable: 2/2/45 16-C-63988-1721 R16-C- CBN | B-820-305 CHL | 44A0761660 RBK-12 (3) 
ceramic; rotary type, eingle sect; 4 to 20 mf; 500 12192-300 RBK-13 (3) 
ydcw, 1500v AC peak; temp coef minus 500 mf/mf/°C; RBK-14 (3) 
61/64"1g x 5/8"vd x 41/64"h o/a; solder lug term; mtg RCF (7) 
foracket on top w/one 0.149" diam hole; scdr slot adj; RDC-1 6) 
Ceramic base. 7 zb | J me esc 
-482695 CAPACITOR, variable: 2/2/45 16-C-64690-9101 |N16-c-12659 cru | 4baoko CHL {44A049rev0 RBK-2 
mica; compression type, single sect; 3 to 50 mmf; RBK-10 
200 vdew; 3/k" 1g x 5/8" wa x 11/16” h; 2 lug term 
ea w/one 5/32" diam hole; screwdriver slot adjust- 
ment; ceramic base; 350 vact, cap drift leas than 
Iplus 1 1/2 w/4O°F temp change. 
-482696 CAPACITOR, fixed: 2/2/45 RE4SA160 16-C-43291-5675 | |N16-c-11090 CBM | 744-720 
lpaper dieXectric; 25,000 mmf plus 10 minus 34; 1,500 FRE1ZAK88 h 
'vdew; HS metal can; case 1 5/16" 1g x 11/16” wd x 
1 4/16" b; oil impr and filled; two solder lug term 
on top 5/8" c toc; no int gnd connections; two mtg 
Dkt at bottom on both sides ea w/one 5/32" wd slot, 
1 15/16" c toc. 
482696-10 CAPACITOR, fixed: 2/2/45 RE13A485 16-C-43312-5675 cc 23F306 Ca | K-8393601revll |su 
NT-482696 w/25,000 mmf p/m 104. RE4BA160 SU-1 
~482697 CAPACITOR, variable: 2/2/45 16-C-57645-6001 CML | 22-5230 REK series 
air; trimmer; concentric type; 1 to 12 mf; 4.5 kv 0-1 thru 
RMS peak test; 1 11/64" 1g x 9/16" diam; two solder Lo-k 
lug term; mtd by front term w/O.144" diam hole; adj RCF 
screw w/acdr slot. \ RDC-1 (2) 
at = : 
ele C E i 
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NAVY TYPE NAVY DWG STANDARD NAVY ESO Pst Mai : 
NAME AND DESCRI iN AS Oo SIGNAL CORPS NUFACTURER'S Con. CONTRACT@R'S SWC EQUIPMENT 
DESIGNATION, LenS OR SPEC NO JANN NO STOCK NO sTOCK NO STOCK NO STOCK NO MFGR PART NUMBER TRACTOR OR PART NO USED IN 


-482698 CAPACITOR, fixed: ‘2/2/45 ; “TRe¥8a110 16-C-49077-3660 Tyaié-0-11859-15 ca 266609 CEM | 744-607 SU 
paper dielectric; 1.75 mfd plus 10 minus 3%; 330 vacw,RF13A468 } CG  \x-8355125 SU-1. 
60 cyc; HS metal can; 3 1/4" nh x 1 13/16" wd x 1 1/16) | i crP !6-35-5191 issl |S0-h 
d; chlorinated diphenyl impr; two solder lug term S0-12 


1/2" h located on top, spaced 5/8" c to c; no int «nd 
connections; bkt mtg not supplied. 
-482698-10 CAPACITOR, FDCED: 4/16/49 “Wi6-¢ 49098-3700 - i r ce 26P609 cCaM —f744~607 we MC~39 Mod3 
INavy Type 482698 w/1.75 mfd p/m les. 


-482699 CAPACITOR, fixed: 2/2/45 REvBAL29 16-¢-54782-3777 | | 
paper dielectric; three sect; 10/10/10 mf plus 10 REL3A488 
minus 3%; 90/90/90 vacw 60 cps; HS metal can; case 
hk DAG"h x 4 1/2" wi x 4 1/8" 1g; pyranol impr and 
filled; three atud and nut term ea 1 1/k" c to c on 
bottom; no int gnd connection,sect delta connected; 


two removable mtg bktea w/three #12-24 thd spade lug 


studs 1 12/16"c to c on ea bkt and 4 3/16" c toc 
from dkt to bkt. | 


-482699-10 CAPACITOR, fixed: 2/2/45 REL3ZAU88 16-C-54783-6740 |N16-RC-14526 ce | 25F613 cam | 744~594 | su 


L # LNIW3lddNS 
(V)601'006 SdIHSAVN 


NT-482699 w/10/10/10 mf p/m 10%. RELBAY29 Z| ne K-83867 7 Lrev2 ed | 
-482700 CAPACITOR, fixed: 2/2/45 

ceramic dielectric; 5 mmf; zero temp coef (tol p/m 
30) mmf/mf/°C; 5000 vdcw; case 0.3h4" 1g x 1/k" dtem; | | | 
axial wire leade; ceramic ins; add suffix indicating 1 


capacity tolerance in per cent. i | 


-482700-5 APACITOR, FIXED: 8/10/48 1L6-C-15626-1847 |N16-C-8069-25 - can |855B Bu-1 
Navy Tyne 462700 w/5 mmf p/m 6.25 mmf. 


ws } 4 
~482700-10 CAPACITOR, fixed: 2/2/45 r6-c-15629-6346 N16-c¢-8069-28 can {855 Cuz, |CO-10931s8aA BM 


Be 


NOTE: BM-1; BM-2. SEE NOTE 


wr-482700 w/5 mmf p/m 0.5 mmf. 


eens! ee oes eee 
-482701 CAPACITOR, fixed: 2/2/45 |REYBA283 116-6-49939 ~8632 OBC 


paper dielectric; 4 mfd plus 10 minus 3%; LOO ydew; {RP13A488 
HS metal can; 2 1/2" 1g x 1 3/16" wax 4 5/8" h; 

dykanol "G" impr and filled; two stud and nut term on 
por pillars 7/8" h, 11/8" c to c on top; no int gnd 
connections; adj and removable mtg bkt w/two 9/32" x 


3/16" slot 3" c¢ toc, 


Con't 
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BESIONATION NAME AND DESCRIPTION on'srec no | JAN NO | STARR YY | grSck No eid wo | MENS CORPS [wron | MANUrACTUNERS | con, | eonsmcrors ome | POD IN 
-482701-10 CAPACITOR, fixed: 2/2/45 REHGA283 16-C-h9960 -8632 3DB4~70 41 cp | TJU-10040-¢ cw |BA-10044-16is87 |oBC (2) 
wr-482701 w/4 mf p/m 10%. RE13A488 
-482702 CAPACITOR, fixed: 2/3745 
ceramic dielectric;~4 mf; zero temp coef (tol p/m 
30) mmf/mf/°c3 5000 vdews case 0.344" 1g x 1/h" diam; 
axial wire leads; ceramic ins; add suffix indicating | 
capacity tolerance in per cent. 
~h82702-13 CAPACITOR, fixed: 2/73/45 16-C=15565-6345 (can [655 CHZ, |CO-1092isaA BM 
INT-482702 w/4 mmf p/m 0.5 mmf. | BO 
NOTE: BM-1; BM-2. | ! SEE NOTE 
-482703 CAPACITOR, fixed: 2/3/45 
ceramic dielectric; 3 mf5 ‘zero temp coef (tol p/m 
30) mmf/mt/°c; 5000 vdew; case 0.344" 1g x 1/4" diem; 
axial wire leadg; ceramic ins; add suffix indicating 
capacity tolerance in per cent. 
-482703-17 CAPACITOR, fixed: 2/3/45 16-C-15533-6346 _[1w16-c-8064~500 Tean | 855 CHZ |CO-1091188A BM 
InP-482703 -w/3 umf -p/m 0.5 :mf. i. 
BO-1 
-482704 CAPACITOR, fixed: 2/3/45 
‘\ceramic ‘dielectric; ‘50 mmf; zero ‘temp coef (tol p/m 
30) mmf /mf/°c:; 7500 -vdew; cage 0.625" 1g x 0.766" 
diam; #6-32 tapped hole in ea end for term and mtg; 
ceramic ins; add suffix indicating capacity tolerance 
‘in :per cent, 
|"=462704-20 CAPACITOR, fixed: 2/3/45 N6-C-16580-2956 |N16-c-8144-7 can {850 cen [300261-1rev3 [am 
NT-482704 w/50 mmf p/m 20%. CHZ |CO-1122rev0 BO 
INOTE: BM-1; BM-2; BN-1; BN-2; BO-1; BP (2). SEE NOTE 
-482705 CAPACITOR, fixed: 2/3/45 IRELBAL7 16-C-49176-3159 |N16+RC-14366-21 ‘ CBM | 744-732 
paper dielectric; 2 mf plus 10 minus 3%; -600 -vdew; REL 3A488 
IHS metal can; case 1 13/16" 1g x 1 1/16" wd x2 25/32" 
hy oil impr and filled; two solder lug term-on top 
1" c to c; no ‘int gnd connections; two mtg ft on top 
ea w/ 3/16" diaminole.2 1/8" :c to o. 
~480705-10 CAPACITOR, fixed: 373705 ee 16-C-l9197- 310% |N16-c-11486-30 CG RGF 730 ce /x-B3Gg5Nrevi (ST 
fwr-482705 w/2 mf p/m 10f- 13488 | | Su-1 
-482706 ICAPACITOR, fixed: 2/3/45 FRI A688 116-C- 49177-1048 IcAW i610 jepu |DD-3342-A-2iea2 los 
paper dielectric; 2 mf plus 10 minus 3%; 600 vaew; ‘Trehga33o UK 
IHS metal can; case’1 1/2" diam x 3.1/2" bh; nyvol impr 
and filled; two rivet lug term located on bottoms no 
int gnd connections;bushing mtg 3/4"-16 thd x 7/16"lg 
tl 
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DESIGNATION 


MAME AND DESCRIPTION 


NAVY DWG 
OR SPEC HO 


JAN NO 


STANDARD NAVY 
STOCK NO 


aso 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 


PART NUMBER 


TRACTOR OR PART NO USED IN 


Con. | CONTRACTOR'S DWG | EQUIPMENT 


- 482707 


CAPACITOR, variable: 2/5/45 
air; plate meshing type, dual sect; 3.2 to 25 mmf ea 
sect; ea sect SIC; air gap 0.015"; 1 11/16"lg x 


15/16" wa x 1 3/16" b shart 5/32” diam x 3/8" lg 
‘oushing 1/4"1g x 5/16" diam; round shaft adj; seven 


silver pl brass plates ea sect; steatite ins; solder 


lug term: two mtg atuda w/acrewa 3/8" 1g, 1 1/32" ¢ 


toc. 


116-c-62192-4108 


SD- 3019 


CALG |B-B4 oBy (2) 


a] 


- 482708 


CAPACITOR, fixed: 2/5/45 
mica; 5,000 mmf; 80® vdcw; temp coef ltr B; case 1" 
ig x 5/6" wa x 5/16" t k; molded low loss bakelite 


case; one lug term 15/32" 1g at ea end ea w/hole 
5/32" diam, noles 1 5/8" c toc, 


REUBALO 
1éche 


-482708-B10 


CAPACITOR, fixed: 2/5/45 
NT-462708 w/5,000 mmf p/m 10%; temp coef ltr B. 


16CKO 
RESBALLO 


| 
[16-0 30699-8210 


PL3LLSP 


(care [A768 oBy (2) 


[Neato 


CAPACITOR, variable: 2/5/45 
air; plate meshing type, dual sect; 500 omf max ea 
sect; SLC en sect; 6.030" air gap; &" lg x 3.1/2" wa 


x4 i/le" :, ohart 1/4" diem x 15/16" 1g in front, 
shaft 1/4" diam x 1 5/16" 1g in rear; round shaft 
adj; ten nickel pl »rass stator plates ea sect, 
eleven aluminum rotor plates ea sect; 360 deg rota- 
tion; ceramic ines, acrew type term; base mtg by two 
tg bkt ea v/0.173" diam holes two in front bkt and 
one in rear bkt on 1 7/8" x 3 9/16" mtg/c. 


CRY | W-306288-13 revd] aGB 


~482710 


ICAPACTTOR, variable: 2/5/45 


lair; plate meshing type, three sect; 15 to 406.2 umf 
ea sect; SIC ea sect; 0.010" air gap; 5 9/32" lg x 


3 3/16" wa x 2 23/32" h shart 3/8" diem x 1 3/32"1¢; 
round shaft adj; twenty~seven nickel pl brass plates 


ea sect; counterclockwise rotation; ceramic ins; 


solder lug term; aix studs #0-32 thd, three on front 
on 2 11/16" x 1 1/2" mtg/c and three on wack same 


mtg/c; 1500 vdew. 


16-C-63385-1901 i 


b Renee 
CRY |W-306430-47rev7 |QGB (3) 
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Preskare MAME AND DESCRIPTION WOE] vm ne | MERE | erbek Bo | etch ho | MEME HO™ [nren| MMERIMEEN’ faite) Sa ae” SMS | 
-482711 CAPACITOR, fixed: 2/5/45 }RELBAK32 16-C-53136-7350 QGB 
paper dielectric; two sect; 100,000/100,000 mmf plus |RE13A488 
10 minus 3%; 7000 vdcw; HS metal can; 3 7/8" lg x 
1 3/4" wa x 39/16" b; pyranol filled; two stud and 
nut term on top 2 1/16" ig x 2 1/16" c to c, term on 
lpor bushings; one side of ea sect is common; two mtg 
vit ea w/two holes 0.213" diam on 4 7/16" x 13/32" 
mtg/c. 
~hOS711-5 CAPACITOR, fixed: 2/5755 RENEE IS ~C-BS09S= i aes ORV [W-305600-137rev6 |OGB 
2 IE-482711 w/100,000/100,000 omf p/m 5%. JRELZAL88 ' } 
-482712 CAPACITOR, fixed: 2/5/45 IREYBAZKO 16-C -19763-7751 CMA |WB-46 CAN | 802007 alt3 QGB 
electrolytic; 24 mfd; 150 vdcw, max surge voltage IREL3A549 CMA /BB-25 QPA-5 
200v; working temp range minus 20°C to plus 65°C; @FA-6 
case 11/2" 1g x 13/16" diem; wax impr cardboard 
tube; two axial wire leade 2 3/h" ls, 
-482713 CAPACITOR, variable: 2/6/45 ltr = ~ 16-C-58626-8261 ~T 3D90RTVES-1 © |CEXY = |5205 Czc |5205ias2 REE 


lair; piate meshing type single sect; 2.8 to 17.5 mf; 
SLC: 0.01" air gap; 7/8" 1g x 1 3/8" wax 1 1/4" b 

shaft 1/4” diem x 11932"lg bushing 1/2" 1g x 5/16%32 
thd; rounded shaft; five silver pl brass platea; 360 
deg rotation; ceramic ine; post term for stator, lug 


term for rotor on LH side; single hole mtg by 5/16" 


diam mtg bushing; same as NT-482532 except for shaft 


L # LNAW31dd NS 
(¥)601'006 SdIHSAWN 


lg. +—— ain 
a 
-482714 CAPACITOR, fixed: 2/6/45 RE13A488, '16-C-6326-1310 


paper dielectric; 250000 mf plus 10 minus 3%; 600 RBYAA359 
vdcew; HS metal can; case 5/8" ad x 1 3/8" wd x 2 1/h" 
in; ofl filled; two rivet lug term, located on bottom; 
no int gnd connections; removable mtg strap w/two 
#6-32 thd x 5/16" 1g mtg studs 1 1/2" ¢ toc. 


-482714-10 ICAPACTTOR, fixed: 2/6/45 REL3AR83, 16-C-h63h7-1310 CTD |OM-625-B cTD §=|2185-A OBY 
iw?-48271h w/250000 umf p/m 10%. IRELBA359 cm |7h4-1032 alte 
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ane al 
NAVY YPE . te 1. 1G WiPMENT 
DESIGNATION NAME AND DESCRIPTION onsece we | JAN No | STAN SY | grSck No stock No | MESSRS IMFGR “EME ANUMBeR [ructon| OR part NO” | USEO IN 
~482715 CAPACITOR, fixed: 2/6/hs RELSALO6 36.0-19175-9539 es = : 
paper dielectric; 2 mf plus 1@ minus 34; @@0 vdcw; REYBA 359 ; | 
HS motel can; case 1 3/16"ig x 1 3/16" wa x 2 1/4" b; | j | 
oil impr and filled; two rivet lug term, located on | 
} { 
bottom; no int gnd connectiene; two mtg stud #$-32 | 
thd x 5/le" 1g 1 1/2" c tec. 
| -482715-16 “YcaPACTTOR, fixed: SS~S~S aJé7is RL 3ALBS fr6-6-9198-9539 f6-6-11h89-25 : —"Terp fom 6028 cAIO | Ta (a) | 
L INT-482715 w/2 mt p/m 10%. JREY8A359 4] CID |462¢rev0 
~482716 CAPACITOR, fixed: 2/6/45 REY 3AL88 16~C-42719-6112 oBy 
paper dielectric; 10,00@ mf plus 1@ minus 34; 1000 j/REKBA359 | 
vdew; WS metal can: 1 3/8" 1g x 5/8" wax 2 1/k" ns | : | i 
o1l impr and filled; two rivet lug term located on | | | | | 
i j } | { i 
bottom; no int eng connections; two mtg studs #6-32 | { | 
thd x 5/16" 1g 11/2" c toc. 1 
“2482716-10 CAPACITOR, fixed: ¥ ery (S/S) IRELSALHO 16-0-hO740-6112 | OBY = 
W-482716 w/10000 mmf p/m 10%. LBAZ59 \ 
as evens nae a 4. 
Z -62716-20 CAPACITOR, fixedt 376/45 IRET3A488, 16-€-42769-3050 CTD |oM-1¢@01-B cTD = | 4627-Arevo OBY 
> INT -482716 w/10000 mnt’ p/m 20%. x RE4BA359 x a 4 a a 
i -482717 CAPACITOR, fixed: 2/6/45 REL 3A488 16-C-45756-1316 
Tr paper dielectric; 100,000 mmf plus 10 minus 3%; 600 jRE4BA359 | 
a] ydew; HS metal can; 1 3/8" lg x 5/8" wa x 1 1/8" h; 
n oil impr and filled; two rivet lug term located on i 
: F 
Re) bottom; no int gnd connections; mtg strap w/two #6-32 i | | j 
=) thd x 5/16" 1g mtg studs 1 1/2" ¢ toc. | 
me ve — | — noes 
_ “BB2TL7-10 CAPACITOR, fixed: afofas TIAN {16-c-45777-1310 , - + i | 
i P-Y8271.7 ¥/100000 amt p/m Lop. NBA359 | 
> ~4B2717 220 CAPACITOR, fixed: 276]u5, RENBA 359 16-6 -h5807-6555 [~ a }C@D | OMM-610-B Cm |Leedrevo oBv 
> InT-482717 w/100000 mmf p/m 26h. REL3A438 | 
“8271 7-A CAPACITOR, fixed: 2/6/45 RELZAKBS | 16-C-45 759-6112 | rr oBY 
paper dielectric; 100,000 mmf plus 1@ minue 3%; 100@ {RELBA359 i 
vdcw; HS metal can; 1 3/8" 1g x 5/8" wa x 1 1/8" ny 
oft impr end filled; two rivet lug term located on | 
Ipottom ne Int gnd connections; mtg strap w/two #6-32) | ' 
thd x 5/16" lg mtg studs 1 1/2" c tec. 
\ 1 | 
j | i Con't 
— — - = ‘| a | sie. 7 
L. se os e one a en s | 
| een 8 = 
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SHEET 48-829 
NAVY DWG STANDARD NAVY eso AS O SIGNAL CORPS MFGR MANUFACTURER'S Con. CONTRACTOR'S DWG EQUIPMENT 


NAVY TYPE 
DESIGNATION NAME AND: DESCRIPTION OR SPEC NO TANS NO STOCK NO STOCK NO STOCK NO Ss OCK NO PART NUMBER |rractor OR PART KO USED IN 
UBY 


-482717-A10 CAPACITOR, fixed: 27675 REL SAROS 16-0-45700-61Le 


T-4B2TLT-A w/100000 umf p/m 10%. FRELBA359 
| WB271T-A50 CAPACITOR, fixed: PETES [RELSAIS T6-C-5580)-8050 | 7 {CPD |OMM-TOLO-5 OID 7 3596rEevo— jOBy 


NT-482717-A w/100000 mf p/m 20h. RELZA¥8S 
-482718 CAPACITOR, fixed: 2/6/45 REL3A488 16-C-53115-6012 
paper dielectric; two sect; 100,000 mf plus 10 minus |RE4BA359 
3% ea sect; 600 vdcew ea sect; HS metal can; case 5/8" 
ad x 1 3/8" wa x 11/8" h; 011 impr and filled; two 


rivet lug term located on vottom; two sect Int end; 
mtg etrap w/two #6-32 tha x 5/16" 1g spade lugs on 


11/2" mtg/c. 
~482718-10 CAPACITOR, fixed: 2/6[N5 13ALB8 16-C-53159 -5270 

pr-see716 w/100000 amf p/m 10% ea sect. . 4BA359 ‘ 
=H82718-20 (CAPACITOR, fixed: BSED REAGA359 
T-482718 w/100000 mmf p/m 20% ea sect. RE13A488 


-482719 CAPACITOR, variable: alias 16-C-58054 -997h 
lair; plate meshing type, single sect; 3.2 te 6 mf 

lp/m 0.5 mmf; SLC; 1 17/32" 1g x 15/8" wa x 15/8" bh 
shaft 5/32" diem x 17/32" lg; round shaft adj, rear 


OBY 


15-C-53218-7307 |N16-C-11332-25 CTD ONM-6210-B CTD |4332rev0 OBY 
cTD {4320 rev B 
CARK [309-22 CHZ [CO-1068iLasBS° AN /UPM 

AN/UPM-1 
AN/UPM-18 


shaft scar adj; three plates; ceramic ins; solder lug 
term; panel mtd by three mtg satude #4-ko tha 3/8" 1g 


arranged 120 deg apart along circle 1 1/8" diam. 


-482720 CAPACITOR, variable: 2/7/45 16-C~58387-9997 CAKK |309-23 CRZ ]CO-1044 iesB AN/UPM-1 


air; plate meshing type single sect; 3.8 to 12.5 omf; 
SLC; 1 13/16" 1g x1 5/8" wa x 1 5/8" hb shaft 5/32" 
diam x 17/32" 1g in front, shaft 1/4" diem x 1/2" h, 


ig in rear; rounded shaft adj; nine plates; 360 deg 
rotation in either direction; ceramic ins; lug for 


stator; panel mtg by three 4-40 thd mtg post set 


120 deg apart on 1 1/8" diem circle. 


+ ] 
-4.82721 CAPACITOR, variable: 2/7/45 16-C -62092-2969 crw | a CHZ |CO-1038 iseB AN/UPM-1 
air; plate meshing type, dusl sect; 2.7 to 15/2.7 to 
15 mmf; SLC/SLC; 1 7/16" 1g x 1 5/16" wa x 11/2" h, 


shaft 1/4" diem x 1/4" 1g in front, shaft 1/4" diam 

| 
x 1/32" 1g in rear, bushing 1/4" 1g x 5/16"-32 tha in 
ifront and rear; rounded shaft adj; four/four silver 
pl brass plates; 360 deg rotation; ceramic ina; lug 


term; panel mtg by three mtg studs v/#h-4ONC-2 tha 


and cak $0 deg on 1" x 3/4" mtg/c. 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY OWG 
OR SPEC NO 


] STANDARD NAVY 


eso 
STOCK NO 


aso 
STOCK NO 


STOCK NO 


SIGNAL coRPS | _ 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


= — 
CQUIPMENT | 
USED IN 


CONTRACTOR'S OWG 
OR PART NO 


| 


~482722 


2/7/45 

air; plate meshing type dual sect; 3 to 22/3 to 22 
mmf; SLC/SLC; 1 7/16" 1g x 1 5/16" wa x 11/2" h, 
shaft 1/4" diem x 1/4" 1g in front, shaft 1/4" diam x 


CAPACITOR, variable: 


1/32" 1g in rear, bushing 1/k" 1g x 5/16"-32 thd in 
front and rear; rounded shaft adj; 6/6 ailver pl 
brass plates; 360 deg rotation; ceramic ins; lug 
term; panel mtg by 3 mtg atude 1 9/64" 1g w/#k-hONC-2 


thd and cak 90 deg on 1" x 3/h" mtg/c. 


TABS ING, STOCK NO 
tp 
1.6-C-62151-7914 


CrW 


oF 


CHZ 


00-1037 teaB AN/UPM-1 


-482723 


CAPACITOR, fixed: 2/7/45 

paper dielectric; 100,@00 mmf pius 30 to minus 20%; 
600 vdew; HS metal can; 1 11/16" 1g x 11/16" diam; 
mineral oil impr and. filled; two axial wire leada; 


no int gnd connections; rad{al mtg strap w/one 5/32" 


diam hole 21/32" from outaide edge of case. 


“pevence "| 
REI 3A4E8 | 


1€-C-45814-9@30 


AN ATEM-1 


~482723-10 


CAPACITOR, fixedt 277/745 
T-482723 w/100000 maf p/m 10%. 


ELBA ED 
fem 34498 


26-C-45777-2610 


3DA100- 363 


L 


SWBEFSS=OO 


RK, fixed? 
It-482723 w/100000 mnf p/m 20%. 


ef tfae 


HEH OAL Oe 
REL 3°:488 


CUSBOT-TISS | 


DAIOO-26.2 


CO~110; AN/UPM-1 


-482724 


CAPACITOR, fixed: 2/10/45 
electrolytic; 4 mf; 450 vdew; working temp range 
jminus 20°C to plus 65°C; case i 7/8" lg x 1" wa x 
7/8" h; metal case; two solder 1 g term on top spaced 


1" ¢ to c; both term ins from can; two mtg ft on 
bottom, 3/16" diem hele in ea, on 2 1/8" notg/c. 


IRE13A549 
REBA315 


16-C-19443-7208 


CAOS 


A-21027CrevO 


~482725 


CAPACITOR, fixed: 2/10/45 
lelectrolytic; two sect; 12/12 mf; 50/50 vdew; working 
emp minus 20°C to plus 65°C; case 3. 13/16"l6 x 1"wa 
lx 13/16" h; metal case; three ins solder lug term 


epaced 1/2" c to c, loceted on front of canjschematic 
diagram; two mtg ft on bottom, 3/16" diam hole in ea, 


2 1/8" aote/c. 


~482726 


CAPACITOR, fixed: 


2/10/45 
lelectrolytic; 16 mf; 450 vdcw; working temp renge 
fuinus 20°C to.plue 65°C; case 1 13/16" ig x 1 1/32" 
wa x 3 9/16" h; sealed metal cen; two solder lug term 


on top; term tne from can. 


TRBL3A549 


JREY8A311 


[RE 3A549 
RENSALLL 


16-C-21604-9301 


CTE 


'1B-209 


ICAOS 


A21026CrevO MK-6 ModO 


16~C-19668-7115 


cis (WoB3i2810 


CAOS 


a a 
A210300 MK-6 Modo 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


—Eso 
STOCK NO 


SIGNAL CORPS 
sTOCK NO 


MFGR 


PART NUMBER 


MANUFACTURER'S. ES 


TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


-482727 


CAPACITOR, fixed: 2/10/45 
paper. dielectric; 20000 mmf plus 10 minus 3%; 600 
lvacw; HS mete... an w/ina tube; case 1 3/16" lg x 
9/16" diam; CIE oil "A" impr and filled; two axial 


wire leads; no int gnd connection. 


REL 3ANGS 
IREKGA163 


-482727-10 


CAPACITOR, fixed: 2710745 


INT-482727 w/20,000 umf p/m 10%. j 


REABAT6 3 
REL3A488 


CTE 
cD 


|GRAVOS 


TMC-6S2-4P 


CAOS 
CAOR 


A19068C rev 
H-1007-16 che 0 


[RK-6 Moan 


-482728 


CAPACITOR, fixed: 2/13/45 ; 
mica; 36 umf; 500 vdew; case 51/64" 1g max x 15/32” 
wd max x 7/32" d max; molded bekelite case; two axial 


[wire leada. 


frmtoanis 


IJAN-C-5 


-482728=A20 


CAPACITOR, fixed: 2/13/45 
InT-482728 w/36 umf p/m 20%; temp coef ltr A. 


BANG 
JAN-C-5 


CM20A360M 


16-C-27297- 2951 


a) 


1468 


ocD 


-482728-C5 


CAPACITOR, FIXED: 1/26/48 
Navy Type 482728 w/36 mmf p/m %; temp coef ltr C. 


JAN-C-5 


CM20C 3607 


16-C-27286-9001 


-482728-D5 


CAPACITOR, FIXED: 3/1/48 
Navy Type 462728 w/36 umf p/m %; temp coef ltr D. 


16-C-27286-9007 


CAW 


1468 cGz 


037 


~482729 


CAPACITOR, variable: 2/13/45 

lair; plate meshing type single sect; 2 to 5 mf; SIL; 
0,017" air gap; 1/2" 1g x 1 1/8" wa x 1 5/32" h shaft 
assembled w/knob and bushing 7/16" diam x 11/16" 1g 


o/a shaft 1/4" diam, bushing 3/8" diam x 3/16" 1g; 
coupling device; three plates; 360 deg rotation; lug 
term for stator, rotor gnd; base mtg by means of mtg 


vkt 5/8" wi w/ 1/8" mtg hole; 400v test, linear freq 


characteristic. 


16-C -58028-5233 


SA-185 CNA 


SA-18-SrevO 


RBT-2 


~h82730 


2/13/45 
air; plate meshing type, 3 sect; 11.1 to 224.3 mf ea 


CAPACITOR, variable: 


gect; semi-log freq characteristic ea sect; 500v RMS 
test at 60 to 500 cyc; 9" 1g x 3" wd x 3 1/2" bh shaft 
1/4" diam x 11/4" 1g; shaft undercut and assembled 
w/posts and plate; nineteen plates ea sect; 180 deg 


counterclockwise rotation; ceramic ins; solder lug 


term; base mtg by 2 mtg ft ea w/tvo 0.187" diam holes 
jon 1 21/32" x 2 21/32" mtg/c. 


16-C-63261-6221 


coc 


820-3-31 CcwQ 


(bAn6éiean 


{Rao-3 (3) 
RAO-4 (3) 
RAO-5 (3) 
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NAVY TYPE 1 5, 7 es 
oeStenaTion NAME AND DESCRIETION Sete | ae Ne EPR OT ee Be 1) a Ae he | MSMR Pate | rahe Maer aamaneny cctea | Soutctons ome No urore: 

-482731 CAPACITOR, variable: 2/13/45 i 16-C-61527-6559 coc }§=/821-1-31 CWO /14A167iseA RAO-3 

air; plate meshing type, single sect; 11.1 to 22.3 | i ;RAO-4 
mmf; semi-log freq characteristic; 500v RMS test at RAO-5 
60 to 500 eye 250v working; 3 1/4" 1g x 3 1/16" wa x 
2 17/32" bh shaft 1/4" diam x 7/16" 1g}; round shaft 
adj, undercut; nineteen plates; 180 deg counterclock- 
wise rotation; ceramic ins; solder lug term; four mtg 
holes for base mtg on 2 7/8" x 2 21/32” mtg/c. 
-482732 CAPACITOR, variable: 2/13/45 116-C-64670-8715 cry [2473 cWQ |17AZ10 :s8 A RAO~3 (2) 
mica; compression type, single sect; 3 to 35 mmf; 200 | RAO-4 (2) 
vdcw, 350v RMS test at 60 to 600 cyce; 7/8" lg x 5/8" RAO-5 (2) 
wa x 3/4" n ofa; solder lug term; ecdr slot adj; 
ceramic base. 
482733 CAPACITOR, fixed: 2/ik Js IRRBBALL3 
mica; 1360 mmf; 500 vdew; case 3/4" 1g x 3/k" wa x 1éCcho 
11/32" d max; molded bekelite case; two arial wire 
leads. 
~482733-D5 CAPACITOR, fixed: 2/14/45 FREKBALY 3 16-C-31428-2738 |N16-C-10178-3 cAN |C-12136 CHQ | 47X352 1884 RAO-3 
NT-482733 w/360 umf »/m 5%; temp coef ltr 3. 1echo RAO-4 
RAO-5 
| tl ae 
482734 CAPACITOR, fixed: 2/14/45 RE13A488 
lpaper dielectric; 3000 omf plus 10 minus 3%; 400 REYBA163 
vdew; waxed paper case; case 1 1/8" 1g x 5/16" diem; 
wax impr and filled; two axial wire leads; no int gad 
connection. 
a . powcr ~+ 
~482734-10 CAPACITOR, fixed: 2/ik fis RE13A488 16-C-40453-6728 cBY |3911AR CHQ | k6X375iser RAO-5 
INT-482734 w/300 mmf p/m 10%. RELGAL63 ia : 
-482735 CAPACIT@R, FIXED: 2/14/45 RE13A488 
paper dielectric; 5000 mmf plus 10 minus 3%; 409 IREYBAL6Z 
vdew; paper case; case 1 1/8" lg x 3/8" diam; wax 
impr; two axiai wire leads; mo int gnd connection; 
tangential mtg clamp w/one 0.154" diam hole. 
~482735-10 ICAPACTTOR, fixed: B/E aS tRRUBATED 36-C-41213-6726 CBY /ABOIS Cwe Tas FI 
INT-482735 w/5000 mf p/m 10%. [REL3A488 
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ae | NAME AND DESCRIPTION onsen | san no | NRA | ack Bo | arbck uo | MEME. CREM [unan |Manuraccunens | con, | Sener nat | "Sucottn” 
-482736 CAPACITOR, fixed: 2/14/45 [RE13A488 
lpaper dielectric; 150000 mf plus 10 minus 3%; 400 IRE4BA163 
lvdcw; waxed paper case; case 1 7/8" 1g x 9/16" diam; 
[rex impr and filled; two axial wire leads; no int gnd 
connections. 
-182736-10 CAPACITOR, fixed: - 2fTRIES RELSAIO3 16-C-45963-9692 [NI6-C-11762-146 CBY | A5529AR cwQ | K6X376ie6F RAO-5 
NT-482736 w/150000 mmf p/m 1lo¢. IRE13A488 
-482737 CAPACITOR, fixed: 2/15/45 RE13A488 16-C-53136-7320 CG /e5F77h CaM | 74k-516 aa 
paper dielectric; two sect; 100,000 mmf/100,000 mmr |RE4BAK17 
plue 10 minus 3%; 7,000 vdew; HS metal can; 3 3/4" 1¢ 
x 111/16" wa x 3 17/32" h; pyranol filled; two stud 
and nut term w/#12-24 thd.1 13/16" h on por pillara 
apaced 2" c to c located on top; one side of ea sect 
common and int gnd; two removable "J" bkt w/two oval 
holes 0.213" x 9/32" in bottam of ea bkt on 4 3/16" 
x 13/32" mtg/c. 
1 
-482737-10 CAPACITOR, fixed: 2/15/45 IRELZAL88 16-C-53180-5001 cG = «|25r774 CBM 744-516 altl 
INT-482737 w/ 100,000 mmf/100,000 mf p/m 10h. JREXSANLT 
-4.82738 CAPACITOR, fixed: 2/15/45 IREL3A488 
paper dielectric; 4 mfd plus 10 minus 34; 600 vdew; |RE48A330 
HS metal can; 1 1/2" diam x 4.1/2" bh; ofl impr; two 
solder lug term at one end, ome term gnd to case; int 
gnd; bushing mtg 3/4"-16 tha x 1/2" lg. 
-462738-10 CAPACITOR, fixed: 2/15/45 RE13A488 16-C-49958-5150 3DB4-43 CE |6-Ga-koo CKV |A-71010-irevO | aN /URA-T2A 
NT-482738 w/h mf p/m lop. RE48A330 | _| pEBC4) 
482739 CAPACITOR, fixed: 2/15/45 RE13A488 
paper dielectric; 20,000 mf plus 10 minus 3%; 1000 /RE‘8A163 
vdew; HS metal case; case 1 11/16" 1g x 11/16" diam; 
mineral oil filled and impr; two axial wire leads; 
no int gnd connection. 
-482739-10 CAPACITOR, fixed: 2/15/45 RE48A163 16-C-43120-6812 CAW | 1089XP CW =| BA-10055-406 sv 
NT-482739 w/20,000 mmf p/m lof. RE13A488 iesl8 
-482740 CAPACITOR, fixed: 2/15/45 fREL3A488 sv 
lpaper dielectric; 20,000 mmf plus 10 minus 3%; 1000 {RE48A163 
ivacw; HS metal can w/ ins tube; 1 5/8" 1g x 5/8"diam; 
bnineral oil impr and filled; two axial wire leads; 
no int and connection. 
# Con't 
| ere 
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[senate WAME AND. DescniPrion oiSreclno | san no [STN [EE SS | rbek Se | MSNSER RES [wren [MA *RCumen (rscton| OR “Suar ono” | ogeS iA 
-482740-10 CAPACITOR, fixed: 2/15/45 RE4BA163 16-c-43120-6672 CSF j Px39-B63A cw BA-10055-407 sv 
Nr-482740 w/20,000 mmf p/m 10f. RE13A488 CAH 11004 eels | 
CHL | 46AW203E iseB 4 
ae 
~482741 VARIABLE ATP CAPACITOR: 2/16/45 16 ~C -61550-7 301 CNA } H-735revo | RBH- thru 
air; plate meshing type, single sect; 10 to 245 mmr; FBE-3 
SLC; 500 vdew; 3 3/16" lg x 2 31/32" wi x 21/2"h RAOQ~2 
shaft 1/4" diem x 13/32" 1g; round shaft. adj; i9 RAO-6 
plates, cad pl; solder lug term for stator, screw 
term for retor; base mtg by 2 mtg wkt ea w/3 holes 
5/32" diem on 2 5/16" x 1 5/16" x 27/32" nte/c. 
4 } | ciaeaenens 
~hB2The CAPACITOR, variable: 2/16/45 16 -C-63274-1001 cna | SA-19-G cna | 4-886 | RBH-1 
air; plate meshing type, 3 sect; 10 to 245 mmr ea RBE-2 
sect; SLC ea sect; 500 vdew; 9 3/8" 1g x 3 3/8" wd x BBE? 
31/2" h shaft 1/k" diem x 1 7/32" 1g; flatted shart RAO-6 
adj; 19 brass cad plates ea sect; solder lug term; 
base mtg by bkt, holes irregularly spaced. 
+ ‘ 
482743 CAPACITOR, fixed; 2/16/45 RELBALOL 16-C-39675-9025 cay |A-7267 
paper dielectric; 1000 mmf plue 10 minue 3%; 600 RE13A488 
vdew; ES metal can w/ina sleeve; 1 1/16" 1g x 55/64" 
[wd x 21/64" thk; o11 impr; pigtail term 11/2" lg at 
ea end; no int gnd connections. | t 
-482743-20 CAPACITOR, fixed: 2/16/45 RELBALGH 16 ~C-39727-5550 CBY 4 A-7267 cG K-62J71-3re v0 SP 
NT-482743 w/1000 amr p/m 20%. RE13A488 
“482744 CAPACITOR, fixed: 2/16/45 REL8ALT4 16-C-48792~7345 CAIG | ASC CDL | A-8B-6222rev0 
paper dielectric; 1 mf plue 10 minus 3%; 400 vdew; RE13A488 
HS metal can; case 1 9/32" 1g x 1 1/8" wd x 2" h; 
mineral oil impr dnd filled; two solder lug term 
on bottom 9/16" ¢ to c; no int gnd cemections; two 
mtg bkt on bottom ea w/one 0.156" x 5/32” slot spaced 
E 3/4" c toc. | ui 
~48 2744-20 CAPACITOR, fixed: 2/16/45 RES GALTH 16-C-48845 -5804 CAIG | ASC CBL |A-8B-6222 revO | AN/UPA-1 
NT-4827K4 w/1 me p/m 20h. RE13A488 
-4827K5 CAPACITOR, variable: 2/16/45 16~C-63057-7021 CRK 223-2 CAF@ |B-2716-2 alto Towa) 7 
air; plate meshing type, dual sect; 11.7 to 491 mr RDJ-1(2) 
ea sect; SECs 3 1/2" lg x 3 9/16" wd x 2 23/32" n 
shaft 1/4" diam x 3/8" 1g at ea end; round shaft adJ; 
twenty-seven plates ea sect; clockwise rotation; 
Yate lug term; mtg omitted. f 
cE = i 
| i oe 
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a 


[ 


NAVY TYPE NAVY DWG STANDARD NAVY Eso ° SIGNAL CORPS MANUFACTURER'S | Con. | CONTRACTOR'S DWG | EQUIPMENT 
DESIGNATION NAME AND - DESCRIPTION OR SPEC fo | TAR NG: |? STOCK NO | STOCK NO stock ‘NO stock No |MFSR | “Paar NUMBER [reactor OR PART NO USED IN 
-482TK6 CAPACITOR, variable: 2/16/45 JAN-c-81 | cv11A250 16-C-64036-4565 |N16-c-12559-20 3D9025V-52 CBN | 822-Az CG =| K-43g420-21rev1 | sp-1M 
ceramic; rotary type, single sect; 4.5 to 25 mmf; 500 CHW | CV-0003chgC LAF-1{2) 
vdew, 15007 AC peak; zero temp coef; 27/32" lg x cB | cp-1126-5 LAF-2 
41/64" wa x 13/32" h; solder lug term w/ right angle crn | c-1226 Maw(10) 
vend; two 0,120" dism holes in base on 0.436" mtg/c; : 
scdr slot adj; ateatite base. 
-4827K7 CAPACITOR, transformer: 2/16/45 ce | 69cr210 CG = |M-4291846AB-4 | sP-1M 
CANCELLED: reassigned NT-304333. rev5 
CG | M-8640174-1revo 
ica | &-5000350~-7 
-482748 CAPACITOR, fixed: 2/17/45 FRENSAL63 
paper dielectric; 4000 mmf plus 10 minus 3%; 600 vdewJRELZAK88 
BS metal can; case 1 1/4" 1g x 3/8" diem; wax impr; 
two wire lead term on ends; no int gnd connections. 
-482748~10 CAPACITOR, fixed: 2/17/45 RE48A163 16-C-0836-9796 CAW | 684 CHL | 46AZseries iaeD | RCB 
NT-462748 ¥/4000 mmf p/m 104. RE13A488 
-482749 CAPACITOR, fixed: 2/17/45 RELBAL 33 16-C-48790-9383 cK j22k 
paper dielectric; 1 mfd-plus 10 minus 3%; 250 vdcw; |RE13A488 
HS metal can; 1 17/64" 1g x 3/k" wa x 21/2" h; 
asphalt compound impr and filled; two ina solder lug 
term 5/8" c toc on top; no int gnd connections; mtg 
ft w/one mtg hole. 
-482749-5 CAPACITOR, fixed: 2/17/45 RELBAL33 16-C-48769-9383 CKG | 2hy SP-14 
NT-482749 w/1 mf p/m H- RE13A488, 
-482750 CAPACITOR, fixed: 2/17/45 RE13A488 16-C-52939-5519 
paper dielectric; two sect; 50,000 mmf plus 10 minus |RE48A326 
3% ea sect; 400 vdcw ea sect; HS matal can; case 
1 5/16" 1g x 13/16" wa x 1 5/16" h; pyranol impr and 
filled; two rivet lug term, located on top; two sect 
int gnd; channel mtg bkt w/two 5/32" x 3/8" slots 
1 15/16" c toc. 
-482750-10 | CAPACITOR, fixed: 2/17/45 | RE13A488 | 16-c-5e970-8189 jx26-c-1117-500 1 ce 23F285 cc | K-8396347revl0 |.sP 
NT-482750 w/50,000 mmf p/m 10% ea sect. | RE4BA326 { | SP-1N 
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~482751 CAPACIT@R, fixed: 2/7 /as REYBALE3 
paper dielectric; 100,000 mf plus 10 minus 3%; 40o |RBI3AK8S | | 
vdew; ES metal can; case 2 3/16" lg x 7/8" diem; wax 
impr and filled; two axial wire leads; no int @d 
connectionm. 
}—— }— eer | aoe —— 
~482751-10 CAPACIT@R, fixed: 2/17/45 REYBALG3 36-C-45774-1937 CSF | AB CEL | 46aViO4E RCB 
Nr-482752 /100,000 umf p/m 10%. REL3A88 caw | 48h | 
ak 2 
-482752 CAPACITOR, fixed: 2/19/45 RESBA163 
paper dielectric; 10,000 mmf plus 10 minus 3%; 400 REL3ALE3 i 
vdew; HS metal can; case 1 5/8" 1g x 5/8" diem; wax | H 
impr and filled; two axial wire leads; no int gnd 
connections. i pal 
-482752-10 CAPACIT@R, fixed: 2/19/45 RELBALE3 3.6-C-427 33-8704 CIE | PP-173 CHL | 46AWiO3EieeB RCB 
NT-482752 w/10,000 mmf p/m ie. |RE13A488 CSF | AB RCB-1 
cAW | 484 
—} | 4 
-482752 -20 CAPACITOR, fixed: 2/19/45 REEGAL63 16-C -42 765-6792 CIE | PT-173 ccs | P-1830 OAG(2) | 
NT-482752 w/10,000 mat p/m 20h. (REL 3A4S5 : aA 
-482752-A CAPACITOR, fixed: 3/24/45 RELSALGS } 
113448 ! 
yaper dielectric; 10,000 amf plus 10 minus 34; 600 PELIA4ES 
vdew; HS metal can; case 1 s/t "leg x sf " @iam; wax | H | 
impr and filled; two axial wire leade; no int gnd | | | | 
connections. i [ = | 
-482752-A10 CAPACITOR, fixed: 3/24 /u5 REL8AL63 16-C-42737-2335 csr | P-6957 chi. | 46ay103EisaC RBK 
i 
NT-482752-A w/i0,000 mmf p/m 10%. RELZALES 
| | 
—- i ie an th, —|—-— oe 
~182753 \CAPACITOR, fixed: 2/19 /k5 bEhSa63 
paper dielectric; 5000 umf plus 10 minus 3; N00 vdcw RE13A495 \ 
lwaxed paper case; case 1 5/8" 1g x 5/8" diam; wax 
impr and filled;twe axial wire leads; no int gd 
connections - { 
7482753-10 CAPACITOR, fixed: 3719/85 REGDAIOS T6-C-F1213-8708 CSF AB CHL | M6AWSOZEiseB RCB 
NP-482753 w/5000 mmf p/m 10K. REL3AL8S cAW | hbk RCB-2 | 
sf of; - eee = is 
: ae Soe en - - - 
t . lf 
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DESIGNATION NAME AND DESCRIPTION of sete No Jan No | STACK NO stock ‘No stock No | “stock No” | MFCR MEARE RGmaen” fraction] “Con pant Non | "UsEON IN” 
-482754 CAPACITOR, fixed: 2/20/45 IRELBALOL 16-C-43091-7035 CMR 1380-27 
ipaper dielectric; 20,000 mf plus 10 minus 3%; 300 IRE13A488 
lvdcw; HS molded phenolic case; case 1 5/32" 1g x 
5/8" wa x 1/4" thk; wax impr; pigtail term 1 1/2" 1g 
at ea end; no int gnd connections, 
| -yge754-20 CAPACITOR, fixed: 2/20/45 RESBALOL 16~C-43144-9043 |N16-C-11009 “[3pa20-85 CMR {340-27 CAPI | 2-H-12 OBO 
Int-482754 w/20,000 umf p/m 20h. RE13A488 CAOR |H-1080-2 MEM 
OCF 
-482755 CAPACITOR, fixed: 2/20/45 IRESBA164 16-C-44232-7963 OR \3ho-33 
paper dielectric; 50,000 umf plus 10 minus 36; 400 IRE13A488 
lvdew; HS molded phenolic case; case 1 7/16" lg x 
3/4" wa x 5/16" thk; wax 4mpr; pigtail term 1 1/2" 1g 
at ea end; no int gnd connections. 
-482755-20 CAPACITOR, fixed: 2/20/85 RESSALOL 36-0 -L285-015 CMR 1342-33 CAOR |#1080-3 OBO 
INT-482755 w/50,000 p/m 206. FREL3A468 ocr (2)_ | 
-482756 CAPACITOR, fixed: 2/20/45 EMS AICH 16-c-42711-6765 CMR 339-10 
paper dielectric; 10,000 mmf plus 10 minus 34; 300 IREL3A488 
vdcw; HS molded phenolic case; case 7/8" 1g x 9/16" 
Wwa x i/k" thk; wax impr; pigtail term 1 3/8" 1g at ea 
end; no int gnd connections. 
ofits, Sewer 
-482756-10 CAPACITOR, fixed: 2/20/45 RELGA164 16-C-42732~-6765 CMR | 339-10 CHW | CP-0001 MAW (11) 
NT-482756 w/10,000 p/m 10%. RE13A488 =| 
-482756-20 CAPACITOR, fixed: 2/20/45 RELSALEL 16-C-42764-8878 |N16-C-10951 3DA10-162.1 {CMR {339-10 CAOR |#1080-1 OBO 
INT-482756 w/10,000 mmf p/m 208. IRE]. 3A483 CHW |CP-0001 ocr (6) 
CRV |M-95634-5sub7 
482757 CAPACITOR, VARIABLE: 2/20/k5 16-C-57821-1001 ey¥ |PwII-T0 CY TRs-A-7 isa 3 pyr) “| 
lair; balancing; disk type; 2 to 10 mf; 2 5/8" lg x CYV |hb-a-8 rev 3 TEC (2) 
a" wa x 5 1/2" h, ofa incl mtg supsort; 4” diam 
Inlate; 1. brass plate; mtg support w/one 5/16"-24 
tapped hole and one 1/u" hole, support fits over 
shaft bushing; adj shaft w/bushing 1 3/8" lg x 
5/16"-2h tha; c/o single plate and shaft, 25000 vdew. 
za 
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NAVY TYPE NAVY DWG STANDARD NAVY ESO Aso SIGNAL CORPS. MANUFACTURER'S | Cox- | ConTRAcTOR'S oWG | EQUIPMENT 
DESIGNATION NAME AND DESCRIPTION oR SPEC KO JAN NO STOCK NO STOCK NO sTock NO STOCK NO MFGR I paRyY NUMBER [TRACTOR OR PART KO USED IN 
-482758 ICAPACE'TOR, variable: 2/20/h5 ] 16-C -62063-7116 -| cru CwQ fi7Aell tee E RAO-3 


lair; plate meshing type, dual stator; 2.5 to 6.3/2.5 RAO-4 


to 6.3 ump; SIC/SLC; 5@0v RMS 60 cye test, 250 vdew; H \ i : RAO-5 
1" 1g x 15/16" wa x 1 1/2" h shaft 1/4" diam x 1 5/16" 
1g w/@.010"to 0.015" d uadercut 7/32" wd spaced 1/8" 


from end of shaft; acdr adj; two ea stator and two 


rotor plates; 360 deg rotation; ceramic ina; post 


term for stator, lug term for rotor en RH side;panel 
mtg by means of two mtg etude 5/32" lg w/#4-40 tad on 
21/32" mtg/c or two #17 holes, on 1 3/16" mtg/c. 


t— 4 —|— bp i | 
-482759 CAPACITOR, variable: 2/20/45 | .6-0.58375-1961 jcvu [APC CWQ | LTA220188A RAO-3 
lair; plate meshing type single sect; 3 to 12 mf; SLC RAO-4 
500v RMS teat, 250 vdew; 1” 1g x 15/16" wa x 1 7/32" jRAO-5 
In shaft 1/4" diem x 25/32" 1g bushing 1/4" lg x 
5/16"-32 tha; ecdr adj; eight silver pl braee plates; 
360 deg rotation; ceramic ina; lug term rotor top, 
stator bottem; single hole mtg by 5/16" diem mtg 
bushing; 0.234" x 0.015" deep undercut in shaft H 
0.119" from end. | 
-482760 CAPACITOR, variable: 2/20/45 16-C-59426-7121 cru |APC CWQ  {17A207issC RAO-3 
lair; plate meshing type-single sect; 5 to 35 maf; SLC RAO-4 
500v RMS test, 250 vdews 3/4" 1g x 15/16" wa x i Rae-5 
2 7/32" h shaft 1/4" diem x 5/32" 1g bushing 1/4" 1g 
x 5/16" -32 thd; scdr slot in rotor shaft in back for 
adj; nine silver pl brass plates; 360 deg rotation; 
ceramic ine; lug term; single hole mtg by 5/16” mtg 
bushing. 1 i i | 
aren CAPACITOR, variable: = 2/20/45 7 ~ sere at re cru in PC \ owe hy 2061660 RAO-3 (12) 
air; plate meshing type single eect; 2.7 to 14 mmf; RAO-4 (12) 
SLC; 500v RMB test, 250 vdew; 3/4" lg x 15/16" wi x RAO-5 (12) 


1 7/32" h eheaft 1/4" diam x 5/32" 1g wushing 1/4" 1g 
x 5/16" -32 thd;scdr elot in roter shaft in back for 
aij; four ailver pl brass plates; 360 deg rotation; 


ceramic ine; lug tema, rotor term on LH aide, stator 


term on bottom; single hole mtg by 5/16" mtg 


| bushing. 


= 2 Sener eee ee oe ml _ : L 2 icvas t i Aiaeee eemenren ete Oat oe 


SHEET 58-038 


RESTRICTED 


TWIWSLVW DINOULDATS = AdAL AAVN JO. SOTWLVO 


L # LNIW3Idd AS 
(W)601'006 SdIHSAVN 


SHEET 48-839 


RESTRICTED 


NAVY TYPE Navy DWG | . s aa) 
DESIGNATION NAME AND DESCRIPTION on spec Wo | YAN NO | STANCE NON stock ‘No svock ‘No | “stock No |MraR [MANUFACTURERS | cons, | COMTMACTORS WG | EQUIPMENT 
} 

-482762 CAPACITOR, variable: 2/20/45 16-0 -60413-7801 cru |APC CWQ | 17A219issE RAO-3 (5) 
air; plate meshing type single sect; 4.5 to 80 mf; RAO-4 (5) 
SLC; 500v RMS teat, 250 vdew; 1 5/16" 1g x 15/16" H RAO-5 (5) 
wd x 1 7/32" h ehaft encl In collar and nut 9/32" 
diam x 5/16" 1g; ecdr adj; twenty-two plates; 360 deg 
rotation; ceramic ine; lug term, rotor term on top; 
two mtg stude w/#4-4o tha on 21/32” mtg/c. 

-482763 CAPACITOR, variable: 2/20/45 . 16-C-60525-3714 cru }JA.P.c CwQ | 17A218isaz RAO-3 (2) 
air; plate meshing type single sect; 6 to 98 mf; RAO-4 (2) 
SLC; 500v RMS 60 cyc teat, 250 vdews 1 7/16" lg x RAO-5 (2) 
15/16" wd x 1 7/32" h shaft assembled w/ collar and 
nut 1/4" diam x 5/16" 1g o/a; scdr adj; twenty-five 
Iplates; 360 deg rotation; ceramic ins; lug term, 
rotor term on top; twe mtg studs 1/8" 1g w/#k-ho tha 
on 21/32" mtg/c. 

482764 CAPACITOR, variable: 2/ei/4s 16-C-63934-8139 CER | TS2A-NPO CHZ | CO-637revF4 OBN 
ceramic; rotary type, single sect; 3 to 12 mmf; 500 CIN cTs-2 CG M-7475981-20rev4 ABK 
vdcw; zero temp coef; 27/32" lg x 41/64" wi x 13/32" CWQ | 17820318680 ABK~1 
thk; solder lug term w/right angle bend; two 0.120" cG P-7763949~2 ABE-2 
diem holes in base on 0.438" mtg/cj scdr slot adJ; revl4 | ABK-3 
jsteatite base. cDU | 3-30h ABK-4 

CIA |NSA-63 ABK-5 
NOTE: ABK-5; ABE-6; ABK-73 OAP; OAP-1; TcK-3 (3); TO(E-4 (3); TICK-5 (3); TCK- {6(3); Ym; YH-1; /RBF-3 (2). SEE NOTE 

-482765 CAPACITOR, fixed: 2/21/45 RE48A315 16-C-19906-5581 3DB4O-1 CIE | 1pl9kbEr CRY | W-131028-1036ub3] JT 
electrolytic; 40 mf; 25 vdcw; working temp renge RE13A549 : 
minus 20°C to plue 65°C; case 1 13/16" lg x 1" wi x 
13/16" h; HS metal case; two solder lug term on top 
epaced 1" c to c; botn term ins from can; two mtg ft 
on bottom, 3/16” diam mtg hole in ea, 21/8" c toc. ; 

» 3/ 6 ,2i/ H ; a ce _ i 

-482766 CAPACITOR, fixed: 2/21/45 RE4GA315 16-C-19558-9716 CIB |1B195BEr CRY | W-131028-106eub3) 
electrolytic; 10 mf; 50 vdcw; working temp range REL3A549 
minue 20°C to plus 65°C; case 1 13/16" lg x 1" wa x 
13/16" h; BS metal case; two ina solder lug term on 
top spaced 1" c to c; both term ins from can; two 
mtg ft on bottom, 3/16" diam hole in ea on 2 1/8" 
mtg/c. 

[ | 
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4. 
-482767 CAPACITOR, fixed: 2/21/45 RE4GA345 16-C-19921-3376 (126-c-9685-25 CIE | 6GE4000 CRV | W-131028-102 oT 
electrolytic; 40 mf; 606 vdew; werking temp range RE13A5/9 j H sub} 
minus 26°C to piua 65°C; case 4 3/16" 1g x 1 1/2" 
diam; metal case; two solder lug term on top; term 
ins from case; mtg neck 9/16" lg, 3/4"-16 thd with 
lockwasher and nut. 
|--—--- —_{— —— 
482768 CAPACITOR, fixed: 2/arpas IReMGAIUB T RCB 
mica; 660 mmf; 500 vdew; 51/64" 1g max x 15/32" wd = L6ChO 
imax x 7/32" d max; molded bakelite case; two axial 
jeite leads. i 
~482768-A5 CAPACITOR, fixed: 27ar fas RESBALLS 16-6" 3OH7E- F391 nb CHL |U7puseries isst [RCB 
INT-482768 w/860 mmf p/m 9; temp coef ltr A. L640 caw °] 1468 L 
+ + + 
-482769 CAPACITOR, fixed: 2/21/45 RE48A163 
‘paper dielectric; 50,000 mmf plus 10 minus 3%; 200 RE 3A488 
vdew; Waxed paper case; 1 5/8" lg x 7/16" diam; wax 
impr and filled; two axial wire leads; no int gnd 
connection. 
~482769-20 CAPACITOR, fixed: 2/21/45 RELSAL63 16-C 44283 4422 CSF [AB Toa 46AU503iesD RCB 
NT-482769 w/50,000 mmf p/m 206. RE1 3A483 CAW {284 
-82770 CAPACITOR, fixed: 2/21/45 REYOALG3 j 
paper dielectric; 100,000 mmf plus 10 minus 3%; 200 [pri 3A48¢ 
vdew; waxed paper case; 1 5/8" lg x 7/16" diam; wax 
impr and filled; two axial wire leads; ne int gnd 
connectiona. é ale 4 
*-482770-20 CAPACITOR, fixed: 272 ]k5 RELGALE3) ]16-c-45803-bi22 car [AB Tout, [4GavlohiseD RCB 
NT-462770 w/100,000 mmf p/m 20%. REL 3A488 _ [SAW [oak 
§-C-! o 
482771 CAPACTTOR ASSEMBLY: 2/21/45 16-C-66294-1361 ox | kuaoge cH, | 44A091eer ROB 
five rotary type var mica capacitor rated, 2.7 to 
35/2.7 to 35/1.5 to 10/1.5 to 10/25 to 140 mmf mtd on 
one metal atrip; 4 1/2" lg x 1 7/32" wi x 21/32" h 
o/a; two right angle mtg ft ea w/ one #6-32 thd hole 
on 2.812" mtg/c. 
f. = ~ 
a = - _— 
[ee = ee err a eee | eee © a eee earns Os 
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—Eso 
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SIGNAL CORPS 
STOCK NO 


|ANUFACTURER’S 


MFGR M 


PART NUMBER 
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Con. | CONTRACTOR'S DWG | EQUIPMENT 
‘TRACTOR OR PART NO USED IN 


I 
-482772 


IAPACITOR ASSEMBLY: 2/21/45 
c/o four var mice capacitors mtd on strip, three 
capacitors rated 3 to 35 mmf ea, 4th capacitor rated 
2 to 10 mmf, tested 300v AC acdr adj; 3 15/16" lg x 


1 1/8" wa x 23/32" h;-two mtg bkt ea w/one #6-32 
tapped hole 2 13/16" c toc. 


L 


16-C-66287-7121 


iCYU 


4LAO6L 


CHL 


4LAO64iaaG 


RCB 


-482773 


CAPACITOR, variable: 2/22/45 
air; plate meshing type, three sect w/dand spread; 
11 to 352 mmf ea sect 22 mmf max bend spread; SIC ea 
jpect, RMA type H curve; 0.0145" air gap, 500¥ teat; 


3 21/32" lg x 27/16" wi x 2 3/32" h, two shefte 
1/4" diam x 1 1/4" 1g; pulleye mtd oa two shafts for 
adj; eighteen aluminum plates ea sect, three aluminum 
Iplates band spread; 180 deg rotation; bakelite ins; 
solder lug term; two mtg holes in front and two mtg 
holes in rear plate #8-32NC-2 7/8" c tec. 


f 
16-C-63346-1001 


coc 


407B-3-2hBS 


CHL 
CHL 


48C132i80B 
488055ieeB 


RCB 


-482774 


kapacrror, fixed: 2/22/45 
ceramic dielectric; 15 mmf; neg temp coef 750 (tol 
p/m 112.5) mmf/mf/°C; 500 vdew; case 0.625" dg x 
,225" diam; radial wire leads; uninsulated; add 
suffix indicating capacity tolerance in per cent. 


-482774-20 


CAPACITOR, fixed: 2/20/45 
INT-482774 w/15 umf p/m 20%. 


16~C-16003-6975 


CBN 


809-0h7 


CHL 


47A027 1880 


ROB 


-482775 


CAPACITOR, fixed: 2/22/45 
ceramic dielectric; 10 mmf; neg temp coef 750(tol 
p/m 112.5) mme/mf/°C; 500 vdew; case 0.625" lg x 


0.225" diam; radial wire leads; uninsulated; add 
suffix indicating capacity tolerance in per cent. 


-482775-20 


CAPACITOR, fixed: 2/22/45 
INT-482775 w/10 mmf p/m 2ef, 


16-C-15934-5425 


CBN 


811-013 


CHL 


47A028i880 


RCB 


-482776 


CAPACITOR, fixed: 2/22/45 
elecytolytic; three sect; 30/60/100 mr; 150/150/5 
vdew; working temp range minus 20°C to plus 65°C; 
case 3 13/16" 1g x 1 3/8" diem; HS metal case; aix 


plug-in term 1/2" h on bottom; all sect int gnd term 
#3 and #4 blank; plug-in :utg. 


RELBA354 
REL 3A549 


16-C-22693-4198 


3DB100-16 


CIE 


108339 


45A065-C 


RCB-1 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


JAN NO 


STANDARO NAVY 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


wecr | 


MANUFACTURER'S 
PART NUMBER 


con. | CONTRACTOR'S DWG 
TRACTOR OR PART NO 


EQUIPMENT 
USED IN 


- 482777 


CAPACITOR, fixed: 2/22/45 
electrolytic; three sect; 60/60/60 mf; 150/150/150 
ydew; working temp range mlmus 20°C ta pius 65%; 
case 3.1/2" 1g x 1 7/16" wa x 11/8" h; wax impr 
cardboard cane; four wire leads out one end, twe red 
leads 9 1/2" 1g, one re@ lead 4" 1g, one wlack lead 


2" 1g; two mtg ft on bottom on opposite ends, one 


mtg/c 3/16" from front of cane, other mtg/c 7/16" 


from back of case. 


REYBAY 3h 
RE13A549 


16-C -22799-4389 


- 482778 


CAPACITOR, fixed: 2/22/45 
mica; 35@ mmf; 1@00v RMS test; 1 1/2" lg x 1 11/16" 
oD x 1 5/16" ID; cylindrical brass platea separated 


by sheet of mica; 1 21/32" x 2@ thd 1/4" 1g on 


outside, base of tuve inserts in fingers at one end 


tor cathode connection, 


REYBAL 35 
p.6cke 


CIE 


10B179 


CHL |42A0351e80 


RCB-1 


-482778-15 


CAPACITOR, fixed: 2/20/45 
NY-482778 w/350 mmf p/m 1%. 


RELGAY 35 
1écho 


16-C~29802- 3550 


CEY | A-100574-50lrev2 


AN/SPT-6A 


~482779 


CAPACITOR, variable: 2/23/45 
air; plate meshing type single sect; 9 to 100 mf; 
SLC; 500 vdew; 21/4" lg x 1 3/16" wd x 15/16" bh 
saaft 1/4" diam x 1/2" 1g bushing 1/4" lg x 3/8"-32 


thd; rounded shaft adj; twenty-one plates; 360 deg 
rotation; steatite ine; lug term; two mtg studs 1/4" 


11.6-C-60749-93 50 


CJA 


20100 


cpu {3-582 


-482780 


pe w/#4-40 tapped holea on 1" mtg/c. 


CAPACITOR, fixed: 2/2h/45 
electrolytic; 40 mf; 150 vdew; working temp range 
minus 20°C to plus 65°C; case 1 7/8" lg x 7/8" diam; 
metal case w/cardboard sleeve; two axiai wire lead 


4" long; term ina from case. 


RELBAZLO 
REL 3A549 
JAN-C-62 
elec 


16-C-19913-8851 


3DB40-40 


CSF 


UT--401 


CHL | 4540591880 


RCB 


-482781 


CAPACITOR, fixed: 2/26/45 
electrolytic; two sect; 60/12 mf; 5/150 vdew; work- 
ing temp range minus 20°C to plua 65°C; case 3 13/16" 
1g x 1 3/8" diam; HS metal case; four plug-in term 


plug-in mtg. 


ifer lg on bottom ; term ine from case #3 term blank; | 


IRELSA354 
REL 3A549 


16-C-22092-5021 


3DB120 


CIE 


10B335 


CHL Tisicsenwnt 


RCB 
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SHEET 48-843 


ESO aso SIGNAL CORPS MANUFACTURER'S | CoN. | CONTRACTOR'S DWG | EQUIPMENT 


NAVY OWG STANDARD NAVY MEGR 
PART NUMBER | tractor OR PART NO USED IN 


NAVY TYPE 
NAME) CAND. (DESCRIPTION OR SPEC NO BANL“NO STOCK NO | STOCK NO STOCK NO STOCK NO 
t : 


DESIGNATION 
aly 


-482782 CAPACITOR, fixed: 2/26/45 REYBALOW 16-C-22094-7922 CIE |1B37 CHL |42A0364e8A RCB 
electrolytic; two sect; 60/100 mf; 25 vdew; working |RE13A549 
temp range minus 40°C to plus 85°C; case 3 1/2" lg 
x 13/16" diem; wex sealed cardboard case; three wire 
leads, black wire 4" 1g, red and yellow wires 6" 1g 
all out one end of capacitor; black term common, no 
int gnd connections; tangential mtg strap w/one hole 
29/32" from ctr of capacitor. 


-482783 CAPACITOR, fixed: 2/26/45 RELBAY 38 16-C-49185-1120 CAY  |1346367 CRP |35-5296 so-4 
paper dielectric; 2 mf plus 10 minus 3%; 5500 vdew; [RE13A488 
MS metal can; 8 11/16" h x & 1/2" wa x 3 3/4" thks. 
chlorinated diphenyl impr oil filled; one stud and 


nut term 2 1/8" h on ins bushing and one short gnd 
‘term on top; one side int gnd; two fixed bkt on top 
v/two 1/4" holes in ea. 


-432784 CAPACITOR, fixed: 2/23/45 IREYBAY37 
Imica; 510 mmf; 500 vdcw; case 5/8" 1g x 21/32" diam; f16CK1 


metal case; one solder lug term 7/16" 1g on one side 
land one radial lug term extending 9/32" beyond edge 
of case; one #8-32 thd mtg stud at other side of case;| 


add euffix indicating capacity tolerance in per cent. 


L # LNAW31dd NS 
(W)60L'006 SdIHSAWN 


4827845 CAPACITOR, fixed: 2/23/45 EMSAM 37 16-C-30188-4850 /N16-c-10025-8 CER | 4700A CAFQ {A-2711-6 alto | RDg(2) 
NT-482784 w/510 mmf p/m 5. 


t-— 
-482785 CAPACITOR, fixed: 2/23/45 iRE4GAL37 
mica; 1200 mmf; 500 vdcw; case 5/8” 1g x 21/32" diam; |16c41 


imetal case; one solder lug term 7/16" 1g on one side 
land one radial lug term extending 9/32" beyond edge 
lof case; one #8.32 thd mtg stud at other side of case 


add suffix indicating capacity tolerance in per cent. 


~482785-5 CAPACITOR, fixed: 2/23/45 RELSAL37 16-C-31269-925} [N16-c~10163-9 CER | 4700A CAFQ | A-2711-6a1t0 RDI 
NT-482785 w/1,200 umf p/m 5%. peck can [M9 cara |a-2721-9 
482786 CAPACITOR, fixed: 2/23/45 IREKBAN37 
Imica; 1800 mf; 500 vdcw; 5/8" 1g x 21/32" diam; 16ch1 
metal case; one solder lug term 7/16" 1g on one side 
lof case and one radial lug term extending 9/32" 


beyond edge of case; one #8-32 thd mtg stud at other 
eide of case; add suffix indicating capacity 


telerance in per. cent. 


-482786-5 CAPACITOR, fixed: 2/23/45 REGAL 37 16-C-31665-6254 | CER |N700A care TAsbyi-6 ale ERDT 
INT-482786 w/1,800 mf p/m 5%. 6ck, L 


SHEET 45-343 


RESTRICTED 


WIGSLVW DINOULDAIS =AdAL AAVN JO SOWLVD 
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de 


77 
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RESTRICTED 


NAVY TYPE NAVY DWG Oo T S| 4 “st a 01 TR ows | EQUI MENT 
SESIENATION NAME AND DESCRIPTION Se Ie ee ee ee ee ee ee 
1. 
- 482737 CAPACIT@R, fixed: 2/23/45 mg H 
Intca; 3000 maf; 509 vdew; case 3/8" 1g x 21/32" diam; | i | | | 
metal case; one solder lug term 7/16" 1g and ons i 
radiai. lug term extending 9/32" veyond edge of case; { 
, 
ong #8-32 thd mtg stud other side of case; add j I 
suffix indicating cavacity tolerance in per cent. H | 
ae 2. ah { Brae Ws ie Soot Vell - 
482787 -5 CAPACITOR, fixed: 2/2375 REGOAGS’ 16-C-32193-2254 | cer |4700A jCAFQ | A-2711-6alt RDI 
7 NT-482787 w/3,000 mmf p/m Uf. [t= CaN [M9 CAPQ | A-2711 RDJ-2 
-482788 CAPACITOR, fixed: 2/23/45 | 
mica; 4300 maf; 5@0 vdew; case 5/8" 1g x 21/32" diam; |16ck1: i 
4 
meta. case; one zeider tug term 7/16" 1g and one H | | | 
radial term axtendtrg 9/32" beyond edge of case; | | 
one #8-32 thd mtg atud at other eide of case; add | t 
suffix indiceting capacity tolerance in per cent. 
-82788-5 CAPACITOR, fixed: 2/23 /K5 REGGAL37  P 16-0-32536-1450 Gm [W760AR CAFQ |A-2711-6alt 0 | RDJ (2) 
NT-482786 w/4,300 mnt p/m 5h. pecha CAN | MQ CAFQ | A-2711-9 | RDo~1_ (2) 
+! Gali - = Aa, oaae } 
- 482789 CAPACITOR, fixed: afen/h5 ISELBALLO 3.6-C-46326-1181 CRY | 72053-506 CRY | P-720555-13 sv 
paper dlelectric; 250,000 mmf plus i@ mimus 3%; 600 |RBL3A488 
vdew, 200 vacw; H3 metal can; 1 11/32" lg x 23/32" wa H | 
x 17/8" hs two stud teru 7/8" h located on tox, 
spaced 5/5" ¢ to ¢; no, int gna connections. 
-4.82789-10 CAPACITOR, fixed: 2/ake/ Ms RELBA110 16-C-46347-1161 | CRY | 72053-556 CRV | P-720555-63 
i 
INT-482789 w/250,000_ mmf p/m 10%. ~ ____ |RELSANB8 a CRV__| W-132028-67chg3 
+4.82790 CAPACITOR, fixed: 2/ek/45 REL A488 Jr 
paper dlelectric; two sect; 56,000 mmf ea sect plus |RE48A128 
LO minus 34; 600 vdew ea sect; HS metal can; 1 3/4" 
lg x 1" wa x 3/4" h3 oil impr end filled; three soldex 
lug term on top; no int gnd connections; two mtg ft 
w/3/16" diam mtg holes 2 1/8" c toc. 
— 
Fauaareas “TCAPACTTOR, fixed: 2/en/45 ineWeane8 | 16-C-53026-6390 CRV |W-131028 cng3 JT 
INT-482790 w/56,000 mf p/m 9 ea sect. IRE13AL83. dey 
=] | | 
mt 3 ears 2 e = hat 
ih SS a pie a 2 ol pavers | ae a Lae = 
A. wi a 
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SHEET 48-845 


RESTRICTED 


lair; plate meshing type single sect; 2 to 10 mf; 
ISLC; 500v RMS teat; 25/32" 1g x 15/16" wd x 15/32" h 
shaft 1/4" diam x 11/2" 1g brg bushing 9/32" diam x 
1/4" 1g; scar adj w/black engraved indicator line at 
90 deg angle to slot; four silver pl brass plates; 
360 deg rotation; ceremic insulation; post term for 


tator, lug term for rotor on LH side; single 9/32" 
Ihole for brg, two mtg etude tapped for #4-40 ecrews 
Hn base on 21/32" mtg/c 31/64" from top. 


NAVY Navy oWG | STANDARD NAVY ° e a 7 PMENT 
DESIGNATION | WAME,,-AND: oDESCRIPTION OR SPEC NO JAN, NO STOCK NO. stock NO stock SNS Pierock aioe MFGR ER HUMBLE. actos page neicthee ly rgseD IN 
4+. 4 

-482791 CAPACITOR, fixed: 2/2k/45 RE13A488 16-C-52947-1900 oT 
paper dielectric; two sect; 50,000 mmf plus 10 minus | REX8A138 
3% ea sect; 600 vdew ea sect; BS metal can; case 
1 13/16" 1g x 2" wd x 13/16" h o/a; oil impr and 
filled; four solder lug term 5/16" h on bottom of 
case; no int gnd connection; four mtg ears 3/8" wi 
integral w/bottom of case ea w/ 5/32" diem mtg hole 
on 2 1/8" x 1 3/64" mte/c. 

4. 

-482791-10 CAPACITOR, fixed: 2/2k/45 BE13A488 16-C-52978-5019 {N16-C-11158-4 CIB | 6945BAB CRV | W-131100chg5 
NT-482791 w/50,000 mmf p/m 10% ea eect. RELBA1 38 

-482792 CAPACITOR, fixed; 2/2k/45 IRELZAL88 16-C-53584-3040 |NL6-C-11357-10 or 
paper dielectric; two eect; 500,000 mmf plue 10 minus /RE4GA138 
3% ea sect; 600 vdew ea sect; HS metal can; 1 13/16" 
lg x 2" wa x 13/16" h ofa; oil impr; four solder lug 
term 3/8" h on bottom of case; no int gna connections; 
four mtg ears 3/3" wi integral w/sottom of case ea 
w/ 5/32" diam mtg hole on 2 1/8" x 1 3/64" mtg/c. 

-482792-10 CAPACITOR, fixed: 2/24/45 RE13A488 16-C-53640-6651 |N16-C-11357-10 CIE |6BAB50 CRY |W131100 chg5 
INT-482792 w/500,000 umf p/m 10% ea sect. REYBA1 38 

-482793 CAPACITOR, variable: 2/27/45 16-C-58244~2455 coc | 1047 CKB | 38-A3098-2 chgc 


RESTRICTED 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


JAN NGO | 


STANDARD NAVY 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MANUFACTURER'S 
MFGR | pART NUMBER 


con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


~hBOT9H 


CAPACITOR, variable: 2/e7/us 

air; plate meshing type, three sect; 7.5 to 148.2 mnf| 
ea sect; SLC ea sect; 0.0185" air gap; 3 13/16" lg x 
3 3/16" wa x 1 7/8" h, shaft 3/8" diam; reund shaft 


adj; eight plates ea sect; 180 deg counterclockwise 
rotation; wakelite ina; solder lug term; mtg holes 


in end plates, nine in ea 0.144" diam irregularly 


spaced, 


4 


16-C-63231-5142 


coc | 1039-3-50 


CAPT 


2-F-16 


| MBM (3) 


i 
| 


b 
-482795 


CAPACITOR, variable: 2/27 /k5 

air; plate meshing type, single sect; 6.8 te 150 mmf; 
SLC; 0.02" alr gap; 1 27/6k" wi x 1 27/64" h, shart 
1/4" diam; scdr adj; twenty-eight plates; ceramic 


ins; solder lug term; two mtg bkt ea w/two mtg holes, 


16-C-61211-1953 


el eee es = 


coc} 1LO4kOLT 


CAPT 


2-F-37 


82796 


CAPACITOR, fixed: 2/27/45 
paper dielectric; & mf plue 10 minus 3%; 600 vdew; 
HS metal can; case 4" h x 3 3/4"lg x 1 1/h" wa; of} 
impr and filled; two stud and nut term on por pillere 


7/6" nh x 2" ¢ to-c on bottom; no int gnd connections; 
two removable "L" type mtg bkt ea w/ 3/16" diam hole 
4 3/8" c to c. 


RELSA2B4 
RELZANSS 


16-C-51457-2106 


cIE | 6S8AL,800 


-'82796-10 


CAPACITOR, fixed: 2/2t/s5 
NT-h82796 w/8 mf p/m LOP. 


16-C~-51478-2101 


CIE | 6SALa00 


W-131099chg2 
A-369rev0 


-}82797 


CAPACITOR, fixed: afer /as 
paper dielectric; 4 mf plus 10 minus 34; 1000 vdew; 
HS metal can; case k 3/4" h x 2 1/2" wa x 1 3/16" 
thk; oil impr and filled; two stud and nut term on 


por pillars 7/8" h x 1 1/8" ¢ to ¢ on top; no int end! 


commections; two removable "L" type mtg bkt w/two 


3/16" diam holea 3" ¢ toc, 
+ 


REMSA264 
RE13A488 


| 


16-C-49939-€657 


CIE } 10SAL400 
CIE | 89685A 
CAW 1OCOMS 


W-131100chg5 
A-884 (72) -60a 


iss ¢ 


~482798 


CAPACITOR, variable: 2/27/45 

air; plate meshing type, single sect; 13.5 to 166 
umf; SLC; 3 3/8" lg x 1 7/8" wa x 17/8" h shart 1/4" 
diam x 5/16" 1g buehing 3/16" 1g x 3/8" diam; round 
shaft adj; thirty-three copper and nickel »l brasa 
plates; 360 deg retation; ceramic ins; eolder lug 
term; two mtg bkt on top ea w/two mtg holes on 1/2” 


x 31/8" mtg/c. 


16-C-61422-6221 


CRE | SO-12193 


W-131100~-45rev5, 


ob 


RESTRICTED 
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AsO SIGNAL CORPS MANUFACTURER'S { Con- | CONTRACTOR'S DWG | EQUIPMENT 


NAVY TYPE NAYY DWG STANDARD NAVY Eso 
DESIGNATION INANE AND: SDESCRIPTION OR SPEC NO ANN STOCK NO STOCK NO STOCK NO STOCK NO MFGR | PART NUMBER |TRacToR OR PART NO USED IN 


482799 CAPACITOR, fixed: 2/27/45 RE4BA310 16-C-22486-4088 cD UPaCge 
electrolytic; three sect; 10/10/20 mf; 45@/350/25 FE13A549 


vdcw; working temp range minua 20°C to plua 65°C; 


CAPI }2-C-19 MBM (2) 


case 2" lg x 1" diam; tubr metal can; three lug 


term epaced 120 deg on 0.3125" rad; neg term gnd 
internally; three mtg ears spaced 120 deg on 0.368" 


rad. 


-482800 CAPACITOR, fixed: 2/27/45 fRELBA139 16-C-50696-5916 
paper dielectric; 6 mfd plus 10 minus 34; 600 vdew; [REL3A488 
SS metal can; 2 1/2" 1g x 1 3/16" wa x 4 5/8" h; of1 
impr and filled; two por ina stud term 7/8" h, located 
lon top 1 1/8" ¢ to c} no int gnd connectiona. 


-482800-10 CAPACITOR, fixed: 2/27 /us REKBA139 16-C-50717-5916 cD | TIU-6e60 CRP | 35-5142 so-k 
NT-482800 w/6 of p/m 10p. RE1ZAN88 


-482801 NEVER ASSIGNED 


~h82302 CAPACITOR, fixed: 2728755 IREGSAS5T 
mica; 200 mmf; 500 vdcw; 13/32" diam x 1/16" thk; ECKL 

metal case; two bent lug term extending 13/64" in 
front of case; three mtg ‘prongs 5/32" 1g spaced 120 


deg apart on 3/16" radiua circle; add auffix 


indicating capacity tolerance in per cent. 


-482802-5 CAPACITOR, fixed: 2/28/45 RE48A357 16-C-29265~2790 | N16-C-9967-75 CER | 370K CAPI | 2-E-10 


MBM (2) 
NT-482802 w/200 mmf p/m 5%. ECKL j 


L # LN3IW31dd AS 
(W)601'006 SdiIHSAVN 


~482803 CAPACITOR, fixed: 3/1/45 
ceramic dielectric; 4.7 mmf; neg temp coef 750 (tol 
p/m 112.5) mmf/mf/°c; 500 vdew; case 0.460" 1g x 
0.250” diam; radial wire leade; ins case; add suffix 
indicating capacity tolerance in per cent. 


-482803-1 CAPACITOR, FIXED: 3/9/48 16-C-15594-9468 CER |A cs 019-19 DBE 
Navy Type 482803 w/k.7 mmf p/m 1h. 


-482803-10 CAPACITOR, fixed: 3/1/45 16-C-15594-9471 |n16-c-8066-66 CRY | 90581~301 CRV | 72052-301rev8 SA (4) 
NT-482803 w/4.7 omf p/m 10g. SA-1 (4) 


NOTE: SA-2 (4); SA-3; SD-3; SD-4. i j j i SEE NOTE | 


-h82804 CAPACITOR, fixed: 3/1/45 RE13A549 16-C-19956-4902 |1816-c-9687-5 CRV | M-95638-leub2 | mar 
electrolytic; 50 mf; 25 vdew; working temp range REYBALOW | 
minus 20°C to plus 85°C; cade 1 17/32" 1g x 11/16" 


diam; HS metal case w/ins sleeve; two axial wire 


leade 3" lg; term ins from can; radial mtg strap 
w/two holes 11/64" diam spaced 1/4" c to c, inside 


hole 5/16" from case. 


SHEET 48-87 
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aus NAME AND DESCRIPTION ottreno | van mo [RECT | arbct Bo | stbck uo | MENS ERS™ [oron | Menaracarane [the] mma st™ | SCGSENT 
~482605 CAPACITOR, fixed: 3/4/45 | I I 
i | 
ceramic dielectric; 22 mmf} neg temp coef 750 (tol f | i | 
1 
p/m 112.5) mmf/me/°C; 500 vdew; case 0.460" lg x | 
0.25" diam; ra@ial wire leade; uninsulated; add i 
suffix indicating capacity tolerance in per cent. 
< . ae 1 : _ : 
-482805-5 CAPACITOR, FIZED: 3/9/48 26-C-16148-9883 | cER TA cs 019-89 DBE 
Navy Type 482805 w/22 muf p/m Sf. 
-482805-10 CAPACITOR, fixed: 3/1/45 16-C-16158-5397 |N16-C-81.36-26 R16-C- 3D9022-10 ‘ae K-90581-317 CRV | P-7/2052-317 SA 
7 35 i 
NT-462805 w/22 mmf p/m 10h. i 7867 -31-60d | rev i 
pom < (rs oes a i = i 
482806 CAPACITOR, fixed: 3/1/45 1 
ceramic dielectric; 56 mf; neg temp coef 750 (tol | 
p/m 112.5) mmf/mt/°C; 500 vdew; case 0.46" 1g x | i 
0.25" diam; radial wire leads; wnineulated; add 
suffix indicating capacity tolerance in per cent. I 
= ip a fief pee tm i tp —— ore s oe oe evan vd 
~482806~-5 CAPACITOR, FIXED: 5/20/48 16-C-16660-9695, CRV. |90581-227 RDM 
Navy Type 82806 w/56 mf p/m 5h. crv. [4 7ke9 
acl t ac 
-482606-1o CAPACITOR, fixed: 3/3/45 16-C-16670-5397 |N16-C-8144-170 16-¢-8284-50q 3DK9056-8 CRV | K-90581-327 CRY | 72052-327rev8 | SA (4) 
NP-482806 w/5@ mn? p/m 10f. i SA-1 (4) 4 
BA-2 (4) 
> : }———t 7 | 
~482807 CAPACITOR, fixed: 3/2/45 i ] | | 
ceramic dielectric; 100 mmf; neg temp coef 750 (tol { J t 
p/m 112.5) omf/mP/°C; 500 vdews case 0.64" 1g x | { 
0.25" max diam; radial wire leade; unineulated; add j 
jouttix indicating capacity tolerance in per cent. i 
~ 182807 -10 CA ACITOR, fixed: 3/4/45 16-C-17086-5429 RL6~C-7862-104 cRV | 0581-333 crv. | 72052-333rev8 SA-3 (6) 
H 
N-482807 w/LOO mat p/m 10%. 
482808 CAPACITOR, Tixed: 3/2/45 RE48A 363 16-C-~42712 -6234 r 
paper dielectric; 10,000 wef plue 10 minus 3%; 400 | REL3ALG8 
vdew; HS metal, can; case 1" lg x 7/ie" diam; ofl 
filled; ene wire term 1 1/2" 1g and one iug term 
soldered to side; one side int gnd; one fixed mtg bekt 
whole 1/8" diam. 
“3 ale eactes es nel ces een 
-4828 8-20 CAPACITOR, fixed: 3/2/45 RELGA363 16-C-42765-5120 |N16-C-10995-16 3DA10-358 CMR CRY | 889572-1 MAR (2) 
wet-482808 w/10,000 mmf p/m 20%. IREL38433 RDR (2 
w/10, p/m 206 3 he ) 
-4.82809 CAPACITOR, variable: 3/2/45 N16-C-12368 3B9069V-1 CRE cRV | M-433909-1 MAR 
air; plate meshing type, dual sect; 65 mmf max sa ies 2 
eect; 550v RMS at 60 cyc test; 25/8" ig x 11/4" wi 
x 2" b shaft 1/4" diam x 5/8" 1g; round shaft adj; | 
iJ 
seventeen silver pl plates ea sect; steatite ins; 
eolder lug term; twe 46-32 thd x 5/8" 1g screws 
1 7/8" c toc. | i 
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F = 


NAVY TYPG 
DESIGNATION 


NAME AND DESCRIPTION 


WAVY OWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


£es 0 
STOCK NO 


AsO SIGNAL CORPS 
STOCK NO STOCK NO 


MANUFACTURER'S 
MFGR | PART NUMBER 


Con- | contractor's OWG 


TRACTOR 


OR PART. HO 


EQuiIPMENT 
USED IN 


~482810 


CAPACITOR, variable: 3/2/45 

air; plate meshing type, dual sect; 60 mmf max ea 
sect; 350v RMB at 60 cyc test; 2 3/4" lg x 1 1/4" 
wd x 2.391" bh shaft 1/4" diam x 5/8" 1g; round shaft 


adj; seventeen silver pl plates ea eect; steatite 
ine; solder lug term; two #6-32 tapped mtg etude 


17/8" ¢ toc. 


16-C-62599-3989 


N16-c-12292 


3D90857-5 


-482811 


CAPACITOR, veriadle: 3/2/45 

air; plate meshing type, single sect; 4.5 to 50 mf; 
SLC; 500v RMS at 60 cyc test 0.015" air gap; 29/32" 
lg x 15/16" wa x 1 7/32" h shaft encl in bushing, hex 
nut 1/4" diam x 5/16" 1g; acdr adj; fourteen ailver 
or gold pl brasa plates; 360 deg rotation; ceramic 
ine; lug term for stator, rotor gud to mtg lug; two 


mtg stude 7/32" 1g w/#l-kO thd on 21/32” mtg/c. 


16-C-59797-9439 


N16-C-12230-19 


2¢3010A/ch 


CRE 


CRV 


M-433566-leub2 


L 
MAR 


cRV 


CRV 


at 
M-433905-lrev2 


—s 


i -462612 


CAPACITOR, variable: 3/2/45 

air; plate meshing type single sect; 2.2 to 9 mnf; 
SLC} 500v RMS test; 21/32" lg x 15/16" wa x 1 7/32" 
h abaft 1/4" diam x 1/4" 1g aplit bushing 3/16" lg x 
3/8"-32 thd flatted; round shaft; three silver pl 
brass plates w/outeide coating of gold flash; 360 
deg rotation; ceramic ins; stator term lug, rotor ia 


gnd to base; aingle hole mtg by 3/8" diem mtg bushing, 


16-C-58154-6951 


NL6-C-12216~-15 


M-433576-lrev2 


MAR 


-482813 


CAPACITOR, fixed: 3/2/45 

mica; 500 mf; 500 vdews 11/32" 1g x 7/16" diam; 
metal case; one right angle term bent down 3/32" in 
front of case, one radial lug term 1/16" 1g, ea term 
w/open alot 3/64" x 1/32"; #4-40 tha, 1/8" deep at one 
end; add suffix indicating capacity tolerance in 


per cent. 


fren 349 


6h 


-462613-10 


CAPACITOR, fixed: 3/2/45 
NT-462613 /500 mr p/m lof. 


EEL BA349 
L604. 


1.6-C -30167-1905 


N16-C-10017-27 


eee (A oe) CS Ce eee (Pee 


3D9500-143 


caN | 830 


CRV 


K-888508-leubl 


MAR (7) 
RDR (5) 
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YRAGTOR OR PART NO USED iN 


~482014 


CAPACITOR, fixed: 3/2/k5 

Inica; 2400 mmf; 500 vdew, 350 vacw; case 15/32" le 
x 31/64" diam; metal case; one lug term 9/32" lg on 
lone aide of case w/one 3/32” x 0.031" slot; #4.40 
tapped mtg hole in ctr of side opposite term; add 
auffix indicating capacity tolerance in per cent. 


IRELBALO2 
26041 


STOCK NO STOCK NO 


— 


~4B2614..5 


CAPACITOR, fixed: 3/2/45 
wT-h826i4 w/2,400 mmf p/m St. 


RE4BAKO2 
16ch1 


16-C-31982-2037 |N16-C-10298-501 


Ae 


. 


4 


3DA2. 800-14 


832 Modified 


= 4+— 4 
cRV | K-8893287-2 aud’ MAR 
CRV | K-887516-2 subg 


-482814~10 


CAPACITOR, fixed: 3/2/45 
NT-4682614 w/2490 mmf p/m 106. 


BELGALO2 
2641 


4 


16-C-31987-2517 |N16-C-10298-500 
| 


CBN 


832 Modified 


CRV | K-887816-lowb 9 | MAR (35) 


CRV K-8893287-1 Bub} 


-4.82825 


CAPACITOR, fixed: 3/2/45 

ceramic dielectric; 1500 mmf; min cap 1200 mmf over 
temp range minus 15°C to plus 85°C; 350 vdew; case 
13/16" lg x 9/32" diam; axial wire leada; ins case; 


add suffix indicating capacity tolerance in per cent. 


| 


-482815-20 


~ 482816 


--——--- 


CAPACITOR, fixed: 3/2/45 
NT-482815 w/1500 mmf p/m 20h. 


N16-C-8361 


3DA1.800-11 


cRV 


CRV | K-688556-1subl | MAR 


CAPACITOR, fixed: 3/2/45 
ceramic dielectric; 700 umf; var temp coef; 350 
vdcw; case 21/32" 1g x 7/32" wd; single radial wire 
lead 2 i/4" 1g, 3/8" up from mtg nut w/ecrew term 


#2-56 thd x 1/8" diam on end; mte upright by ecrew 
and hex nut; ceramic ins; add suffix Indicating 


capacity tolerance in per cent. 


es 4 | 


-482816-20 


CAPACITOR, fixed: 3/2/45 
NT-462616 w/700 uaf p/m 204. 


16-C-18433-8646 |N16-C-3305-200 


3D9700-15 


CRY 


EGA K 


CRY 893972-25ub0 MAR (11) 


-482817 


CAPACITOR, variable: 3/2/45 

lair; plate meshing type, five sect, or ten sect 
paired by coils, ea connecting two stators in series; 
2.5 to 6.7 omf ea of five sect; SLF; 500v RMS at 60 
cys test; 10 3/8" 1g x & 1/e" wi x 2" h shaft 0.342" 
diam x 0.312" 1g; round shaft adj; fourteen silver pl 
Ipiates ea of five sect; counterclockwise rotation; 


steatite ine; solder lug term; efx $8.32 mute with 


Irregular mtg/c. 


16-C-63691-1725 


3DI006VE7 - 2 


CRE 


i 
CRV | T-618530-5Claub3] MAR 


-482818 


CAPACITOR, fixed: 3/5/45 
mica; 900 mmf; 500 vdew; 1 1/16" 1g x 15/32" wa x 
7/32" thk; molded wakelite case; two axial wire 


leads. 


heh8a233 
L6cko 


-462818-D2e 1/2 


CAPACITOR, fixed: 3/5/45 
NT-482818 w/900 mmf p/m 2 1/28. 


|16-c-30899-7557 


CAW 
CER 


1479 
MJ-900 


CRV | P-721081-38rev0 | SA-3 (5) 


; 
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@R SPEC NO 


STANDARD NAVY 


van STOCK NO 


“ESO 
STOCK NO 


ASO 
STOCK NO 


SIGNAL CORPS 
STOCK N® 


MFGR 


MANUFACTURER'S 
PART NUMBER, 


Con. 
TRacTon 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


~482819 


© PACITOR, fixed: 3/5/45 

mica; 470 mmf; 400 vdew; case 7/16” 1g x 0.315" wa 
x 3/16" thk; mica and foil clamped together w/metel 
sheet; one flat rectangular term 5/16" lg x 7/32" wa 
at ea end w/rectangular slot in ea, term varnished 


3/16" ea end. 


FREABALIAL 
16C40 


-482819-5 


(SAPACITOR, FIXED: 3/5745 
Navy Type 482819 w/470 mmf p/m 5%. 


REGSALGT 


CRY 
CRY 


K-832582-3 rev 2 
K-97684-503 rev3 


SA-3 (5) 


-482820 


CAPACITOR, fixed: 3/5/45 
CANCELLED: for replacement use NT-481158. 


REYBALLB 
16cho 


coL 


B-8F-7041 


TS-28/UPN 


~482321 


CAPACITOR, fixed: 3/5/45 
CANCELLED: for replacement uee NT-48120k. 


REL SAL36 
JJAN-C -62 


NO 
i 


N16-C-9686-100 


CRV 
cebu 


A-71003-2 rev 1 
3-2 


AN/URA-T2A 


-482822 


CAPACITOR, variable: 3/5/45 

jair; plate meshing type, four atator, one rotor; SLC; 
0.157" air gap; 7 3/8" lg x 9 31/32" OD; motor driven 
rotor; twelve stator plates ea eect, tbree rotor 
plates; 360 deg rotation; eteatite ine; ecrew con- 
nection to transmission line; mtd in housing; spcl 
capacitor used as pfo coaxial line ckt of SA Antenna 
and would not be used for any other application. 


16-C-63452-4961 


CRV 


TX-263103-1, 5, 
32 rev 20 


- 482823 


CAPACITOR, variable: 3/5/45 
lair; duplex tuning disk type; 3 to 10 mr; 3 1/8" lg 


x 1 1/8" diam; 11/8" diam plate; one braea plate; 
futd by bushing 1/4"-20 tha x 1/2" 1g; adj shaft with 


1/4"-20 tha buehing; spcl p/o duplexing unit would 
not be used for any other application, leee than 


100 vdew; plo Radar Transmitter NT-52ABD. 


16-C-57823-5501 


CRV 


CRV 


K-866329~502 


rev 3 


Sa thru 
SA-3 
SD-1 (2) 
thru 
sp-4 (2) 


-4 282k 


CAPACITOR, variable: 3/6/45 

lair; plate meshing type, three eect; 12.5 to 356.2 
mm? ea sect; SLC ea sect; 0.0285" air gap, 500 vact; 
5 3/32" 1g x 3 3/16" wa x 3 23/32" h, ehaft 1/k" diem 
x 3" 1g; round shaft adj; twenty-three eilver pl 
foraee platee ea sect; 180 deg rotation; isolantite 
ine; solder lug term; base mtg by four mtg atude 
1/4"-20 tha 1" 1g on 5/32" x 213/16" mtg/c. 


16-C-63349-3351 


317 


cw 


ES0-639083 fea 5 


QJA 


Con't 
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TYPE E s ‘ s NTRACTORS EQUIPMENT 
DESIGNATION NAME. AND DESCRIPTION on'sree wo f 9 JAN NO | TATOO NON stock ‘No srock Ne | stock No |MFGR ee aoe macion| “oR par we” | useD iN 
a =| ee ceaae bon ana b bases 
~hbebe5 CAPACITOR, FIXED: 3/6/45 RELGALL T 
pelystyrene dielectric; 6 maf; 5000 vdow; 2 3/32" Ig) Big h | H H 
Ix 1 3/4" wd x 13/16" h; molded polystyrene case; 2 
exial metal plate term ea w/two 0.120" dian mtg holes, ! 
as | Al | 
482825 -~10 CAPACLTOR, fixed: 3/6/45 R 4BAKKZ 16-0-5956@-1101 cRv | UC-3407 crv | M-33300-lrev3 | SD \ 
NT-482825 w/6 omf p/m 0.6 mf. figure h case 373 { 
-482826 CAPACITOR, fixed: 3/6/45 REN A233 CRV | 34@-216 cRV |K-97670-Srevil | SD | 
CANC LLED: for replacement use NT-451755. 16040 ean ices i 
~482827 CAPACITOR, variable: 3/6/45 16-C-§8626-82h1 CHE ORY | P-720990-2rev9 
air; plate meshing type; 2.8 to 17.5 mmf; SLC; 500 
vdew; 23/32" lg x 1 5/16" wa x 1 9/32" h shaft 1/4" 
diam x 1/2" 1g bushing 13/32" 1g x 5/16"-32 tha; ; 
round shaft; five ailver or gold pl brass plates; 360) 
deg rotation; cera ic ine; post te m for stator, lug { 
te m for rotor on LH side; single hole mtg by 5/16" 
diam mtg bushi g. ci 
4 
-482828 CAPACITOR, fixed: 3/6/45 R YBAZ41 16-C-19714 -7851 OME =| 3D599G1 czO | 520k1eal PER 
felectrolytic; 20 mf; 200 vdew} working temp range JAN-C~62 
° 
inus 20°C to plus 65 C; case 2 1/4" lg x 1" diam; elec 
HS etal case; two solder lug term 1/2" h on top. | 
seceeaciace na = 
~482629 CAPACITOR, fixed: 3/7/45 RENBAL63 H | 
paper dielectric; 100,000 mmf plus 10 inus 3%; 400 | RE13AKGS 
vdew; cardboard case; case 1. 5/8" 1s x 9/16" dian; 
f 
wax impr and filled; two axial wire leada; no int gnd| | } 
eonnection, | | 
_- _ _ 1 
CAPACITOR, FIXED: 12/26/47 16-C-45773-8215 CMA |TP-423 CaN {810982 QFA-3 | 
Qe Ak 
Navy Type 482829 w/100000 amf p/m lef. oa 
-482829-20 CAPACITOR, fixed: 3/7/45 REGBAL63 16-C-45805-6640 DALOO-242 CSL | S-0238 CSL |P-5197iseA SP-1M 
_[ Nt -#82829 w/100,000 mmf p/m 20%; for cardboard use, |REL3A483 ae ; | 
a ~C~45805-66 CAW |P488 CAOR |H-1007-11 chg 0 }1S-673/U 
-482629-20 CAPACITOR, fixed: 3/7/45 RB4GALG3 2.6~C-45805-6630 pent: 
SM~3 
INT-482829 w/100,000 mmf p/m 20%; for molded phenolic |RE13A483 
Cage, ass 2 ere SMe 
-482830 CAPACITOR, fixed: 3/7/45 REHBAY3 
sulphur; 30 mmf; 10,000 vdcw, 1400v RF peak, max cur 
8 amp, 30 kva max; case 4 3/8" lg x 3 1/4" wi x 
3 1/4" bn; base mati cast alum, casi g atl brass 
tubing; one gtud term on top; two 0.281" diam holes 
ea end of base 3 13/16" ¢ to c; works uniformly from 
0 to 100 me. 
Con't 
{ | ps os 
A 
| _t 
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Ni, 7 — 7 ENT 
ope NAME AND. DESCRIPTION porate | amalne pepe Se Gag aa Ta Be signe eae a] Maur cramer | ieee. |p couteicraes oe | Sy 
-482830-5 CAPACITOR, fixed: 3/7/45 REYBANY3 16-C 56454-4341 CRV } UC-3286 CRV 1M-31369-501 sp-a(2) 
nr-482830 w/30 mmr p/m 5f. case 367 rev 0 | sp-2(2) 
-482831 CAPACITOR; variable: 3/1/45 16-C-594@7-1811 |N16-C-12235-15 | R16-c- CHC | BF cRV | P-720950-15,20 | sa-3 
air; plate meahing type aingle sect; 3.6 to 35 mf; 12192+400 cRV rev9 | SD-5 
SLC; 500 vdew; 7/8" 1g x 1 5/16" wi x 1 3/16" b shart CHC 
1/4" diem x 3/4" 1g bushing 13/32" 1g x 5/16"-32 thd; 
round shaft; ten silver or gold pl brass plates; 360 
deg rotation; ceramic ins; post term for etator, 
rotor gnd; single hole mtg by 5/16" diam mtg bushing. 
~482832 CAPACITOR, variable: 3/8/45 16-C-63499-5501 cna | Pw-4 cam | 1000R-11 wEA-2 
air; plate meshing type, 4 sect; 12 to 225 mmf ea CBM | 869-66 JK-9 
sect; SLF sa sect; 0.018" air gap, 750 vdew; 10 9/16" CNA | B'693 QBE 
lg x 3 3/4" wa x 3 9/16" b shaft 5/16" diam x 1 5/8" QBE-2 
lg, extends from aide; dial assembled on shaft for QBE-3 
adj; nineteen plates ea sect; 180 deg counterclock- 
wise rotation; isolantite ins; four mtg holes 46-32 
tha on 1 7/16" x 2 1/4" mtg/c, base mtg. 
482833 CAPACITOR, variable: 3/8/45 16-C-60886-8501 cra |w-200 cam | 7hb-246 art 0 |WHAd2 
lair; plate meshing type, single sect; 15 to 105 mmf; CNA /|F-567 rev O JK-9 (4) 
SLC; 0.017" air gap, 250 vdew; 1 9/16" 1g x 1 19/64" QpE-1 (4) 
tam sheft assembled w/bushing and nut 1/4" diam x on 
17/32" 1g; ecdr adj; twenty-eight plates; solder lug QBE-3 (4) 
term; mtd in aluminum can w/two #6-32 thd etude 
ss ’ 
1 3/16" c toc. 
~482834 CAPACITOR, variable: 3/8/45 16-C-58652-7001 {N16-C-12310 cuc | MC-20-s cpm | 10008-27a1t0 WeA-2 
air; plate meshing type single sect; 6 to 18 omf; SLY cam | 74-91 JE-5 
0.0245" air gap, 500v AC teat; 1 21/32" lg x 1 11/16" JEA-1 
wi x 111/16" bh shaft 1/4" diem x 1/2" 1g bushing ee 
7/16" 1g x 3/8"-32 thd; rounded shaft adj; three xD 
aluminum plates; counterclockwise rotation; isolan~ Qcs~5 
tite ine; lug term; single hole mtg by 3/ " diam mtg cL-4 
bushing, or base mtg by two mtg ft ea w/one #6-32 @cM-1 
thd hole on 1 7/32" mtg/c; same as NT-482366 except Qcn-2 
has no holes tapped thru shaft. Qco 
NOTE: QCQ-1; QCR; QCS; QCT; QGA; WAA; WBA; WBA; WEB; | WFA. SEE NOTE 
4 4 
Joos z) 
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fn eee re AME AND DESCRIPTION a Me i ee ee cc 
: —t = 
482835 CAPACITOR, fixed: 3/8/45 REGGAL64 16-C-43096-1438 | N16-C-11G22 CSL | MP-4137 
paper dielectric; 20,000 mf plua 10 minue 3%; 680 RE13A488 
vdew; HS molded phenolic case; case 1 13/32" lg x 
3/4" wa + 5/16" h; wax impr; pigtail term 2" lg at ea 
dj int gnd tiona. 
end; no int g@nd connections —+ a 4 
IREXSALGL 4 
-482835-5 CAPACITOR, fixed: 3/8/45 tae 16-C-43075-1436 DBE 
NT-482835 w/20,000 mmf p/m #. path 
; == 
482835 -10 CAPACITOR, fixed: 3/8/45 RRYSALOL 16-C-43117-1438 CSL | MP-4137 CEM | 744-269 WEA-2 
NT-482835 w/20,000 mmf? p/m 10%. RE13A468 WED 
NOTE: QBE-2; QBE-3. SE NOTE 
, 
-482835-20 CAPACITOR, fixed: 3/8/45 REGBALOL 16-C-43147-6425 CSL | MP-4137 CFT | 
NP-482535 w/20,000 mm? p/m 20% RELZA4B8 1 
ates 5 z | = Loreen om cm! = 
-482836 CAPACITOR, fixed: 3/8/45 B4BA2i2 
paper dielectric; 195,000 mmf Plua 10 minus 3%; 600 RE} 3a483 
vdew; HS metal can; 1 1/2" 1g x 19/32" wa x 3 8/16" hj 
wax impr and filled; twe neoked wire term 1 1/8" 
c te c on top; no int gnd connections; ene #8-32 thd { 
mtg stud in tep ctr. 
cathe —- zie eA ee eae Sl ney SE ae | 
-482836-4 CAPACIT@R, fixed: 3/8/45 R b8a2l12 16-C 46104-8210 cw B-16224 3A cw BA-102598 iss2 | UF 
NT-482836 w/195,000 mmf p/m 4s. REL3A488 
: + tr T S —— {~ 1 ae Srey 
~4.82837 CAPACITOR, fixed: 3/8/45 REMSAZL2 1@-C-44O11-3050 
paper dielectric; 44,500 mmr plus 10 minus 34; 600 |R 13A488 
vdew; MS metal can; 3 9/16" h x 11/2" igx 19/32" 
fwd ; wax impr and filled; two hoeked wire term 1 1/8" 
« to c on top; no int gnd connectiong; one #8-32 
thd mtg etud in top ctr. T 
4 -—4 
~482837-3 CAPACITOR, fixed: 3/8/45 RE4BA212 16-C~-44011-2830 cw D-162243D cw BA-102598 iss) UF 
NT-462637 w/44,5@0 mmf p/m 3%. RE13A488 
462638 CAPACIT@R, fixed: 3/8785 ESA | 16-C-36142-1779 
mica; 99,4@0 mmf; 200 vdcw; case 2 1/k" 1g x 11/16" 
wa x 2" h; HS potted metal can; two 25/32" lg ings 
wire;term on tep; two mtg ft ea w/slot 0.152" x 1/8", 
slote 2 1/k" c toc. 
L = + t 
-482838-» 1/2 |CAPACITOR, fixed: 3/8/45 R ABALLL 16-C~36142-1779 cw D-168688 cw BA-102959 ies 1| UF 
NP-482838 w/99,400 mf p/m 1/26; temp coef itr D. LL 
a 1 << 2 
i 
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NAVY OW. N E - TORS DWG QUIPMENT 
R DESIGNATION NAME AND DESCRIPTION on sree wo | = YAN NO | STRIP NOY | crock No stock ‘wo | “stock NO” [MFCR [Pca “NuMBER [racron| “Con Pant HO. | USED IN 
-482839 CAPACITOR, fixed: 3/8/45 REWBALSH 16-C-22309-1584 3DB1000-6 CAW |AEF-15-1000/ |cW |pa-102759isei_ | ur 
electrolytic; two sect; 1000/1000 mf; 15 vdcw; RE13A549 1008 
working temp range minus 20°C to plus 65°C; case 3” csF | D6850 
lg x 1 3/8" diem; metal case; three solder lug term 
1/2" h on top; four mtg luga 1/4" h spaced 90 deg on 
1/2" rad circle 
-482 40 CAPACITOR, fixed: 3/8/45 REWBA212 16-C-44616-1824 
paper dielectric; 60,000 mmf plus 10 minus 3%; 600 RE13A488 
vdcw; HS metal can; 3 9/16" h x 1 1/2"18. x 19/32" 
fwd ; mineral oil impr and filled; two hooked wire 
term 1 1/8" c to c on top; no int gnd connections; 
lone #8-32 thd mtg atud in top ctr. 
-482840-7 CAPACITOR, fixed: 3/8/45 REW8A212 16-c-44606-9810 cw | D-161550 cw | BA-102677 UF 
NP-482840 w/60,000 omf p/m 7. RE13A488 
-462841 CAPACITOR, fixed: 3/8/45 REGA213 16-C-49238-8670 
paper dielectric; 2.16 mf plus 10 minus 3%;200 vdew; |RE13A488 


HS metal can; case 4 1/2" hxii/2"1lg x1"wl jwax 


impr and filled; two hooked wire term on top; no int 
@nd connections; two #8-32 thd mtg atuds 1" c to c on 
to) 


ctr line. 


Meee oe hr =e Nie) oe ce 


-482841-1 CAPACITOR, fixed: 3/8/45 REWBA213 16-C-#9238-8570 cw | D-164958 CW | BA-102706isel 
NT-462841 w/2.16 mf p/m 24. RE13A488 
-482842 CAPACITOR, fixed: 378705 [RELEACIS 16-C-52883-7416 
paper dielectric; two sect; 20,000/20,000 umf plus fRE13A488 
10 minue 3%; 600 vdcw; BS metal can; 11/2" 1g x 1" 
wd x 3 9/16" h; oil filled; three hooked wire term 
9/16" c to c on bottom; no int gnd connections,one 
aide of ea sect common; two mtg studs on bottom 
"ic toc 
-4 2842-15 CAPACITOR, fixed: 3/8/45 REW8A298 16-C-52886-4257 cw | D-162002 CR |BA-102641isel | UF 
WT-482842 w/20,000/20,000 mmf p/m 154. RE13A488 
at } 
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NAVY TYPS 
DESIGNATION 


NAME AND DESCRIPTION 


T Navy awe 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


esa 
sTOCK NO 


ASO 
STOCK NO 


SIGNAL CORFS MANUFACTURER'S | Con. | CONTRACTOR'S owc | EQUIPMENT 
STOCK NO 


MFGR | BART NUMBER |rractor OR PART HO USED IN 


8284 3 


CAPACITOR, fixed: 3/8/45 
paper dielectric; 3 mf plus 10 minus 3%; 250 vdew; 


HS meta) can; case 3 9/16" bh 2 1 21/32"1g x i 1/2" 
wi ; wax impr and filled; two hooked wire term 


1 1/16" c toc on top ctr line; no iat gnd connect- 
dona; two #8-32 thd mtg studs 1” c to c on top ctr 
line. 


RE4BA213 
RE13A488 


16-C-49550-9827 


cw | 231A 


L— 


~482B43-15 


1 
CAPACITOR, fixed: 3/8/45 


nT-462843 w/3 me p/m 19. 


——+ 


RE4BA213 
RE13A488 


16-C-49589-1110 


— 


cw | D-162246 CW | BA-10259%6iee1 | 
CW | LA-70018419822 


{uw 
F -4B2BNY 


(CAPACITOR, VARIABLE: 3/9/45 


lair and mycalex; plate meshing tyre, 4 sect, 5 


5 term; 
term 1,2,3 or 4 to gnd, 5.3 mmf, term 1,2,3 or 4 to 
5, 0.75 to 2.25 mmf when rotating, term 1,2,3 and 


4 to 5, 6.0 mmf, term 5 to gnd, 9 mf; 0.0155" air 
gap; 2.1/2" diem x 1 45/64" @ FMS, shaft @.245" diam 
x 5/8" 1g; round shaft adj; l rotor plate, wycelex or 


mycalite, 2 atator plates, ateel, 1 divided into 4 
sectors; 5 stud term; 3 mtg holes #6-32 thd, 5/16" 4 


arranged in circle 12@ deg apart; same ao Navy Type 


483131 except fer length of shaft and term. 


pL6-C-63451-3331 


N16-C-12737-100 | 


GW D-T50735_ Cw |BA-100057 Tas 1 
CAKQ CRP |¥35-5147 sud ® /MK-8 Mog 3 
MK-16 
MK-18 


-482845 


CAPACITOR, fixed: 3/9/45 

paper dielectric; 400,000 mmf plue 10 minus 3%; 600 
vdew; HS metal can; case 9/16" wix 1 3/4"tg x 1 7/8" 
h; oil filled; two rivet lug term, located on bottom} 


no int gnd connections; channel mig wkt w/two 0.144" 
diam mtg holes 2 1/8" c toc. 


RE13A488 
RE4BA325 


16-C-46896 - 2852 


-4.82845-10 


CAPACITOR, fixed: 3/9/45 
NT-482845 w/400,00@ mmf p/m 10%, _ 


RE13A488 
REKBA325 


16-C-46917-2852 


W16-C-11344-76 


car | 7725BR cw | BA-26248-1iea2 | SS 
sV-1(2) 


~4B2846 


—s 


CAPACITOR, fixed: 3/9/45 

paper dielectric; 750,000 mmf plus 10 minus 385 600 
vdew; HS metal can; case il/le"wix 1 5/16" lgx 
29/16" h; ofl filled; two rivet lug term, located on| 


wottem; no int gnd.connections; channel mtg bkt w/two 
5/32" x 3/8" slots 1 15/16" c toc. 


RE13A488 
RELBA325 


16-C-48226-1055 


~482846-10 


CAPACITOR, fixed: 3/9/45 
NT-482846 w/750,000 mmf p/m 10%. 


RE13A488 
RE4BA325 


16-C-48247~1053 


[ 


car | 790aB Cw | BA-26248-21se2 | ss(2) 
SV-1(2) 


f— 


[ 


RESTRICTED 
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SHEET 48-857 


RESTRICTED 


NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


1 


NAVY DWG 
OR SPEC KO JAN. NO 


STANDARD NAVY 
sTOcK NO 


I 


Eso 
sTOCK NO 


Aso 


SIGNAL CORPS 


sTocK NO STOCK NO 


-4828h7 


CAPACITOR, fixed: 3/10/45 
paper dielectric; S\mf plue 10 minus 3%; 600 vdew; 
BS metal cen; case 2 5/8" 1g x 1 3/16" wd x 4 1/16" 


In o/a; 011 impr and filled; two ceramic ine stud 

term 1 3/32" h located on top 3 1/8" c to c; no int 
gna connections; two mtg fl on bottom of case ea with 
two 0.213" diam mtg holes 13/32" apart, 3 1/8" c toc, 


RELBA159 
FRE13A488 


16-C-50316-6455 { 


a 


Meron | MANUFACTURER'S 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


CG 23F5 


CG 
CBM 


Tht -275 


QBE 
QBE-1 


-482848 


CAPACITOR, variable: 3/1/45 

air; plate meshing type single sect; 2.6 to 14 mmf; 
SLC; 500 vdew; 23/32" lg x 1 5/16" wd x 1 3/16" b 
shaft 1/4" diem x 1/2" 1g bushing 13/32" 1g x 5/16732 
thd; round shaft; four silver or gold pl brass plates} 


360 deg rotation; ceramic ine; post term for stator, 


lug term for rotor on RH side; single hole mtg by 
5/16" diam mtg buehing. 


16-C¢-58425 -9686 


CHC |HaF 


CRY 


P-720950-lOrev9 


SA-1 
SA-2 


482849 


CAPACITOR, variable: 3/7/45 

air; plate meshing type single sect; 2.6 to 14 mmf; 
SLC; 500 vdew; 23/32" lg x 15/16" wd x 1 3/16"h 
shaft 1/4" diem x 1/2" 1g bushing 13/32" lg x 5/16"- 


32 thd; round shaft; four silver or gold pl brass 
plates; 360 deg rotation; ceramic ina; post term for 
stator, rotor term gnd; single hole mtg by 5/16" 


diam mtg bushing. 


16-C-58425.9666 jN16-c-12215-9 


R16-C- 


11892-500 


CHC | BF 


CRV 


P-720950-17rew9 


SA-3 
sD-5 


-482850 


482851 


CAPACITOR, fixed: 3710785 
CANCELLED: uee NT-482835. 


CAPACITOR, fixed: 3/10/45 
electrolytic; three sect; 8/8/8 mf; 450/450/%50 vdew; 
( working temp range minus 20°C to plus 65°C; case 
4 1/2" 1g x 1 3/8" diam; tubr aluminum can; four ins 


wire leads 8" 1g, 1/2" of ends ekinned and tinned; 


RELBA337 
RELZA549 


three leads pos, 1 neg; thd mtg neck 7/16" lg x 3/4" 
diam w/palnut, 3/4"-16 thd ecrew base. =] 


16-C-22460-1269 


CSL [MR-"137 


KR-5888A 


Tah-269 


74h-354a1 tO 
BA-10234-51882 


QBE-1 
JK-1 


QBE-1 
OBC 


RESTRICTED 


SHEET 46-857 
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IHSAVN 


mei 


S 


nae 


SHEET 48-858 


RESTRICTED 


NAVY TYPE 


[sever 


DESIGNATION 


~h82852 


= ———— 


NAME ANDO DESCRIPTION 


CAPACITOR, variable: 3/12/45 
alr; plate meshing type eingle sect w/trimmer; 2.8 
to 17.5 mmf; SLC; 500 vdew; 1 1/32" lg x 1 5/16" we 
x1 3/16" bh shaft 1/4" diam x 1/2" 1g buahing 19/64" 


lg x 3/8"-32 thd; round shaft, trimmer shaft scdr 
adj, five eilver or gold pl brass plates trimmer has 
2 brass diska; 360 deg retation; ceramic ins; pest 
term for etator, rotor gnd; single hole mtg by 3/8" 
diam mtg buehing or twe 1/8" dtam hoies for mtg on 
front end plate; etd CHC type MF Capacitor v/stud 
and disc Soldered te atater and dit sesem screwed te 
base helding thd oetud and diec; immediate part of 
NT-6ACU Receiver . 


NAVY ows | 
oR SPEC HO | 


JAN NO 


STANDARD NAVY 
| STOCK Ne 


NO STOCK NO 


SIGNAL CORPS || MANUFACTURER'S con. | CONTRACTOR'S OWS | EQUIPMENT 
PART NUMBER TRACTOR OR PART NG USED IN 


i 
CHO | HY Modified cR¥Y | M~433810-50lrev0] SA-3 (2) | 
} 


b 


| 482853 


CAPACITOR, variable: 3/12/45 
air; plate meshing type, singlo sect; 3% to 500 mf; 
SLC; 0.077" air gap, 2000 vdew; 9 i/8" 1g x 3 9/16" 
wh x 3.3/8" h shaft i/k" diem x i 5/8" 1g; round 
shaft adj; sixty-three aluminum plates; ieolantite 
ins; screw term w/nutea; four mtg ft ea w/one #6-32 
tapped hole ex 3 1/16" x 8 7/8" utg/c, or panel ntg 


jby three #6-32 tapped heles 90°C apart 1" radiue. 


16-C-61933-2239 


~h82854, 


‘OR, variable: a/ie/ss 
air; plate meshing type singie sect; 19 to 315 mmf; 


SLC; 0.026" alr gap, 500v DC peak; 2 7/8" lg x 
2 i/o" wi x 2 13/32" bh shaft 1/4" diem x 1 1/2" lg; 


rounded shaft; twenty-seven aluminm plates; 360 deg 
rotation; igelantite ine; lug term; two tapped holes 
#632 tha fer base mtg on 1 1/16" mtg/c or two 13/32" 


{stand-off ins w/ecrew fer panel mtg on 1 3/16" mtg/ 
H poses ae 


i ONA | aws-300 CAM | 1000E-iGaite | ue (2 
| CBM | 893-44 QBE-1 
| 
1 
i 
i 


§ 


482855 


CAPACITOR, fixed: 3/12/45 
paper diebectric; 6000 mmf plue 10 minus 3p; 1000 
vdew; BS metal can w/ine tube; case 1 3/16" ly x 


9/16" diam; ineco oll "A" tmpr and filled; two axial 


RELBALOS 


~482855-10 


CAPACITOR, FIXED: 12/26/47 
Navy Type 482855 w/6000 omf p/m 10%, 


Mk-32 Mod] 


~482855-20 


CAPACITOR, fixed: 3/12/45 
np.#82855 w/600@ mmf p/m 20%. 


/REABAIES 
| 


116-¢-41629-7792 


[ 


dt 


+ 7 
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SHEET 48-859 


RESTRICTED 


NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


| Navy pwe 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


Eso 
STOCK NO 


ASO 
sTOCcK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


-482856 


CAPACITOR, variable: 3/13/45 

air; plate meshing type, dual sect; four stator, twe 
rotor; 75 umf max between rotor snd any stator, 10 
umf min; sinusoidal freq characteristic; 500v AC test; 
4 3/8" 1g x 3" diam shaft, extension type w/ine 
coupling 1 3/16" 1g o/a x 1/4" diam; adj by shaft 
tongue 0.1246" 1g by 1/8" d; two seven plate stators, 
one six plate rotor, nickel pl brass plates ea sect; 


mycalex ins; solder lug term; panel mtg, mtg plate 
3" diam on four support posts 7/8" 1g w/three mtg 
posts ea w/#20-32 tapped hole spaced 120 deg apart 
on 3/4" rad. 


16-C-63460-1001 


CBK 


PL-7266 


Cw 
Cw 
cDO 


ESO-6338221880 
KS-85341ae4 
DD5013iseD 


=} 
MK-3 Mod2 


482857 


CAPACITOR, fixed: 3/13/45 
paper dielectric; 4 mf plue 10 minus 5%; 600 vdew; 
HS metal can; case 3 1/2" h x 2 1/2" wi x 1 3/16" 
thk; mineral oil impr and filled; two stud and nut 
term on por pillare 1" h x 11/8" ¢ toc on top; no 
int gnd connections; two removable "J" mtg bkt ea 
w/#10-32 thd mtg stud 2 3/4" c toc. 


RE48A286 
RE13A488 


16-C-499k7-9910 


~482857-10 


CAPACITOR, fixed: 3/13/45 
Nr-482857 w/4 mf p/m 10%. 


RE4Y8A286 
| RE13A488 


16-C-49957-5956 


3DBH-130 


ceTD 


‘TRS-~604_-H 


ow 


ESA-682052-92 
fig — 2 


MK-3 Mod2 


~482858 


CAPACITOR, fixed: 3/13/45 


CANCELLED: use NT-482418. 


RELSA294 


CAW 


AZ-1090 


cw 


BA-10194-101iss7 


MK-3 Mod2 


-482859 


CAPACITOR, fixed: 3/13/45 
mica; 100 mmf; 2,500 vdcw; case 1 1/4" lg x 1 1/8" wa 
x 23/64" thk; molded low loss bakelite case; two lug 


term ea w/one 0.173" diam hole; two mtg holea in 


case 0.144" diam on 1 5/16" c toc. 


REYAA221 
16cho 


-482859-A3 


CAPACITOR, fixed: 3/13/45 
NT-482859 w/100 omf p/m 3%; temp coef ltr A. 


REYBAZ21 
16cho 


16-C-28552-2773 


cD 
CAN 


4.53010 
H-5310 


$35-51191isel 


SG (2) 
SG-1 (2) 
SG-28 (2) 


-482859-B20 


CAPACITOR, FIXED: 5/25/48 
Navy Type 482859 w/100 mmf p/m 204; temp coef 
letter B. 


JAN-C-5 CM45B1LOiM 


16-C-28564-6196 


TEC 


}—- 


. 


}— 


RESTRICTED 
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RESTRICTED 


ee NAME AND. OESCRIFTION Seah ant | A |e ia yg ek [RENAE aan imran | SAnuengnpnR aca) eenlenetae OM organ 
7 T 
- 482660 CAPACITOR, fixed: 3/14/45 RE13 A468 16~C-15801.-9492 CSL | XEMREW6-.1 CRP | S-35-53l2 iss 3 
paper dielectric; 100,000 mmf plue 20 minus 10%;60e {RP48A325 
vdcw; HS metal can; case 11/16"wd x 1 5/16" le x 
1 7/16" hs oil filled; two rivet lug term, located 
on vottom; no int gnd connectione; channel mtg vkt 
x/two 5/32" x 3/8" slots 1 15/16" c toc. i 
-482860-10 CAPACIT@R, fixed: 3/14/45 REL3A483 16-C-45777-1663 |N16-RC-13830 CSL | XKMRBW6-.1-10 | CW BA-10071-100 SL 
nT-482660 w/100,000 umf p/m 104. RELBA325 cD WAB6010 faei2 SL-a 
cer |79098 SL-i 
oe 
-482861 CAPACIT®R, fixed: 3/14/45 REGGA3O7 16.C-51.262-3916 
paper dielectric; 7.5 mf plue 10 minus 3%; 330 vacw; |RE13A488 
HS metal can; case 5 19/32" ig x 2 9/16" diam; 
pyrenol impr; two radial wire lead term 20" 1g; no 
int gnd connections; cylindrical mtg bkt 2 5/8" diam 
w/fl curved on ? 5/f" radius w/twe 0.213" diam holes 
11/4" ¢ to ¢; for replacement use NT-482861-A. | 
-462861-5 CAPACITOR, fixed: 3/14/45 RE4BA307 16-C-51241-3910 co | airaia CG =| K-8355127revll |sL (2) 
NT-482661 w/7.5 af p/m 5h. RE13A488 SL-a (2) 
NOTE: SL-1 (22); SM. SEE NOTE 
a | aig =I —-| | 
-482861-A CAPACITOR, fixed: 3/14/45 REYSA307 16-C-51262-3915 
paper dielectric; 7.5 mf plus 10 minus 3%; 330 vacw; }RE13A468 
HS metal can; case 5 19/32" lg x 2 9/16" diam; 
pyranol impr; two radial wire lead terms 2" 1g; no 
int @md connections; cylindrical mtg bkt 2 5/8” diam 
w/fl curved on 2 5/8" radius w/two 0.213" diam holes 
11/4" c to c; same ae NT-482861 except term leads 
2k" Ig. 
~462861-A5 CAPACITOR, fixed: 3/14/45 RELBA307 16-C-512u1-3915 | Too | e1rahh CW | K-6355127revll | SL 
_[WT-480861-A_w/7.9 wf p/m 5h. REL3A4E6 : i SL-1 
482862 CAPACITOR, fixed: 3/14/45 RELGALLT ca | e5F774 CRP | 35-5081 wD-2 
CANCELLED: same as NT-482737. RE13A468 
fe oo an = a zs =e 
L i 


RESTRICTED 
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NAVY TYPE 
DESIGNATION 


SHEET 48-861 


RESTRICTED 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


Es 0 
STOCK NO 


ASO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MEGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTO! 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


-482863 


CAPACITOR, fixed: 3/14/45 
paper dielectric; 670,000 mmf plue 10 minus 3%; 120 
vacw; HS metal can; case 13/16"¥d x 15/16" ex 

1 15/16" hj chlorinated diphenyl impr; two rivet lug 
term, located on top; no int gnd connections; 
chennel mtg bkt w/two 5/32" x 3/8" elote 1 15/16" c 


to c. 


REL3AL88 
RELBA326 


16-C-47905-5360 


-482863-10 


CAPACITOR, fixed: 3/14/45 


NT-32863 ¥/670,,000 mmf p/m 10%. 


RE13A488 
RHHBA326 


16-C-47909-5560 


cG 


NP-105186-AC 


CRP 


| 


S-35-5184iaaO 


vD-2 


-482864 


CAPACITOR, variable: 3/13/45 
air; plate meshing type single sect; 3.5 to 5.75 
mmf; SLC; 0.0245" air gap, 300 vdew; 11/16" 1g x 
1 7/32" wi x 15/16" h shaft 1/4" diam x 11/2" 1g 
bushing 19/64" 1g x 5/16"-32 thd; round ehaft; two 
ailver pl brass platee; 180 deg rotation; ceramic 


ins; poet term for stator, lug term for rotor on top; 


single hole mtg by 5/16" diem mtg bushing, 


16-c-58047-8624 


T-7249B 
modified 


CD-1131lisaD 


LU-3 


~4.82865 


CAPACITOR, fixed: 3/13/45 
electrolytic; 10 mf; 450 vdew; working temp renge 
minue 20°C to plus 65°C; case 4 3/8" 1g x 1 3/8" 


diem; metel case; two wire leads 8" lg on top; term 


ine from can; mtg neck 5/16" 1g, 3/4"-16 thd, w/lock- 
washer and nut. 


RELB ALLE 
REL3A549 


~482866 


CAPACITOR, fixed: 3/13/45 
electrolytic; 50 mf; 25 vdcw; working temp range 
minu.; 20°C to plue 65°C; case 2 9/16" 1g x 1” diam; 


metal case; two wire leads 8" 1g on top; term ine 


from case; mtg neck 7/16" 1g w/palnut. 


REKBALLE 
RE13A549 


16-C-19569-1037 


3DF6022 


cD 


EB-9100 


16-C-19956-7021 cD | KR-105 UL 


-482867 


CAPACITOR, fixed: 3/13/45 
ceramic dielectric; 500 mmf; var temp coef; 350 
vdcw; case 11/16" 1g x 5/16" diam; two axial wire 
leads w/1/8" hook on ends; brass buehing casing 
#12-28 tha x 9/32" 1g, 3/32" thk hex nut incl, 


5/16" across flats; ceramic ins; add suffix 


indicating capacity tolerance in per cent. 


REMGALLT 
fig 1 


-482867-20 


CAPACITOR, fixed: 3/13/45, 
NT-462867 w/500 umf p/m 204, 


REYBALLT 
figl 


16-C-18209-8646 


IN1L6-C-8304-1 


3D9500-179 


CRY 


High "K" 


CRV 


K-887883-lrev6 


MAR 


RDR 
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SHEET 48-862 


— 
NAVY TYPE NAVY DWG 7 STANDARD NAVY Eso ASO SIGNAL CORPS MANUFACTURER'S: Con CONTRACTOR'S DWG E@UIPMENT 
DESIGNATION NAME AND DESCRIPTION @R SPEC NO JAN NO STOCK NO stock NO STOCK NO srock No {| MFSR/ part NUMBER |rRacton oR PART NO USED IN 


ae aed +. x =f + 


~482868 CAPACIT@R, fixed: 3/13/45 RELGALLT 
ceramic dielectric; 1500 mmf; var temp coef; 350 fig i I | ) 
ydow; case 11/16" 1g x 5/16” diam; two axial wire | 
Leada «/1/8" heok on ends; brass bushing casing 
#12-28 tha x 9/32" 1g, 3/32" thk hex nut incl, 5/16" 


across flats; ceramic ina; add suffix indicating H 
capacity tolerance in per cent. J H | J y 


MAR 


be 


~482868-20 CAPACITOR, fixed: 3/33/45 jRelGAlt7 16C~18785-8646 | CRV | Wigh "K" cRV 
lavy Type 482868 4/1500 mmf p/m 20%. Pa 

-4.82869 CAPACIT@R, fixed: 3/13/45 IRELGAULT 
ceramic dielectric; 1800 mf plua 90 minus 20%; var fig l { CAUZ 


temp ceef; 350 vdcw; case 0.68" 1g x 0.312” diam; CRN 


K-687883-3rev8 | MAR 


C-U45A-2 


two axial wire leads ¥/1/8" hook on enda; mts by CRY 
vrasd bushing #12-28 thd x.9/32" 1g, provided. w/3/32" 
thk hex nut, 5/16" across flats; ceramic ins; add | 


suffix indicating capacity tolerance in per cent. 


T a t = 


-482869~-20 CAPACITOR, fixed: 3/13/45 IREAB ALY 116-0 -28849-8648 W16-C -8360 3pA1.800-8 MAR (20) 
INT-482869 w/1800 mons p/m 208. figt | RDR (18) | 


CRY K CRY | K-887893-6rev8 | MAR 


-482870 CAPACITOR, fixed: 3/13/45 RERBALLT 
ceramic dielectric; 10@C mmf plus 96 minus 20%; var fig3 cLe | c-&50a-2 | 
temp coef; 350 vdew; case 11/16" ig x §/16" diam; 


tewo axial wire leads, one straight 27/64" lg, the 
other w/ 1/8" hook extending 17/64" from case; mte by 
brass bushing #12-28 thd x 9/32" lg, provided 

w/ 3/32" thk hex nut, 5/16" across flate; ceramic ine, 


3 t 


3D4l. 890-15 


182870 -20 TAPACTT@R, FIXED: 3/13/45 EUBAGLT 6-C-18849-G64us INLG-C-2362 
ANCELLED: use Navy Type &52370. fig 3 


eS _— Si : a = 
~482872 CAPACITOR, fixed: 3/13/45 RELBAMLT 16-0-18852-9901 | cRV | High "E" cRV | K-887883-7 rev 6) MAR 
titanium oxide impr ceremic; 1600 mf minus 20 plus | i 
5@4; var temp coef; 350 view; case 11/16" lg x 5/16" | 
diam; two axial wire leads, 1 straight 5/4" 1g, the | | | 


other w/ i/8" hook extending 11/64" from case; mte dy! 
brase bushing #12-28 thd x 9/32" 1g, provided with } 
3/32" thk hex nut 5/16" across flats; ceramic ins. i 

ae me | | =| 
-482871-20 CAPACITOR, fixed: 3/13/45 RELBAGLT, 16-€-18849-8660 MAR 
NT-482871 w/1800 mmf p/m 206. Pigh 


- ss SHEET 48-862 
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Bae a, NAME ANO DESCRIPTION Seiad cancel. | Umea AE eee Res oak Gen a Mata Pane ron [Mae gates eee] rier ee a cea | 
-482872 CAPACITOR, fixed: 3/13/45 REYOALLT 16 -C-18852~-9906 cRV |High "Kt CRV |K-887883-8rev8 | MAR 
ceramic dielectric; 1800 mf plus 50 minus 20%; var figh 
temp coef; 350 vdcw; case 11/16" 1g x 5/16" diam; two 
laxial wire leads, one straight, 27/64" 1g, other | 
w/ 1/8" nook extending 11/64" from case; mts by | 
brass bushing #12-26 tha x 9/32" lg provided w/ 3/32" 
thk hex nut 5/16" across flats; ceramic ine, 
-4.82872-20 KAPACITOR, FIXED: 3/13/45 RELBAYL7 16-C-1 6849 -B6h6 3DA1. 500-9 MAR 
PANCELLED use Navy Type 482872, fig h 
-482873 CAPACITOR, fixed: 3/14/45 [REY8A110 16-C-51458-2930 |N16-RC-14488 
lpaper dielectric; 6 af plus 10 minus 3%; 660 vacw; IREL3A488 
IHS metal can; case 4 5/8" nh x 3 3/4" gx 2 15/32"wa 
ofa; pyranol filled; two solder lug term 1/2" h 
located on top, spaced 2" c to c} no int gnd connec- 
tions, 
-482873-10 |CAPACITOR, fixed: 3/1k/h5 RELBAL10 16-C-51478-2191 |N16-c-11640-10 cc) l21F50-63 |CRP 135-5177 be 
NT-482873 w/8 mf p/m 10%. RE13A468 
-462874 CAPACTTOR, fixed: 3/14/45 IRELBA363 1.6-C- 45752-3910 
paper dielectric;100,000 mmf plus 10 minus 3%; 350 |RE13A488 
lvdew; HS metal can; case 1 3/4" 1g x 11/16" diam; o12 
impr and filled; one ins wire lead 6" 1g w/term on 
end; one side gnd to can} one tangential mtg bkt w/ 
! 13/32" x 1/4" mtg slot. A 
~482874-10 CAPACITOR, fixed: 371k a5 REVEA3E3 16-C-15773-3910 cer |51he cra |A-B862B1000-32B |¥D-2 
NP-482874 w/100,000 mmf p/m 10%. |RE13A488 ie60 
-482875 CAPACITOR, fixed: 3/14/45 ELGA221 
mica; 1400 mf; 600 vdew; case 1 1/4" lg x 1 1/8" wa | 16ChO 
x 23/64" thk; molded bakelite case; two lug term ea 
w/one 0,173" diamhole; two mtg holes in case 0.144" 
diam on 1 5/16" c toc. | | | 
~462875-A2 CAPACITOR, FIXED: 10/14 /h7 [REYGADOT 16-C-33961-O391 = CRP 35-5109 VD 
Navy Type 482875 w/14000 mmf p/m ob; temp cosf letter FREL3A389 VD-1 
A. 
-482875-A3 1/2 |CAPACITOR, fixed: 3/14/45 IRE4GA221 16-C-33986-1690 CSL [xe CRP |S-35-5415revO =| yD-2 
INT-462675 w/14,000 mmf p/m 3 1/2%; temp coef ltr A. |16ChO cD 4 
can |z 
7482075-B2 —*[CAPACTT@R, FDOED: 923747 16-C-33981-8396 SL [XQ CRP [35-5109 ST 
Navy Type 462675 w/14000 mmf p/m 2; temp coef letter 
Be 
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ai "3 | cox. | contractor’ EQUIPME: 
DESIGNATION NAME AND DESCRIPTION on src wo} JAN NO | STARE Vow | stock ‘No ts stock wo | Steck WO TMFSR | RnT “NUMBER rmcton| on PART WO | USED. IN, 
-482876 CAPACIT@R, fixed: 3/16/45 REMGA221 [ 
mica; 5,500 mmf; 600 vdcw; case 1 1/4" lg x 1 1/8" wa} 16ChO | 
x 11/32" d; molded bakelite case; two lug term ea | 
w/one 0.173" diam hole; two mtg holes in case 0.144" 
' 
‘ i 
_ diam 1 5/16" ¢ to c. ~_ | ; : 5 \ lies | 
~482876-B3 CAPACITOR, fixed: 3/16/45 | Re4aAz21 16-C-32798-9752 CAN | EL ? vD-2 
NT-482876 w/5,500 mmf p/m 3%; temp coef itr B. Lack cp | ut 
-482877 CAPACITOR, fixed: 3/16/45 RELEA233 
mica; 1400 maf; 500 vdew; case 1 1/16" ig x 15/32" wa] JAN-C-5 
max x 7/32" thk max; molded bakelite case; two axial 
[wire leads, ; i 
~482877-D2 CAPACITOR, fixed: 3/16745 RELGAD33  {CMaSb1keG Y6-C= 31849-5122 \erw fBsC ‘i VD-2 
NT~482877: w/1,400 mmf p/m 2%; temp coef ltr D. JAN-C-5 cD 2R ; _ 
-482877-F2 CAPACIT@R, FIXED: 1/14/48 RE4BA233 316-C-31449-5133 CFwW } BSC CRP } 35-5099 yD-2 
Navy Type 482877 w/1400 omf p/m 2; temp ceef 
letter F. | 
-482878 CAPACITOR, variable: 3/16/45 16-C-61976-2471 CAG 539K CBM [561-21 QcR 
lair;plate meshing type, single sect; 40 to 1000 mf; cBM  |769-9 oK-2B 
SLC; 800v DC peak; 6" 1g xh 3/8" wa x4 7/16" h oK-5 
| 
shaft 1 1/16" lg x 3/8" diam; round shaft adj;thirty- ! MN-13 
Inine plates; 160 deg rotation; ceramic ina; solder MN-13e 
: ' 
lug term; three mtg studs:for panel mtg. ace-5 
OTE: QCD; WCI-5; QCI-6; QCL-4; QCL-53 QCN-21; QCN-323 GcO-1; Qcq-2; acd. | LL SEE NOPE} 
-482879 CAPACITOR, fixed: 3/17/45 RE4BA139 16-C-4.8801-6357 
paper dielectric; 1 mf plus 10 minus 3%; 1500 vdew: |REL3A488 
HS metal can; case 1 13/16" 1g x 1 1/16" wd x 4" b; 
: | 
oil impr and filled; two por ins stud term 1" h 
located on tep 3/4" c to c; no int gnd cennectiens, 
-4,82879-10 CAPACITOR, fixed: 3/1T 75 REL GAT 39 16-C- 58820-6367 CTE | 6659 cGG [AA-103z42iseD — [AN/CPN-6 
pr -482879 w/1 mf p/m 10%. IRE13A488 CIE }15SA-100 ie 
-482880 CAPACITOR, fixed: 3/13/45 REABACIL 16-C-2182h-8197 |N15-RC-12067 cD Q10 003 cert | 45512rew AN/SPR-2A 
electrolytic; two sect; 20/20 mf; 350/150 vdew; RE13A549 N16 -C-9677-13-1 i ccc | 238486271820 
working temp range minus 55%C to plus 85°C; case 
\ 
4 i/hy lg x 1 3/8" diam; HS tubr metal can; four 
bayonet term 0.355" 1g x 0.093" diam; #1 term neg, 
#3,5 term pos, #7 term no connection; plug-in mtg, 
using std octal socket. fa) a =| 
-432881 CAPACIT@R, fixed: 3/13/45 RELGALG! 16-c-41188-5121 CAV | CN20A502 cor | k55elre vc \ | 
paper dielectric; 5,000 mmf plus 6@ minus 10%; i5@ = | pw; 3aKes | CGG | 6A48529158C 
vdew; HS molded phenolic case; 49/64" 1g x 31/64" 
wa x 1/k" bh; mineral of] impr; pigteil term 1 3/8" | 
lg at ea end; no int gnd connections. ii) 
i cs 
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NAVY TYPE 
NAME AND DESCRIPTION 


DESIGNATION 


NAVY DWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


Eso 
STOCK NO 


ASO 
STOCK NO 


SIGNAL CORPS 
sTOCK NO 


MFaR 


MANUFACTURER'S | Con. | CONTRACTOR'S DWG 
PART NUMBER jrractor OR PART NO 


EQUIPMENT 
USED IN 


-482882 


CAPACITOR, fixed: 3/13/45 
paper dielectric; 500,000 mmf plus 10 minus 3%; 100 
view; HS metal can; case 2 3/8" 1g x 0.688" diam; 
halowax impr, oil filled; one wire lead term at 
pottom end; one side int @nd to case; radial mtg bkt 
at vottom w/one 3/16" diam mtg hole. 


REYBALLS 
REL3ZAL88 


16-C-47267-97h9 


-4.82882-5 CAPACITOR, fixed: 3/13/45 


NT-482882 w/500,000 mmf p/m 5%. 


REWBALLS 
RE13A488 


16-C-47246-9749 


CBV 


5328 ccT | 45507 
CGG } 8A101997revA 


AN/SPR-2A 


-4,82883 


ICAPACITOR, fixed: 3/16/45 
electrolytic; two sect; 10 mf ea sect; 100 vdcw; 
working temp range minus 20°C to plus 85°C; case 

1 13/16" 1g x 1" wa x 3/4" h; BS metal case; two 
solder lug term on side 11/8" c to c; both sect int 
gnd; two mtg ft on bottom w/ 3/16" diam holes 
21/8" c toc. 


RE48A311 
RE13A549 


16-C-21559-8878 


N16-C-9671-98 


cD 


AVL-10181 cy AVL-10181rev0 


TDD 


-482884 


CAPACITOR, fixed: 3/16/45 


electrolytic; three sect; 15/10/5 mf plus 50 minus 
1@¢; 350/350/350 vdcw; working temp range minus 
20°C to plus 65°C; case 2" 1g x 1 1/8" diam; tubr 
metal can, ins tube; 3 solder lug term on bottom 


spaced 120 deg on 0.3125" rad; neg term gnd int; 3 


mtg ears spaced 120 deg on 0,368" rad. 


RE4GA310 
RE13A549 


16-C-22428-7698 


N16-C- 9674-75 


3915-28 


¥FPT-370 cFD |160-119-3 
CWI | E-1554 reve 


~4.82885 


CAPACITOR, fixed: 3/16/45 
paper dielectric; 800,000 mf plus 10 minua 3%3 300 
vdew; ES phenolic case; case 1 3/4" bh x 1 3/4" ag x 


; 15/16" wd; wax impr and filled; two #6-32 thd stud 
and nut term 11/16" c to c on top; no int gnd 
connections; two integral mtg feet ea w/0.173" diam 
hole 2 1/8" c toc. 


RE46A161 
RE13A488 


16 -¢-48411-7738 


N16-C-11379-20 


-4$2885- 


10 [cAPACITOR, FIXED: 3/16/45 
Navy Type 482885 w/0.8 mfa p/m 10%. 


.6-C-48432-7738 


CAW 


355 Cac |COW-4 
CAG lcow-4/2 


oH-1 (2) | 


| 


~482885-A CAPACITOR, FIXED: 6/23/48 


paper dielectric; 60,000 mmf plus 10 minus 34; 400 
lvdew; BS molded phenolic case; case dimen 1 3/4" 1g 
mot incl base x 15/16" wa x 1 3/4" h,:less term, 


base 2 9/16" 1g; wax impr and filled; has two #6-32 
thd stud term 1 1/16" c to c on top of case; no int 
gnd connections; has two 0.173" diam mtg holes 2 1/8" 


c to c in integral mtg base; same as Navy Type 


|ueoaas except 400 vdcw instead of 300 vdcw, 


RE4BA181 


16-C-48412-9198 


CAW 


455 CWI |E~1552 rev 0 


ii 
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- 1 Os NT | 
NAVY TYP& NAY ANU FAG "S| Con. RS OWG ; E@UIPME! 
DESIGNATION NAME AND DESCRIPTION oR SPEC No JAN NO Svasrock. NO | stock =NO Sioce NG) SMGrock "wo |MFGR | “Parr NuMBER |teacton| “On, PART RO USED IN 
-482886 CAPACITOR, fixed: 3/16/45 RELS8A181 
peper dielectric; 10@,000 mf plus 1@ minus 3f; 300 |RE13A468 
ydcew; HS phenolic case; case 1 1/8" h x 1 3/8" lg x j 
15/16" wd; wax impr and filled; two #6-32 thd atud 
and nut term 1 1/16" c toc on top; no int gud 
connectione; two integral mtg feet ea w/0,138" diam 
mtg hole 2 1/8"'c toc. 
; cee se ~ e ‘! ee 5 scan Ue T 
-482886-10 CAPACITOR, fixed: 3/16/45 RELBALBL 16-C-45772-7738 cAW | 350 CAG | COW-1 LX-1 
NT-482886 w/100,@00 mf p/m 10%. }REL3AL68 CAW 1355 CFD | 180-122-B LX oh 
-4828877 CAPACITOR, fixed: 3/17/45 | cBN | 309 CFD | 380-j.2b-C IX-2 t 
CANCELLED T-481635. 
use N 35 : _| mie a { 
-482888 CAPACITOR, fixed: 3/17/45 REWBAL39 16-C-50320-2447 
paper dielectric; 5 mf plus 10 minus 3%; 1000 vdew, |REL3A488 
HS metal cen; caee 3 3/4" 1g x 1 1/4" wa x 4 3/k" hh; 
oii impr and filled; two por ins etud term 7/8" h, 
Ze | located on top 2" ¢ to c; no int gnd connections. 
> : : 
= -482888-10 CAPACITOR, fixed: 3/27/45 RELBAL39 16~C-50341-2h47 | NL6-RC-14465 cB} tyU-10050 CRP |S-35-527Glesl {VF 
= nT-462888 w/5 mf p/m 10%. RE13A488 i 
pana eh aa if ~~ aay | 
oO 482889 CAPACITOR, fixed: 3/17/45 RELBAL39 16-C-49176-3149 
n C 
paper dielectric; 2 mf plue 10 minue 3%; 69@ vdcw; |R¥13A468 | 
.o HS metal can; case 1 13/16" 1g x 3 1/le" wa x 2 3/h" \ | { 
t 
= h; Oil impr and filled; two por ins stud term 7/8" h | 
= located on top, spaced 3/4" c to c; no int end 
We) connection. 
> -482889-10 CAPACITOR, fixed: 3/17/45, REWBA139 16-C-49197-3099 jN16-RC-14364 3DB2. 602-1 CSF | 2538-2 cre | S-35-5276-2. VF 
— 
NT-482889 w/2 mf p/m 10%. RE13A488 
2 aan = * ae 
-482890 CAPACTYOR, fixed: B/LT/4S RE4BA139 16-C-53228-5770 
paper dielectric; 2 sectiona; 150,000 mmf plus 10 REL3ANBE 
minus 3% ea sect; &0C0/5000 vdcw; HS metal can; case 
3 3/8" lg x 1 3/4" wa x 4 13/16" hy vitamin Q impr 
and filled; one per ins etud term i. 13/16" h, located 
on tep 1 25/32" c toc, 2né term approx 7/8" h; 
both sect int gnd. | 1 : I. 
~482890~10 CAPACITOR, fixed: 3/17 fuss | ppYBAL39 16-C -53228-5940 ! 
NY-482890 w/15@,000 mmf p/m 20h ea sect. RE13AK88 
| 
Con't 
' 
L i 
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= 
NAVY TYPE NAVY DWG STANDARD $0 |. * . AAGTOR" 
DESIGNATION NAME AND DESCRIPTION OR SPEC No dan NO. stock NOW stock No stock aes SiStock wo |MFGR PART NUMBER Saaevan ne PART NO "USED IN. 
-482890-15 CAPACITOR, fixed: 3/17/45 RE4BA139 16-C-53230-4105 |N16-RC-14020 CSF |94-Vitemin q CRP | 35-527 VF 
NT-482890 w/150,000 umf p/m 15% ea sect. RE13A488 
-482891 CAPACITOR, fixed: 3/19/45 RE48A110 16-C-47276-1053 
paper dielectric; 500,000 mmf plue 10 minus 3%; RE13A488 
600 vdcw; HS metal can; case 2 1/2" h x 1 5/16" lg x 
5/8"wa; 011 filled; two solder lug term 3/4” h 
located on top, spaced 5/8" c to cj; no int «nd 
connections; 
-482891-10 [caracrtor, fixed: 3/19/45 [REABALIO 16-C-h7297-1063 |W16-C-11353-50 CSL | XKMR CRP | 35-524Sie61 ve (4) 
NT-482891 w/500,000 mmf p/m 10%. fREL3AKe8 
-482892 CAPACITOR, fixed: 3/19/45 REYBAL10 16-C-48796-1053 
paper diglectric; 1 mf plus 10 minue 34; 600 vdcw; REL3AK8B 
HS metal can; case 2 1/2" h x 15/16" 1g x 5/8" wa; 
oil filled; two solder lug term 9/16" h located on 
top, spaced 5/8" c to c; no int gnd connections, 
-482892-10 CAPACIYOR, fixed: 3/19/45 RE4BA110 16-C-4881.7-1053 |wié-Re-1k262 CSL | XKMRW6-1 CRP | 35-52k9revl vr (9) 
NT-482892 w/1 mf p/m 10%. REI3AK88 
-4.82893 CAPACITOR, fixed: 3/19/45 RE48A110 16-C-47909-5330 t 
paper dielectric; 670,000 mmf plus 10 minus 3%; 120 |RE13ak88 
vacw HS metal can; case 2" hx 11/k" 1g x 59/8" wa; 
mineral oil impr and filled; two solder lug term 
5/8" h located on top, spaced. 9/16" c to c; no int 
gnd connections; 
-482893-10 CAPACITOR, fixed: 3/19/45 REKBA110 16-C-47909 -5530 CMR | BMM306-242 CRP | 35-5269 vWF (12) 
NT-482893 w/670,000 mmf p/m 10%. RE13A488 
of 
-482894 CAPACITOR, fixed: 3/19/45 RELBA530 16-C-53738-2806 cG 25F807G2 CRP | DU35~370-leubl j vF (2) 
paper dielectric; two sect; main sect (term 3-C) 12 |RE13A488 
nf p/m 34 booster sect (term 2-C) & of main eect 
to be connected in parallel w/main eect by ext strap 
between term 2 and 3 if necessary to bring total 
cap to 12 mf p/m 3%; 660 vacw; HS metal case; 
case 4 9/16" 1g x 3 3/k" wa x 4 1/8" 4; pyranol 
filled and impr; three #12-24 thd etud term 1 5/32" 
h on ing pillars 1" c to c OM top; no int gnd 
connections. 
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EQUIPMENT. 


NAVY TY! . 
BRETenATIOn ee Soe orareetno | van no [SMNOMP AUT T  srbck Sto | srdce wo | MENSE SRE [ron [ManHractuann® [cts | SOUR as”? | SEBES"T 
ne i E i : pies 
~482895 CAPACITOR, fixed: 3/19/45 RESGAZ311 36-C-19958-9821. jN16-RC-12120 csr |D-9302 crp | 35-5282 ve 
electrolytic; 50 mf; 50 vdew; working temp range | 
minus 20%¢ to plus 65°C; case 1 13/16" ig x 1" wa x 
i" h; metal case; two ings solder lug term spaced 
1 11/32" ¢ to c, located on aide of can; term ins | 
from can; two mtg ft on bottom w/3/16" diam hole 
' 
ff in ea on 2 9/64" mbg/c. 
482896 CAPACITOR, fixed: 3/19/45 RSLBA139 16-C-50696-5961 fr 
paper dielectric; 6 mf plus 10 minus 3%; 600 vdew; REL3AL8S 
HS metal can; case 2 1/2" lg x 1 3/16" wa x  3/k" b; 
oil impr and filled; two por ine atud term 1" h | | 
located on top 1 1/8" © to c; no int gnd connectiona.} 
~462896-10 CAPACITOR, fixed: 3/19/45 RE4BAL39 16-C-50717-5946 | | 3DBE6-30 CIE | 865454 cGG | 8410314518680 AN/CPN-6 
NT-b62896 w/6 mf p/m 106. RE13A483 cTp | TRS-606 crm | 30-15644~2 (5) 
| 
-4.82897 CAPACITOR, fixed: 3/19/45 RE48A139 16-C-L91 76-3235 
Ze paper dielectric; 2 mf plus 10 minus 36; 600 vdew; _[RE13A488 
tA = HS metal can; case 1 13/16" 1g x 1 1/26" wi x 2 7/8"n 
Cc 
v0 ou oil impr and filled; three por ins stud term 1" h, | t 
ac 3 located on top 3/4" ¢ to ¢; no int gnd connections; 
z wn for replacement use NT-482897-A. 
— -482897-10 CAPACITOR, fixed: i “3/19/85 ~ [RELBAI39 77-3155 a es a cre !6€53SA eae | 6A10314b reac i 
Z = NT-484897 w/@ af p/m Ob REL3AK88 le x ae ! _ = Fe fa 4 
a) ~482897-A CAPACTION, fixed: 6/25/45 RELSANBE 16-C-491 76-3235 _ 
Hh OG paper dielectric; 2 mf plus 10 minus 3%; 608 vdew; | RE¥8A139 
_ Bcd HS metal can; case 1 13/16" 1g x 1 1/16" wa x 2 7/8" 
& b; oil impr and filled; two per ins etud term 7/8" h 
located on top 3/4" ¢ to c; no int gmd connections; 
same as NT-482887 except height of term is 1/8" lower: 2 i 
7 _ Bus sa = 
482897 -A6 CAPACITOR, fixed: Shis/45 REL 3A488 16-C-49197-3155 [ cEY | 104K60-4 cEU | 10460-lrevB Oca 
NT-482897-A w/2 mf p/m @h. REA8A139 \ | 
aoe = — are ay 4 
= => Al ented ots j 
; 
ie 7 S* a SHEET 48-868 ~ a ~ : 


RESTRICTED 


WIMALVWW DINOdALDA1a = AdAL AAVN SO) SDOTVLIVD 


L # LN3W3lddNS 
(W)60L'006 SdiIHSAVN 


SHEET 48-869 


RESTRICTED 


= 
NAVY TYPE NAVY DWG STANDARD NAVY eso ° SIGNAL CORPS MANUFACTURER'S Con. CONTRACTOR'S DOWG EQUIPMENT 
DESIGNATION NAME AND DESCRIPTION oR SPEC NO JAN NO STOCK NO STOCK NO stock NO "STOCK NO ror |“paRT NUMBER |rnacton OR PART NO USED IN 
-482898 CAPACITOR, fixed: 3/19/45 RE4BA139 1.6-C-49936-5994 
paper dielectric; 4 mf plus 10 minus 3%; 600 vdew; RE13A488 
HS metal can; case 2 1/2" 1g x 1 3/16" wi x 4 3/k" h; 
oil impr and filled; two por ine stud term i" h 
located on tep 1 1/8" ¢ to cj; no int gnd connections; 
for replacement use NT-482898-A,. 
~482898-10 CAPACITOR, fixed: 9/19/45 REKGA139 16-C-49957 -5986 cle {8658 cca | 6103143 ise C | AN/CPN-6 
NT-482898 w/4 mf p/m 10%. RE13A488 
~482898-A CAPACITOR, fixed: 3/19/45 RESBA139 16-C-49939-8682 3DB4-113 
paper dielectric; 4 mf? plus 10 minus 3%; 1,000 vdcw; |RE13A488 
HS metal can; case 2 1/2" 1g x 1 3/16" wa x & 3/4" hy 
oil impr and filled; two por ins stud term 1” h 
located on top 1 1/8" c to c; no int gnd connections. 
-482898-A10 CAPACITOR, fixed: 3/19/45 REBGAL39 16-C-9960-8657 3DBL 102.1 CGG | BA103143ias8C AN/CPN-6 
Wr-482898-A w/k mf p/m 10%. RE13A468 5 
- 4.82899 CAPACITOR, fixed: 3/19/45 RE13A488 16-C-51837-2143 
paper dielectric; 10 mf plus 10 minus 3%; 600 vdcw; |REL8A139 
HS metal can; case 3 3/4" 1g x 11/4" wi x & 3/4" h; 
oil impr and filled; two por ins stud term 1" h 
located on top 2" c to c; no int gnd connections. | | 
-482599-10 CAPACITOR, fixed: 3719S RELZ3A408 16-C-51056-2126 3DBLO-13-2 CGG | SALOBL4L T OGG | SALOOL4IiesB AN/OPN-6 
NT-482899 w/10 umf p/m 10%. RE4BAI39 CIE | 88145A peal 
-482900 CAPACITOR, fixed: 3/19/45 RE13A488 16-c-49179-7122 
paper dielectric; 2 mf plus 10 minus 34; 1,000 vdew; |RE48A139 
HS metal can; case 1 13/16" lg x 11/16" wa x 4" h 
o/a; oil impr and filled; two por ins etud term 1” h 
located on top 3/4" c to c; no int gnd connections. 
~482900-10 CAPACITOR, fixed: 3/19/45 REL3A488 16-C-49200-7157 3DB2.20.1 CIE | 86575A coc | 6a1031421seC AN/CPN-6 
NT-482900 w/2 mf p/m 10%. RE4BA139 CIE | 10SA200 
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RESTRICTED 


DESIGNATION OR SPEC NO STOCK NO 
-482901 CAPACITOR, fixed: 3/19/45 REYBAL39 16-C..48799-7170 Cire | 8656 AN/CPR-6 
paper dielectric; 1 mf plue 10 minus 3%; 1,000 vacw; |REL3A488 CIE {105A100 
HS meta: can; case 2 7/8" h x 1 13/16" 1g x 1 1/16" 
wd; oil impr and filled; two etud and mt term 1" h 
on por pillare 3/4" c to c on top; no int gmd con- 
nectione. | 
-482901-210 CAPACITOR, fixed: 3/39/h5 REGBAL39— 16-6-WBB20- 7122 | NI6-C-11h29-25 aaa: : lciz [8656 C6) Sal0361a Ten A PAN/CPN-& 
NT-4.82901 w/L of p/m 10%, RE13A488 
1 = 
-482902 |CAPACITOR, fixed: 3/19/45 RELBALE62 | 
paper dielectric; 50,000 mmf plus 10 minus 3%; 600 | pp130488 
vdew; HS metal case; cacee i 21/32" 1g x 5/8" diam; 
CIE ofl “A" impr and filled; two axial wire leads; | | 
no int gmd connections; tangential mtg clamp w/ one 
0.172" diam hole. 
< es 1 a 
~482902-10 CAPACTTOR, fixed: 3/19/45 REGSAL62 16-C-44257-2466 |N16-c-11173-62 CIE |864i cog |8A103137imsA AN/ 
L NT-482902 w/50,000 wmf p/w 10%. REL 3AKOS CPN-6( 4) 
€ -482903 CAPACITOR, fixed: 3/19/45 REGEALEZ 
< paper dielectric; 100,000 mf plus 1@ minus 3%; 600 [REL3A488 
$ vdew; HS metal case; case 1 21/32" ig x 5/8" dian; 
= CIE ofl "A" tmpr and filled: ‘wo axial wire leads; 4 
n 
Ino int gnd cennections; tangential mtg strap w/ one | i 
Nay L ___[0.172" dtem hole. | 
= -482903-10 CAPACITOR, fixed: 3/19/45 REYBALG2 L6-C-N5777-2b66 | i 3DALO0-66 cis [Sie occ | SAi036i1isek 
pam ke NT-482903 w/100,000 omf p/m i0f. REI 3AKGS 
Q Pas ah T i i nei age Silene Fae eas i 
No) -462904 CAPACITOR, yariable: 4/19/45 i 6-C~60201-8501, |NL6-C-12236~19-5 OTN |ar-9 CRP | 35-524. 
> air; plate meshing type single sect; 0.45 to 75 mmf; 
Ww SLC; 600 vdew; 1 7/16" lg x 15/16" wa x 2 7/32" h, 
shaft assembled w/ split bushing and nut 1/2” ig o/a; | i 
scdr adj; twenty plates; 360 deg rotation; post term 
for stator, lug term for rotor on RH aide; two mtg 
[studs tapped on 21/32" mtg/c. 
ba! rn core ae eee a a i cans - eee 
L = . ae 1 . 2 C 4 
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eee MAME AND DEScRIPTION ser seetie: |i cahawe ee | Macrae gene | es ||t vase ace. | eto Ree |simay | ese arma (came | Suene ane mer CaM 
1 
-482905 CAPACITOR, fixed: 3/19/45 [REL3A488 Cie | 8640 CGS | 8A103610 iss A | AN/CPN-@ 
paper dielectric; 10,000 mmf plus 20 minus 10%;600 |RE4Sa162 
vdcw; HS metal can; case 1 1/4" 1g x 1/2" diam; CIE 
oil "A" impr and filled; two axial wire leads; no 
int gnd connection; tangential mtg clemp w/ one 
0,171" diem hole. 
~482905-10 CAPACITOR, fixed: 3719785 RE13A468 16-C0-42736-9806 |N16-C-10997-60 CIE {Bou AN7 
NT-482905 w/10,000 mmf p/m 10%. IRELBA162 N16-C-10997-59-3 CPN-6 {®)j 
-482905-A CAPACITOR, fixed: 3/19/45 RE13A488 cre |9218TAVS ccc | 8AL09995iseA. AN/CPN-6 
CANCELLED: use NT-482905. RELBALG2 
“| 
-482906 CAPACTTOR, fixed: 3/19/45 REYBALL 16-C-45196-2184 {116-c-11230-76 cCAW CCG | 8C-1004744880 
paper dielectric; 75,000 mm? plus 10 minus 3#; REL3A488 
15,000 yicw; RS metal can; case 7" h x 4 5/8" lex 
1 7/8" wa;, ofl impr and filled; one stud and nut 
term on por pillar 2 1/8" h and located 5 1/2" above 
base line on one side, aleo one gnd term 1" above 
base line on same side; one side int gnd to case; two 
mtg feet welded to bottom ea v/two mtg holes on 
| 
2 1/k" x 27/8" mtg/c. | | | 
48290610 CAPACITOR, fixed: 3/19/45 EMBALS 6-c-11230-75 Caw | 16020 AN/OPN-6 
wr-462906 w/ 75,000 mmf p/m 10%. RE1Z3A488 
-482907 CAPACITOR, fixed: 3/19/45 RE13A488 
paper dielectric; two sect; 1.0/1.0 mf plus 10 minus |RES8A537 
3%; 7500/7500 vdcw; HS metal can; case 9 1/4" h x 
8" wa x 4" the; CIE "A" of] impr and filled; three 
stud and nut term on por pillars 3 5/8" h, 1 3/4" h 
and 1 3/4" h reapectively, w/ 2 7/8" c to c between 
the high and firet short term and 2 1/8"c toc 
between short term; no int gnd connections; four 
3/8"-16 tha mtg stude on 6 3/4" x 2 3/k" mtg/c; ea 
sect is made of three capacitors connected in series 
w/ea capacitor shunted by a 50 megohm p/m 5% resistor, 
-482907-10 CAPACIT@R, fixed: 3/19/45 REL8A537 16-C-53880-5410 | N16-c-12712-5 CIE |wW5-8532 cec | 8c1004721aeB AN/CPN-6 
jXt-482907 w/i/t mfa p/m 108. RE13A488 | 
-482908 CAPACITOR, fixed: 3/19/45 CARD | 35-5294-BBK1200] CRP | 35-529h4rev3 SG-3 
CANCELLED: use NT-482092. 
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EQUIPMENT 


= 
= = ; 
NAVY DW! 30 SIGNAL CORPS MAN: ‘TURER'S Con. TORS DWG 
DESIGNATION NAME AND DESCRIPTION om SPEC NO JAN NO ee Noe stock ‘NO siccK NO NSrock NO {MFGR | MOSRT “RuMeeR [reacron| Ton PART NO USED IN 
am 7 
-482909 CAPACITOR, fixed: 3/19/45 Be 
ceramic dielectric; 500 mmf; zero temp coef (tol o/m 
30) omfP/mta/°C; 300 vdew; case 0.562" 1g x 0.25" OB; : I 
radial wire leads; bakelite ins; add suffix indicat- 
ing capacity telerance in per cent. } 
-482909-20 CAPACIT@R, fixed: 3/19/45 515 CARD | 35-5425-ABK1200) GRP | 35-5425reve lr 
NT--482909 w/S00 umf p/m 20%, Ie Ju oN, (tome 
-482910 CAPACITOR, fixed: 3/19/45 REL3A48S 
paper dielectric; 1,000 mmf plus 10 minue 3%; 1,000 YBALGZ | 
vdcw; HS metal can w/ing tube; cass Ll" lg x 7/16" | 
diam; minerai ol} impr and filled; tvo axial wire i i 
leads; one end gnd to can. | 
-82910-10 CAPACITOR, fixed: 3/19/45 TRELBA1O3 16-0-39705-5272_|ni6-C-10997-57 csr {Px2ka CRP | 35-542hreve 86-3 
INT-482910 w/1,000 omf p/m 10%. REL3A4E8 L 
; .. 
-482911 CAPACITOR, fixed: 3/19/45 RELSAL5O 16-0-45765-5904 | CSL | XLMAW-75-.1-20 1CSL | 1443-3revH QJIA 
paper dielectric; 100,000 mmf plus 1@ minus 3%; 7500 {pE13A488 | 
vdew; HS metal can; case 4 7/8" h x 3 1/2" igx { 
3.1/2" wa; mineral oii filled; one stud and nut 
term in ctr of top 2 1/8" h en por bushing; one side | 
int gnd; two fl mtg wkt at top ea w/ 7/32" diam hele 
H ; 
1 3/2" x 3.5/8" mtg/c. i | 
i ‘ t Ft + t 
-43eg12 CAPACITOR, fixed: 3/39/45 IRELBA163 ! 
paper dielectric; 6,000 mmf plus 10 minus 3%; 1,000 |pei3ak8o | | | 
vdew; HS metal can w/ ins tube; case 1 3/4" lg x H 
1/2" diam; mineral oil impr and filled; twe axial 
i wire leads; no int gnd connection. | 
a 
t 1 
-462912-10 CAPACITOR, fixed: 3/19/45 REKSALE3 46-C-42600-6952 |N16-C-10858-12 csr |PX39B56-A cw | BA-10055-399 SL 
NT-482912 w/6,000 maf p/m 10%. RELZAK86 CAW | 1089XP-0-006-10 dssl7 |SL-a 
car {7650 SL-1 
lt [est | Xr1M10~ .006-10 | 
~482913 CAPACITOR, fixed: 3/20/45 RELBAL39 36-C-45759-6007 | 
paper dielectric; 100,000 mmf plus 10 minus 3%; 1000 jRE13A498 
vdew; HS metal can; cage 1 21/64" 1g x 45/64" wi x 
1 7/8" h ofa; castor oil impr and filled; two por { 
{ | } 
ina stud term 7/8" hi located en top 5/8" ¢ to c} no | 
int gnd connectiona. 
Con't 
t—~ ah | = a 1 a 
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-482913-10 CAPACITOR, fixed: 3/20/45 FREKSAL39 16-O-RGTHO=6007 CRY [P-72049-534 — JcRV |P-720h9-53hrev5 [REP (3) 
INT-482913 w/100,000 mmf p/m 10%. FRELZA4SS 
-482913-20 CAPACITOR, fixed: 3/20/45 [RELZAKES- 16-0-45809-7985 | N16-C-11310-10-3 crv |p-720h9-50hrev5 |acu (3) 
: INP -482913 w/100,000 mf p/m 20%. RE48A139 4 3 
~482914 CAPACITOR, fixed: 3/20/45 REK8A139 16-C-44239-6007 acu (4) 
paper dielectric; 50,000 mmf plus 10 minue 3%; 1,000 /RE13A488 
vdew; HS metal can; case 1 21/64" 1g x 45/64" wa x 
1 1/32" bh o/a; castor oil impr and filled; two per 
ine stud term 7/8" h located on top 5/8" c to c; no 
int gnd connections. 
-482914-10 CAPACITOR, fixed: 3/20/45 RE4BA139 16-C-44260-6007 | N16-C-13174-8-5 cRV | P-72049-532 CRV |[P-72089-532rev5 | @cU (4) 
nT-482914 w/50,000 umf p/m 10%. RE13 A488 
-482915 CAPACITOR, fixed: 3/20/45 RE4BAL39 16-C-46326-1117 
paper dielectric; 250,000 mf plte 10 minus 34; 600 /BE13A498 
vdcw; HS metal can; case 1 21/64" 1g x 45/64" we x 
1 7/8" b o/a; castor oil impr and filled; two por 
ins stud term 7/8" h located on top 5/8" ¢ to c; no 
int gnd connections. 
-482915-10 CAPACITOR, fixed: 3/20/45 HEAL39 16-C-WO347-1117 ‘| w16-0-11 341-15 CRV |p-72049-536 crv |?-72049-536rev5 |Qcu 
Int-482915 w/250,000 mf p/m 10$. 13A488 I 
-482916 CAPACITOR, fixed: 3/20/45 IRE48A139 16-C-48792-7531 
paper dielectric; 1 mf plus 10 minus 34; 400 vdew; IRE1 3A468 
HS metal can; case 1 21/64" lg x 45/64" wa x 1 7/8" 
In; castor oil impr and filled; two por ine stud 
term 7/8" bh located on top 5/8" c to c; no int gna 
connections, 
-4.82916-20 CAPACITOR, fixed: 3/20/45 IREWBA2 39 16-C-48845 -5918 3DB1.8 CRV |P-7249-508 CRV {P-72h9-508rev5 | Qcu(2) 
NT-482916 w/1 mf p/m 20%. [REL3A468 
-4.82917 CAPACITOR, fixed: 3/20/45 RE48.A1 39 16-C-53570-4270 
paper dielectric; two sect; 500,000 mf plus 10 minuo /RE13A488 
3% ea sect; 400 vdcw ea sect; HS metal can; case 
1 21/64" ig x 45/64" wa x 1 7/8" b o/a; caster oil 
impr and filled; two por ins stud term 7/8" h 
lecated on top 5/8" c toc; both sect int gnd. 
~482917-20 (CAPACITOR, fixed: 3/20/45 IRES8A1 39 16-C-53704-6297 [N16-C-11350-05 oRV |[P-72049-509 [ORV |P-720h9-509rev5 | Qcu(2) 
INT-482917 w/500,000 mmf p/m 20% ea sect, FRE13A488 | 
¢ | oh L 
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4 is caste) 
-482918 CAPACITOR, fixed: 3/20/45 IREYBAL59 116-C- 46138-2930 cG 26F299 CRY |K-8691103 rev2 | 9cu 
paper dielectric; 200,000 mmf plus. 10 minus 365 750 fRELBANGS } \ Hl 
vacw; HS metal can; case 2 5/8" lg x 1 3/16" wo x | | | 
3. 27/69" bh ofa; ofl impr wnd filled; two ceramic | 
! 
ins stud term 15/16" h located on top 1 1/8" c to 9; | i 
no int gnd connections; two mtg fl on bottom of case 
p 
ea w/two 0.213" diem mtg holes on 13/32" x 3 1/8" 
mtg/c. 
—_}—_—-—-—- 1 aoe S25 = male a eee a 
-482919 CAPACITOR, fixed: 3/20/45 CHC }APC-50-C CRY |W~303275-163 aco 
7 487 is i! 16 
{| CANCELLED: _same_ag NT-48787-A. es { = pote Rath Sere 
482920 CAPACITOR, fixed: 3/21/45 REYGAILS j 
mica; 820 mmf; 508 vdew; case 11/16" 1g x 7/16" wa x |16cho | 
11/64" ad; molded bakelite case; two axial wire leads. 
-482920-C1 CAPACIT@R, fixed: 3/21/45 REWGALLS | 1@-C-~307 36-5010 CSL | MOSCW-820-1 | vE 
~ jnt-482920 w/820 umf p/m 1%; temp coef ltr C. 16c40 J Se! fee mes a 5C-4 
-482920-D5 CAPACITOR, FIXED: 3/3/48 JAN-C-5 | CM35D8215 16-C-30742-4538 FRE 
Navy Type #82920 w/820 vint p/m 5%; temp coef 
letter D. 
n | 
~4g2g2) CAPACITOR, fixed: 3/21/45 PESBALL3 
mica; 7,000 amf; 500 vicw; case 53/64" lg x 53/64" | JAN-C-5 
wd x 11/32" d max; moided bakelite case; two axial 
wire leads. i ih ! 
~462921-C2 CAPACITOR, fixed: AUS ReiGAIk3 feu3sc7coe 1iB-C- 33111-3053 | -_ CSE (MWSCW-7000-2 | 7 VE 
_ -482921 w/7000 mf p/m 2%; temp coef ltr C. JAN-C-5 | 4 - 
zai, a bdr rae bass aa tas tes at | 
-h62g22 CAPACITOR, fixed: 3/21/45 RESEAL76 j CG | 25F8U1-2 CHP vr 
CANCELLED; game as NT-&83935. REL3A488 rev 2 
~h82923 CAPACITOR, fixed: 3/21/45 i i 
. ceramic dielectric; 7 mmf; zero tems coef (tel p/m i 
60%) mnf/mf/°c; 50@ vdew; case 0.562” 1g x 0.25" OD; ' 
axial wire leads; ine. | H 
~482923-10 CAPACITOR, fixed: 3/21/45 16-0215758-2916 | CER |NPOX-7 p/m .7 | CRY 
NT-482923 w/7 maf p/m 106. : rev 3 | RBB- 
INO'TE: IWAC-1; RBC-2. S2E NOTE 
—— = — wa Soe 
-482geh CAPACITOR, fixed: 3/21/45 RE4GA289 16-C-53611-3160 |Ni6-C-11613-1 ra cD Apes CRP | 35-5103 SGA 
paper dielectric; two sect; 500,000/500,000 maf plus |RE13A488 cD SK-4688-1 SG-i, 
10 minus 36; 9,000/9,000 vdcw; HS metal, can; case | SG 
7 3/16" & x 815/16" 1lgx 7 13/16" wd; dykanol impr SG-28 
and filled; three stud and nut term on por pillars 
one 4 3/36" h and two 2 3/16" h iocated on top at the { | | 
points of a triangle, the base of which ts 5" and the 
ait 3 1/2"; ne int end connectione, L 7 
= | - Ea | idl 
i 
- Reece Reet ee - 
_ of | peak a. L 
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~482925 


CAPACITOR, variable: 3/21/45 

air; plate meshing type, five sect; 13 to 142.2 mr 
ea sect; SIC ea sect; 1200v DC test; 10" lg x 2 51/6H' 
wa x 3 23/64" h, shaft 3/8" diam x 11/2" 1g; round 


shaft adj; thirteen plates ea sect; solder lug 
term; base mtg by two mtg bkt, front bkt has two 
0.218" diam holes, rear bkt has one slot 0.255" diam 


on 10 23/32" x 15/8" mtg/c; temp coef minus 10 


to plus 50; esme ae NT-484717 except for temp coef, 


16-C-63652-2813 | N16-C-12303 


cRV 


P-720545-lrev6 |RBB 
RBC 
RBC-1 
RBC-2 


-482926 


CAPACITOR, fixed: 3/21/45 

ceremic dielectric; 16 mmf; neg temp coef 330 {tol 
p/m 15%) mmf/mra/°c; 500 vdew; case 0.562" 1g x 0.25" 
OD; axial wire leads; ceramic ins; add suffix 


indicating capacity tolerance in per cent. 


RBC 


-482926-5 


CAPACITOR, fixed: 3/21/45 
InT-482926 w/16 mmf p/m SH. 


16-C -16020-1082 |N16-C-8094.70 


CER 


N330K16 


CRV 


K-874805-lrev5 |RBC-1 
RBC-2 


-482927 * 


CAPACITOR, fixed: 3/21/45 
ceramic dielectric; 24 umf; neg temp coef 560 (tol 
p/m 56%)umf/mr/°C; 500 vdew; case 7/16" 1g x 7/32" 


diam; axial wire leade; ceramic ine; add suffix 


indicating capacity tolerance in per cent. 


RBC-2 


~48292T-5 


CAPACTTOR, fixed: 3/21/45 
Ir-482927 w/2k mA p/n sD. 


16-C-16180-7408 | N16-C-8136-48 


CER 


N560K24 p/m 1.2 


CRV 


K-874605-llrev5 {RBC-1 
RBC-2 


-4.82928 


CAPACITOR, fixed: 3/20/45 
lelectrolytic; 15 mf; 150 vdew; working temp range 
iminus 20°C to plus 65°C; case 1 13/16" 1g x 1" wi 

Ix 7/8" h; sealed metal case; two ine solder lug term 
1/2" bh spaced 1" c to c located on side of can; term 
ins from cen;. two mtg ft on bottom 3/16" diam hole in 
ea on 2 1/8" ntg/c. 


fREYBA312 
JREL3A549 


16-C-19638-8741 {N16-C-9674-48 


3DB15-42 


crD 


ECDR-48 


cGQ 


B-CO-10018 alto | TBX-8 


= 


-482929 


CAPACITOR, fixed: 3/22/45 
paper dielectric; 10,000 mmf plus 10 minue 3%; 600 
vdew; HS metal can w/ine tube; case 1" lg x 1/2" 
diam; mineral oil impr and filled; two axial wire 


leads; no int gnd connections. 


RE13A488 
REL8A163 


-482929-10 


CAPACITOR, fixed: 3/22/45 
INT-482929 w/10,000 mmf p/m 10%. 


REL 3A483 


16-C-427 36-8783 |N16-C-10997-57 


CBV 


AST~8330BE 


cG 


K-62372-2rev1 SP 


TRELSA163 
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— as = , | 
-482930 CAPACITOR, fixed: 3/22/45 BEUGALL3 [ | | 
mica; 930 mmf; 5@0 vdcw; case 53/64" 1g x 53/64" wd x} 16cho i i : 
H 9/32" d max; molded bakelite case; two axial wire \ 
| 
leads. } 
-482930-Bo CAPACITOR, fixed: 3/20/45 TREGGALY3 16-6-3097h-6604 [Nie-C-10081-6 a [cS faaB 
INT-482930 w/930 umf p/m 24; temp coef ltr B. L6C4O CMR {Wa 
-482930-C2 CAPACITOR, fixed: 3/22/45 IRESBAL43 16-C- 30974-6609 cst [MCW CG |K-273362-303rev4 }sc-4 
INT-482930 w/930 mmf p/m 2h; temp coef ltr C. 1L6C40 : — 7 CMR {PW 
-482930-D2 CAPACITOR, fixed: 3/22/45 REYBALY3 16-C-3097k-6614 |Ni6-C-10061-7 | CSL |MWSDW 
INT-462930 w/930 mmf p/m 2%; temp coef ltr D. 1.6C40 CMR | PW 
fase — + + | } pom oo a 
-482931 CAPACITOR, fixed: 3/22/k5 RELBALSS  f 16-¢-9936-6460 og 26rk5e 
paper dielectric; 4 mf plus 10 minus 3%; 600 vdew; REL3A488 
t 1 
HS metal can; case 2 5/8" lg x 1 3/16" wa x 3 3/8" | 
in; ofl impr and filled; two solder lug term 11/16" h 
located on top 5/8" c to 3; no ‘int gnd connections; | 
two mtg fl 7/8" wd on eide ef case, ea w/two mtg 
holes on 5.406" x 3 i/8" mtg@/c. 
~482931-10 CAPACITOR, fixed: 3/22/45 RELBAL5SO 16-C-49957~6475 | NL6-RC-24455 CG = |K~357307-1 cG K-35d307-1rev3 | SC-4 
1 NT-482931 w/4 m? p/m 10h. REIL ZA4SS & 
-482932 CAPACITOR, variable: 3/23/45 [see cies sxe NL6-RC-14549-60 spgikov-27 | CHC | BF-140 CG «| ¥-25582 rev 5 | SC~h 
air; plate meshing type, single sect; 6.7 to 14G mmf; SK 
SLC; 5C@v AC RMS test, 250v AC working; 1 11/16" lg x’ sk-1N 
1 5/16" wa * 1 3/16" h, shaft 2/4" diam x i/2" lg, SK-2 
Dushing 13/32" lg x 5/16"-32 thd; round shaft; i i SK-3 
thirty-seven cad pl braes plates; 360 deg rotation; sK-4 
ceramic ins; post term for stator, lug term for rotor 
on LE side; single hole mtg by 5/16" diam mtg bushing{ [ 
‘ 
two mtg holes in base 1/8" diam on 2" mtg/e with 
1 
locating pin 1/8" lg in RH hote. | | 
a 4. A 
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CONTRACTOR'S DWG 
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USED IN 


EQUIPMENT 


-482932-A 


CAPACITOR, variable: 6/12/45 

Jair; plate meshing type, single sect; 6.2 to 140 mf; 
pics 500v AC RMS teat, 400 vdew; 1 11/16" 1g x 1 5/16" 
wa x 1 9/32" h, shaft 1/4" diam x 1/2" 1g, buehing 


7/16" 1g x 5/16"-32 thd;round shart; thirty-seven 
cad pl brass plates; 360 deg rotation; ceremic ins; 
post term for stator, lug term for rotor on LH aide; 
single hole mtg by 5/16" diam mtg bushing or base 
mtg by means of 1/2" wd mtg bkt w/one 0.138"-32 tha 
hole; same ae NT-482932 except has mtg bkt. 


26-C-61044-7 211 


-482933 


CAPACITOR ASSEMBLY: 3/23/45 

c/o two variable air capacitore ea rated 2 mmf min 
to 10 mmf max, 300v DC w/three semi-circular plates, 
SLC, operated by common flexible connector and mtd on| 
coumon frame; 4 7/8" lg x 15/8" wd x 1 13/32" h; 

mtd by frame by three 0.78" rad holee irregularly 
spaced. 


16-C-62073.-1361 | N16-RC-14582 


3D9010V-39 


HF-140 


cs 


238801lise0 


DBE 


CW 


11-2778 


CG 


P-30J862 rev 9 


sc-k 
SK-1M (2) 
SK-3 (2) 
SK-4 


-482934 


CAPACITOR, fixed: 3/23/45 
lpaper dielectric; 4 mf plus 10 minue 3¢; 50 vdcw; 


HS metal can; case 2" lg x 2" wi x 11/8" h o/a; oil 
lor wax impr; two solder lug term 3/8" h on aide 


epaced 1 1/16" c to c; no int gnd connection; two 
mtg ft 3/8" wd, flueh w/bottom ea w/0.187" diam mtg 
hole 2 3/8" c toc. 


|RE4GA129 
(RE13A488 


16-c-49927-h88% 


PC9B36 


TCZ 


~482934-20 


CAPACITOR, fixed: 3/23/45 


INT-482934 w/k mf p/m 208. 


[RELBA129 
{REL3AK88 


16-C-49982-3404 [N16.c-11540-2 


PCOB36 


coL 


930 0013 OOrevO 


Vrez 


-482935 


CAPACITOR, fixed: 3/23/45 
paper dielectric; 8 mf plus 10 minue 34; 800 vdew; 
HS metal can; case 3 7/8" h x 3 13/16" 1g x 1 13/16" 


wd; dykenol "A" impr and filled; two ine solder lug 


term 2" c to c on top; no int gnd connections; 
universal mtg bkt w/two feet ea w/ 3/16" x 9/32" alot 
k 3/8" c toc. 


[RE48A278 
IREL3A488 


16-C-51458-8895 


KGU-4080 


TC2 


-482935-20 


CAPACITOR, fixed: 3/23/45 


INT-482935 ¥/8 mf p/m 20%. 


4.84278 
1 3A488 


ee 51509-7190 |N16-C-116%4 


KGU-4080 


coL 


930 i9ho 00 
rev5433 


TeZz(3) 
1Z-1(3) 


| + 


1 
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oa NAME AND DESCRIPTION Ee ee eae ie a a | "tavern 
-482936 CAPACITOR, fixed: 3/24/45 REX 8A162 | 1 
paper dielectric; 50,000 mf plus 10 minus 34; €00 | RE13A468 
lvdew; HS metal can; case 1 1/2" 1g x 5/8" diam; 1 
mineral oil impr and filled; twe axial lug term; no 
int gnd connection; tengential mtg clamp w/two 5/32" | 
diam holes 3/16" c toc. J 
~482936-10 CARACITOR, fixed: 3/2h/45 RELBA62 16-C-4h257-1824 3DA50-8h CBY jA80S8CY FCOL 4930 0010 00 ik 
INT-482936 w/50,000 mmf p/m 1%. IREL3A488 + ihe ) 5205860 revD9126 
482937 CAPACITOR, fixed: 3/24/45 REYBANS1 16-C-45756-3366 cD | Nc-85) | 
paper dielectric; 100,000 mmf plus 10 minus 3%; 600 |RE13A483 
vdew; HS metal can; case 1 7/8" lg x 5/8" diam; 
mineral oil filled; one solder lug term in ctr of 
non mtg end; one side int, gnd; one fixed mtg bit 
w/#6-32 thd hole in ctr. 
-4829 37-20 CAPACITOR, fixed; 3/an/k5 REY GAL5L 16-C-45807-7620 | N16-C-11309-50 | cD Mc-854 COL [930 0006 00 TCZ-1 | 
a INT-482937 w/100,000 mmf p/m 20%, REI 3A483 _ xe 4 i I revn8592 i" 
-482938 CAPACITOR, fixed: 3/2k/u5 RENBAZ2L cb Of &LST coL {925 25U2 10 TC2-1 
CANCELLED: same as WT-46824, peeHe fries | CAN | HST rev U 
-482939 CAPACIT R, fixed: 3/2k [as RESBALSL 
mica; 4000 amf; 3@@ vdcw; case 1 1/32” mex lg x Z6C4G 
4i/64" max wd x 3/16" thk; molded bakelite case; one 
wire lead 11/2" 1g at ea end. = oe) ised ; 2 - 
-182939-B20 CAPACITOR, fixed: 3/ek/us RENBA152 16-C-32467-2347 |N16-C-10372-5 | CD; 3WLs COL | 909 2h06 horev2 | TC2 (2) 
NT-482939 w/k,000 umf p/m 20%, 16C40 CAN | JS TCZ-2 (2) 
CSL | MKBW TCZ~2- (2) 
: J en aes a ee a eee 
482940 CAPACITOR, fixed: 3/24/45 RELBAL5S1 
mica; 15CO mmf; 500 vdew; case 1 1/32" max lg x JAN-C-5 
41/64" max wd x 11/32" max thk; melded bakelite case; 
ene wire lead 1 1/2” ig at ea end. 
i Con't 
edhe, : as oe | aR iz y 
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NAVY IG STANDARD NAVY Ps ANUFACTURER'S Cone R's DWG EQUIPMENT 
Peel olR NAME AND DESCRIPTION on SPEC NO JAN iNG | Srock No. stock (NO Sci one: rock NO S | MroR | MeAnT NUMBER. | racton Oe SAR NO USED IN 
~482940-B10 CAPACITOR, fixed: 3/24/45 REW8A151 | CM4CB152K 16-C-31512-4696 | N16-C-10179-3 CSL | MEBW COL | 909 2156 20 TCZ 
NT-482940 w/1,500 umf p/m 104; temp coef ltr B. JAN-C-5 cp | 3WL revD5477 | TCZ-1 
CAN [5 TCZ-2 
482942 CAPACITOR, fixed: 3/26/45 RE4GA131 
mica; 200 mmf; 2500 vdew, 3,5 amp at 3000 kc, 1.7 echo 
amp at 1000 kc, 0.7 amp at 300 kc, 0.18 amp at 100 
ke; case 25/16" 1g x 1 17/64". wi x 1 27/32" b; 
molded bakelite case; two stud term on top 7/16" 1g, 
15/8" c toc; two mtg feet w/two 3/16" diam mtg 
holes 2 5/8" c toc. 
-482941-B10 CAPACITOR, fixed: 3/26/45 RE48A131 16-C-29271-6222 cD PL-307-6L COL | 906 3202 @OrevO {| TCZ-1 
NT-482941 w/200 mmf p/m 10%; temp coef ltr B. 16cho 
wl 
-482942 CAPACITOR, fixed: 3/26/45 RELGALI2 
mica; 2000 mmf; 3500 vdcw; case l 25/32" lgx 16ch0 
1 11/32" wd x 3/4" nj molded bakelite case; two 
through holes for #6-32 thd screw on 1 1/h4" mtg/c. 
-482942-B10 CAPACITOR, fixed: 3/26/45 RE4GA112 16-C-31604-1811 CAN | A-75 COL | 940 2201 20revo | tcc 
NT-482942 w/2000 mmf p/m 10$; temp coef ltr B. 16cho 
ak |. 
-482942-B20 CAPACITOR, fixed: 3/26/45 RE48A112 16-C-31809-4291 cD Q-special COL |975 2201 4orevo | TCz (2) 
NT-482942 w/2000 mmf p/m 204; temp coef ltr B. 16cho . TCZ-1 (2) 
: aoe eee ee ee a 
-482943 CAPACITOR, fixed: 4/4/45 RE4G8A132 
mica; 12,000 mmf; 2500 vdct; case 25/16" lg x 1 1/4"ly6cho 
wi x 1 27/32" b; molded bakelite case; two stud term 
on top 7/16" 1g, 1 5/8" c toc; two mtg feet w/two 
3/16" diam mtg holes 2 5/8" c toc. 
-482943-B5 CAPACITOR, fixed: A/a /45 RE48A1321 16-C-33803-5605 cD | 6LS CBE | 74-69 Qca (2) 
NT-482943 w/2,000 mf p/m 5%; temp coef ltr B. 16ch0 
-4829b4 CAPACITOR, variable: 3/23/45 16-C-59395-2621 }1¥16-c-12220-20 CHC {HF-35 cs 238801ise0 ey 
air; plate meehing type, single sect; 3.2 to 35 mmf; CRV P-727092-12 OT-1 
SLC; 0.015" air gap; 27/32" 1g x 1 5/16" wa x 1 9/32" 
In, shaft 1/4" diam x 1/2" 1g, bushing 7/16" 1g x 
5/16"-32 thd; round shaft; ten cad pl brass plates; 
360 deg rotation; ceramic ins; poet term for stator, 
lug term for rotor on LH side; single hole mtg by 
5/16" diam mtg bushing, or base mtg by means of 
1/2" wd mtg dkt w/one 0.138"-32 tapped hole; similar 
to NT-482831 except for shaft lg. 
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as 
oestewatton NAME AND. DRSCRIETION ei | aacue | SAMEEREN” | gett Sex 11, ghee aay 2] a SGuC TREE | roe] AUP Mer rien 8] ome | OEP STTs, BFP Peat 
-482945 ICAPACITOR, fixed: 3/2k/45 RES BA 303 
mica; #OCO mmf; 500 vdew, 150 vacw 60 cyc; case 16040 
1 7/16" 1g x 3/4" wi x 3/8" thk; molded bakelite 
case; two wire leads. { 
-482945-A10 CAPACITOR, fixed: 3/2k /45 RE48A308 16-C- 32462-1398 CSL | XBW CSL |P-369~-2188C CC-211133 
INT-482945 w/4000 mmf p/m 10%; temp coef ltr A. 16ch0 L t CC-211135 
482946 ICAPACITOR, fixed: 3/26/45 (REL3A488 16-C-48796~3059 CSF , 
Ipaper dielectric; 1 mf plus 10 minus 3%; 600 vdew; IRELGAL 38 cD 
HS metal can; case 1 13/16" 1g x 29/32" wa x 1 1/2" 
Ih; ofl impr; two solder lug term 5/16" bh on bottom of 
case 1" c to c; no int gad connection; two mtg ears 
3/8" wd integral w/bottom of case ea w/ 3/16" diam 
mtg hole 21/8" c toc. 
r + | 
-482946-10 APACITOR, fixed: 3/26/45 BAMGS 16-C~48817-3079 |N16-C-11421 ICSF CFR | 300447-9rev9 BY 
t-482946 w/1 mf p/m 10f. 48138 fo) CRR |cc-20025 BN-1 
BN-2 
+ {- +- + 
-462947 CAPACITOR, fixed: 3/26/45 REYBA276 
mica; 25@ mmf; 750 vdew; case 1 3/8" lg x 1.012" wd x} 16ch0 
1/k" ths; molded bakelite case; two solder lug term 
on ends ea w/hole 0.1K" diam, holes 1 3/4" c to c; 
-462947-B1® CAPACITOR, fixed: 3/26/45 RE4BA276 16~C-29481-6805 |N16-C-9975-25 ‘cot 915 3255 20rev0 | Tcz 
INT-482947 w/250 mmf p/m 1@h; temp coef ltr 3. 16cko TeZ-1 
TCZ-2 
two mtg ears on side ea w/slot 0.14" x 0.188", aiota 
0.70" ¢ toc. 
-482947-B20 ‘CAPACITOR, fixed: 3/26/45 REMGATO | 16-C-29486-9285 CAN |BE-15. [cok 915 3295 horevo | mH-2 
INT-482947 w/250 mmf p/m 20%; temp ceef ltr B. 16cho TRH-3 
JNOTE: TDH-4; TDO (2). = 4— Bet Eee et 
-482948 CAPACITOR, fixed: 3/26/45 pevearre | co p= ~ 
mica; @00 mmf; 500 vdcw; case 1 3/8" lg x 1.012" wi x/16cho 
1/4" thk; molded bakelite case; two solder lug term 
om ends, ea w/bole 0.14" diam, holes 1 3/4" c to c; 
two mtg ears on side ea w/slot 0.14" x 0.188", slote 
©.70" ¢ toc. 
I F 
~4.82948-B5 CAPACITOR, fixed: 3/26/45 RELBA276 16-C- 30689-7167 |N16-C-10872-100 CAN | BE-10 COL {910 3805 10 Tz 
NT-482948 w/800 mmf p/m 5%; temp coef ltr B. 16cho N16-C-10072-20 revD11241 | Tcz-1 
TCZ- 
a a t 
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=: + ‘i 
-482949 CAPACITOR, fixed: 3/26/45 RE4BA2T6 
mica; 3000 mf; 750 vdew; case 1 3/8" 1g x 1.012" wd |i6che 
x 1/2" thk; molded bakelite case; two solder lug 
term on ends ea w/hole 0,14" diam, holes 1 3/4" 
c to c; two mtg ears on side ea w/slot 0.14" x 0.188", 
slots 0.70" c toc. 
7 at 
~482949-B10 CAPACITOR, fixed: 3/26/45 FREYBA276 16-C-32198-6005 |Ni6-C-10327-5 CAN | BE-15 COL |915 2305 20rew }Tcz (4) 
INT-482949 w/3,000 mmf p/m 10%; temp coef ltr B. 16040 TCZ-1 (4) 
TCZ~2 


482950 CAPACITOR, fixed: 3/26/45 
ceramic dielectric; 4.5 mmf; zero temp coef (tol p/m 


30) mmf/mf/°C; 5000 vdew; case 0.525" lg x 25/32" 
diam; two silver pl brase term, one at ea end, ea 


0.2" 1g x 0.625" diam; one #6-32 tapped hole 3/16" 
deep, 5/32" full thd in ea term; ceramic ine; add 


suffix indicating capacity tolerance in per cent, 


-482950-11 CAPACITOR, fixed: 3726705 : 16-Cal5590-5400 |N16-C-8066-50 CBN | 852modified CFR | 30039h-lrevh BN-1 


INT-482950 w/4.5 mmf p/m 0.5 ont. 


482951 CAPACITOR, fixed: 3/26/45 [REXGA233 
mica; 2000 mmf; 250 vdew; case 1 1/16" 1@ x 15/32" wh liécho 
x 7/32" thk; molded bakelite case; two arial wire 


leads. 4 
-482951-EL CAPACITOR, fixed: 3/26/45 IREYBA233 16-C-31791-6010 CFW [BSC ~ }COL |912 2208 60revk |'tcz (5) 
INT-482951 w/2,000 mmf p/m 1%; temp coef ltr E. 16cho TCZ-21 (5) 
TCZ-2 (5) 
~482951-F10 CAPACITOR, fixed: 3/26/45 RELGAD33 T6-C-31808- W16-G-10239-26 cb | TCZ 
nt-482951 w/2,000 umf p/m 10f; temp coef ltr F. 16chO cry |BSC 
-482952 CAPACITOR, fixed: 3/26/45 REXGA233 


mica; 1500 omf; 250 vdcw; case 11/16" 1g x 15/32" wal16cho 
x 7/32" thk; molded bakelite case; two arial wire 


WIRISLVW DINOULD373 | AdAL AAVN 40 SOWLVD 


leada. 
-482952-E1 CAPACITOR, fixed: 3/26/45 RELBA233 piseaisoiaes N16-C-10178-250 cru | BSC COL |912 2158 60rev3 }Tcz 
| NT-482952 w/1,500 mmf p/m 1%; temp coef ltr B. 16cho | H TCZ-1 
TCZ-2 
7 a Fac 
-482952-F1 CAPACTTOR, fixed: 3726785 RELEA23¢ 16-0-31501-4615 cD aR 
INT-482952 w/1,500 mmf p/m 1%; temp coef ltr F. 16cho CEW _|BSC 
482953 CAPACITOR, fixed: 3/26/45 
ceramic dielectric; 4O mmf; neg temp coef 750 (tol 
p/m 112.5) mmp/mea/?c; 500 vdcw; case 0.562" 1g x 
0.25" OD; axial wire leade; ceramic ine; add suffix 
indicating capacity tolerance in per cent. 
Con't 
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qe || NAME AND DESCRIPTION i ee a oe ee ae ee ee er a oe 
-482953-5 CAPACITOR, fixed: 3/26/45 16-C-16436- 9916 |116-c-8140-7 CER | N750K4Op /m2 crm | CA-301 DAR-2 
wr-462953 w/40 mmr p/m 5%. | | 
~482953-10 CAPACITOR, fixed: i il “3726/45 = 16-C-10448-5390 | 16-c-Biho0-1 en ea ‘|e N750KuOp/mie | CHZ ren Tae (4) | 
INT-462953 w/4O mmf p/m 10%. cPN | 3@@ 4be-rrevh =| BL-6 (14) | 
is NOTE: BN (15); BN-2 (7); BP; YJ-2 (7). | coca 
482954 CAPACITOR, fixed: 3/26/45 ie 
ceramic dielectric; 350 mmf; neg temp coef 750 (tol | 
p/m 112.5) mmf /mfa/°c; 500 vdew; case 1.328" 1g x | 
0.34" diam; axial wire leads; ceramic ins; add euffix 
indicating capacity tolerance in per cent. ' 
\- = i oe = 4 4, mi y 
~482954-10 CA ACITOR, fixed: 3/26/45 116-C--17950-5497 |.NLG-C-8300-1 CER |M750M350p/m35 |CFN /300 4u2-10rev4 {| BN-L 
Wr-482954 w/350 mmf p/m lef. BN 
| BN-2 
~ f+ 
-482955 CA ACITOR, fixed: 3/26/45 REYBAL52 1@-C-20249-8201 | N16-C-9695-59 CAW | EPN11 COL |234 oo4l 00 TCZ 
electrolytic; 118 mf; 110 vacw; working temp range REL3A549 CATZ |107-129-MFD- revB8109 |'TCz-1 
minus 20°C to plus 65°C; case 4 5/32" lg « 17/16" 4207 
diam; BS metal case; two lug term inside outer shell; 
term ine from case, | | a | Be J 
- 482956 CAPACITOR, fixed: 3/26/45 REWBA311 | 16-C-19711-3901 |N16-C-9675-50 CD | RVL-10051-2 COL | 163 3320 90 rez (8) 
electrolytic; 20 mf; 100 vdew; working temp range JAN-C-62 clz | 100nR20 revb6423 | rcz-1 (9) 
minus 20°C to plus 65°C; case 1 13/16" lg xl" wd x elec i CMA BS lout 4580331880 7TeZ-2 (8) 
3/4" h; sealed metal case; two ins solder lug term i 
3/8" h spaced 1 1/16" c toc, lecated on side of can; 
both term ins from can; two mtg ft on bottom, 3/16" i 
diam hole in ea on 2 1/8" ntg/c. 
_ a i oeaee ae = ——| }- 
-482957 CAPACITOR, fixed: 3/26/45 REL3A549 16-C-20181-5441. CMA [BS CEN | 300282-1rev7 BN-1 
electro ytic; 100 mf; 25 vdcw; working temp range REYGA311 csF {D901L CHZ jCO-Lo202 BN 
minus 40®C to plus 85°C; case 1 3/4" Ig xl" wa x CHZ = jcoga1-c faa 
7/8" b; metal case; two ins solder lug term 5/8" h i 
spaced 1" c to c located on side of can; both term | | | | | 
ine from can; two mtg ft on bottom, 3/16" diam hole 
in ea on 2 1/8" mtg/c. 
a +t 
-482958 CAPACITOR, fixed: 3/26/45 IRE13A488 
paper dielectric; 4@0® maf plus 10 minue 3%; 600 vdcwdR@hBAl6u | 
HS metal can; case 1 7/32" lg x 5/16" wa x 11/18" h; 
oil impr; twe wire lead term 1 1/4" 1g on enda; no | 
int gnd connection. 
Con‘t : 
i y! L j 
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-482958-20 


CAPACITOR, fixed: 3/26/45 RE13A488 
NT-482958 w/4,000 umf p/m 206. RELGBALOL 


16-C-40867-5808 }N16-c-10841 


+ 


CsL 


CEN 


300 446-1revl 


EN-1 
BN 
BN-2 


-482959 


CAPACITOR, variable: 3/26/45 
air; plate meshing type, single sect; 3.7 to 28.9 
mmf; SLC; 0.020" air gap, 1000 vdct; 1 3/32" lg x 
15/16" wi x 17/30" b, shaft edcl in housing w/aplit 
bushing 7/32" diam x 17/32" lg locking type; ecér 
adj; ten aluminum plates; 360 deg rotation; ceramic 
tfaolantite or steatite ins; post term for stator, 
lug term for rotor on top; two mtg studs 3/32" lg 
w/#4-4O thd on 21/32" mtg/c. 


16-C-59288-4457 


CAIM 


2oL 


coL 


922 0007 OdrevO 


TCZ 
TCZ-1 (2) 


TCZ-2 (2) 


-482960 


CAPACITOR, fixed: 3/26/45 R 


vdcw; HS metal can; case 1 13/16" 1g x 1" wa x 15/16" 
h; mineral oil impr and filled; two solder lug term 
3/4” bh on top 1" ¢ to cj no int gnd connection; two 
mtg ft 3/8" wi ea w/ 3/16" diam mtg holes. 


E48A1L28 


paper dielectric; 130,000 mmf plus 10 minus 34; 600 |RE13A488 


-482960-5 


CAPACITOR, fixed: 3/26/45 REL6A1L28 
NT-482960 w/130,000 mmf p/m 5%. RE13A488 


16-C-45911-2810 


CsL 
CAW 


XDMRTW6-.13-5 
630M-T- .13 


cs 


811318rev0 


-4.82961 


3000 vdcw; HS metal can; 2 1/2" wi x 1 3/16" thk 

x 417/32" h; mineral oil impr and filled; two etud 
and nut term on por pillars 15/16" hx11/8"c toc 
on top; no int gnd connections; two removable "J" mtg 
bdkt ea w/#10-32 thd mtg etud 2 3/4" c to cs bkt 


placed for inverted mtg. 


CAPACITOR, fixed: 3/27/45 RELSA286 
paper dielectric; 500,000 mf plue 10 minus 3%; RE13A488 


16-C-47264-5326 


CAW 
cTD 


3009M-MSB 
SPECIAL TRS- 
3050-H.MIG 


DBE 


-482961-10 


CAPACITOR, fixed: 3/27/45 RELGA266 
NT-462961 w/500,000 mmf p/m log. RE13A483 


16-C-47305-5368 


CAW 
cTD 


3009M-MSB 
SPECIAL TRS- 
3050-E .MIG 


cs 


811230rev0 


-82962 


CAPACITOR, variable: 3/et/45 
air; plate meshing type, single sect; 4 to 50 mf; 
SLC; 0.015" air gap; 1 5/16" 1g x 15/16" wi x 
17/32" bh, shaft encl in retaining collar and split 
busbing 11/32" diam x 33/64" 1g o/a, locking type; 
scdr adj; fourteem silver pl brass plates; 180 deg 
retation; ceramic ins; post term w/ luge for rotor 
and stator; two mtg studs 3/32" 1g w/ #’-4o thd on 
21/32" mte/c. 


16-C-59761-6276 


APC-50 
ARL-14 


cs 


205677rev0 


|. 


| 
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RESTRICTED 
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SdIHSAVN 


SHEET 48-364 


RESTRICTED 


flevy Typr 452964. 4/52 mmf p/m 


+ temp coef Letter D.WAN-C-5 


DESIGNATION car oat arena oti | saw wo PBEM | arbck Bo | srbck ho | MENGES [FOR | Miter” *Rtncuen” [nittn| “on'eant WON” | *ESeo"n” 
-482963 CAPACITOR, fixed: 3/27/45 REYGALLS 
mica; 2& mmf; 500 vdcw; case 51/64" 1g max x 15/32" |ZAN-C-5 i 
wd max x 7/32" 4 max; molded bakelite case; two axtel j 
wire leads. 
peer a 
-482963-B5 CAPACITOR, FIXED: 11/28/47 JAN-C-5 cM20B2k07 16-C-26917 -6395 AN/ARC- 
Navy Type 482963 w/2h mmf p/m 9f; temp coef ltr B. i 
1 182963-05 CAPACITOR, fixed: 3/e7)5 PESBAILS | cMpOD2L0T 16-C-26917-6406 |N16-C-9798-110 CAW 11469 cs | 011-16revb DBE (13) 
NT-162963 w/2h mmf p/m S$; temp coef ltr D. JAN~C-5 N16 -C-9798-114 cur | 603M 
cur | PO 
i | 
| H cD | SRS | 
— | {CSL | Mospw a _ i 
-48296h CAPACITOR, PUD: 3 a7 ]hs REbealnD T i si ~ 
ica; Sl mmf; 500 vdew; case 51/64" lg x 15/32" wa x PAN-C-5 
7/32" ad max dimen; molded low loss phenolic case; 2 
axial wire leads; add suffix indicating capacity | | 
tolerance in per cent. | j | 
r ay Saab io 7 + r is r 
~482964-410 CAPACITOR, FIXED: 4/18/49 16-0 -27661- 3072 MK.39 
Navy Type 482964 w/51 ome p/m 10f; temp coef Mog 2 
letter A. 
L : | Les os os ere ree ee! eee eee, 
~482964-35 CAPACITOR, FIXED: 5/17/49 16-C-27656-259T cc Kuk 1902-26 AN/CPS~L 
Navy Type 482964 w/51 mmt p/m 9%; temp coef letter B. | 
-482964 -B1C CAPACITOR, FIXED: 12/1/86 16-C-27661- 3077 }H16-C-9049-7 1 Caw | ‘1h68LS AN/CPS <4 
Navy Type 482964 «7/51 mmf p/m 10h; temp coef CMR} PC (XN-21} 
letter B. | 
“1296k-B2G ~~ LAPACTTOR, FIRED: 5 fan Tha RENCALIS ece-27666-5557 [N16-0-98h0-11 = soa ik 4 ae oe 7] 
fer type 422964 w/51 mmf pf, 90%; temp coef letter BANC -5 
Ea eer eee eee oar — || +} 
-4.8296k-C2 CAPACITOR, FIXED: 2/11/48 JAN-C-5 | CM20C510¢ 16-C-2765i-1121 TS-28/UPN 
Navy .Type 482964 w/51 mmf p/m 2; temp coef letter C. 
482964 -C1L9O ICAPACTIOR, FDCID: 4/26/49 16-0-27601 3000 Ct PO Owe | E7X3 30 BaF -3 
Navy Type 492068 w/51 mmf p/m 10%; temp coef letter C. 
at ies + L +—- = ae 
482964 -D5, CAPACITOR, fixed: 3/27/45 RE48A148 = |CM20DS10c 16-C-27656-2606 |Ni6-c-9849 cD 5RS cs 011-24revD BEE 
NT-482964 w/5) umf p/m 5%; temp ceef ltr D. TAN-C~5 caw | 1469 
cur | 602M 
CMR | PO 
cst | Mospw 
-432964-D1G (CAPACITOR, FIXED: 5/2k/48 JRESSALLG 16-0-27661-3087 IEEE — 


ee en 


RESTRICTED 


SHEET 48-884 
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SHEET 48-885 


RESTRICTED 


EQUIPM znT | 


L % (- 
[ DESIGNATION NAME;-AND.BESCRIFTION arweee no | 4AN NO | STANQEO NOY | stock No stock No | “sreck wo” |MFGR |“Part NUMBER. |rmactor| “oR paRT WO” | USED IN 
-482965 CAPACITOR, fixed: 3/27/45 REGBALKS 
mica; 459 mf; 500 vdcw; case 51/64" 1g x 15/32" wi |16ChO 
x 7/32" d max dimen; molded bakelite case; two axial 
wire leads, 
-482965-D1 CAPACITOR, fixed: 3/2r/u5 FELBALYS 16-C-30100-3559 caw | 1469 cs 238484rev0 DBE 
NT-462965 w/459 mmf p/m 14; temp coef ltr D. 16cho cD «| ORS 
i csL | MOSDW 
1 
~482966 CAPACITOR, fixed: 3/27/45 REGBALL3 
mica; 796 mmf; 500 vdews case 3/h" 1g x 3/4" wi x écho 
9/32° d max dimen; molded bakelite case; two axial 
i wire leads. ! 
-482966-D1 CAPACITOR, fixed: 3/27/45 FELGALL3 16-C-30683-2745 caw | 1464 cs | 238483rev0 DEE 
NT-462966 w/796 omf p/m 1%; temp coef ltr D. 16cho cD 1R3 
csL | MWSDW 
~482967 CAPACITOR, fixed: 3/27/45 REYBA1UB cAW |1468rST cs |22he77 revc DBE 
CANCELLED: same as NT-481070. CSL |MOCW.5-21-10 
482967-A CAPACITOR, fixed: 5/9/45 REY8A1LB caw |1h68 AN/CPA-6 
CANCELLED; use NT-481657. 16ch0 CSL | MO 
| csL | Mos 
-482968 CAPACITOR, fixed: 3/28/45 RE4SALT7 116-C-52087-4635 |N16.C-11693-13 CGF |7003 CEU. [10725 revC 
paper dielectric; 16 mfd plus 7 minus 4%; 660 vacw; {RE13A488 CEU |10725 CGF |7003 rev0 
HS metal can; 6" lg x 3" wi x 5" h; mineral oil impr 
and filled; two forked solder lug term 9/16" 1g x 
21/8" c to c on top; no int gnd connections. 
482968 -4 CAPACITOR, fixed: 3/28/45 RE48A177 16-C-52087 -4410 CSY | PP-1019-3revA 
NT-462968 w/16 mf p/m 4g. RE13A488 
-482969 CAPACITOR, fixed: 3/28/45 
ceramic dielectric; 30 mmf; neg temp coef 400 (tol 
i p/m 60) mmf/me/°c; 500 vdcw; case 0.46" 1g x 0.225" 
diam: radial wire leads;.uninsulated; add euffix 
indicating capacity tolerance in per cent. 
-482969-2 CAPACITOR, fixed: 3/28/45 16-¢-16268-9313{ N16-C-8137-90 R16-C-7871-8 rz CBN | 813-092claseD | COL | 913 0030 OOrevO| TCS thru 
NT-482969 w/30 mmf p/m 2%. ; TCS-5 
one wid 


RESTRICTED 


SHEET 48.885 
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L # LNIWalddNS 
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SHEET 48-8 


86 


RESTRICTED 


—— 
NAME AND DESCRIPTION 


STANDARD NAVY 
sTOcK NO 


eso 
“STOCK NO 


= 
NAVY TyPE 
DESIGNATION a 


-482972 


CAPACITOR, variable: 3/28/45 
air; plate meshing type, three sect; sect one 26 to 
301.5 mmf, sect two and three 15 to 301.5 mmf ea sect, 


SLC ea sect; sect one 2250y. AC 60 cyc test, sect two 
and three 800v AC 60 cyc test ea sect; 7" lg x 
4 7/32" wa x 4 59/64" h, ehaft 1/4" diam x 3/8" 1g, 


locking type; gear ad) w/crank driven, calibrated 
dial; sect one thirty-seven plates, sect two and 


three seventeen plates ea sect; 180 deg counter- 


clockwise rotation; steatite or micalex ins; solder 
lug term; mtd on eteel conical standoff w/ #8-32 NC-2 
thd x 3/8" a hole and mtg bkt w/ two 0.154" wi x 1/k" 


1g holee on 3,188" x 6 49/64" mtg/c. 


[as nO 


16-C-63308-2126 


AgO 
STOCK NO 


SIGNAL CORPS 
gTOCK NO 


MFGR 


CARR 


PART NUMBER 


W-10750,epc1 


“T MANUFACTURER'S | Cox. 


CONTRACTOR'S DWG | EQUIPMENT 
TAACTOR OR PART WO USED IN 


coL 
coL 


693D- SrewD6657 
571 0693 be” 


TCS 
TCs-6thru 
TCS-12 


-482970 


CAPACITOR, variable: 3/28/45 
air; plate meshing type, three sect; sect ene 28.5 to! 
301.5 mmf, sect two and three 13.5 to 301.5 mf ea 


sect; SLC ea sect; sect one 500v AC 60 cyc test, 
sect two 800v AC 60 cye test, sect three 1000v AC 60 
cyc teat; 71/8" lg x 4 i/h" wi zh 3/4" b, shart 
1/4" diem x 3/8" 1g, locking type; gear adj w/cali- 
brated dial; sect one thirty-three plates, sect two 
and three sixteen plates ea sect; 180 deg rotation 


counterclockwise; steatite or micalex ins; solder 
lug term; mtg on steel conical standoff w/#8-32NC;2 
thd x 3/8" a hole and mtg bkt w/two 0.154" wa x 1/4" 


holes on 3 3/16" x 6 49/6h" mtg/c. 


16 -C-453308 -2376 


coc 


A-4353 


coL 


CKP 


571 0694 4o 
rewD7398 
SA-1433-liaeCc 


TCs 
TCS-7thru 
TCs-12 


TCS-14 


-482971 


CAPACITOR, variable: 3/28/45 
air; plate meshing type, three sect; sect one 28.5 
to 301.5 mmf, sect two and three 13.5 to 301.5 mmf ea 


gect; SLC ea sect; sect one 500v AC 60 cyc test, sect 
two 800v AC 60 cyc test, sect three 1000v AC 60 cyc 
test; 7 15/32" lg xh 1/k" wa x 4 3/K" h, shart 1/4" 
diam x 3/8" lg, locking type; gear adj w/calibratea 
dial; sect one thirty-three plates, sect two and 
three sixteen plates ea sect; 180 deg rotation 


counterclockwise; steatite or micalex ins; solder 
lug term; mtd on steel conical standorf w/#8-32NC-2 
tha x 3/8" d hole and mtg bdkt w/two 0.154" wa x 1/h" 


lg holes on 1 3/4" x 7 9/32" mtg/c: same a8 


NT-482970 except larger in size. 


<< 


7233-50A 


COL 
CEP 


571 0716 herev5 
SA~1789 -2188C 


Ts 
TCS-7thru 
Tcs-12 


TCS-14 


Lie 


RESTRICTED 


SHEET 48- 
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SHEET 48-867 


RESTRICTED 


4 


[ 


NAVY TYPE 
DESIGNATION 


| NAME AND DESCRIPTION | 


NAVY DWG 
OR SPEC XO 


JAN NO 


STANDARD NAVY 
STOCK NO 


es 0 
STOCK NO 


ee 
a3 0 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S. 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S OWS 
OR PART NO 


EQUIPMENT 
USED iN 


-482973 


CAPACITOR, variable: 3/28/45 
air; plate meshing type, three sect; sect one 26 to 
301.5 mmf, sect two and three 15 to 301.5 mmf ea sect} 


SLC ea sect; sect one 2250v AC 60 cyc test, sect two 
and three 800v AC 60 cyc teat; 7 1/2" 1g x 4 7/32" 

wad x 4 59/64" h, shaft 1/4" diam x 3/8" 1g, locking 
type; gear adj w/calibrated dial, crank driven; sect 
one thirty-seven plates, sect two and three seventeen| 


plates ea sect; 180 deg counterclockwise rotation; 


steatite or micalex ins; solder lug term; mtd on 
steel conical standoff w/f8-32NC-2 thd x 3/8" d hole 
and mtg bkt w/two 0.154" wa x 1/4" 1g holea on 1 3/4" 


x7 9/32" mtg/c; same ae NT-482972 except larger in 


size, 


16-C-63308-2176 


CAKK 


W-10750 


SA-1780-1 
T15D-5revD6656 
571 O715 4Orev5 


TCs-6 


-4B297h 


CAPACITOR, variable: 3/28/45 
air; plate meshing type, three sect; sect one 12 to 
361.3 maf, sect two and three 10 to 281.4 mf ea sect; 


SIC ea sect; 800v AC RMS 60 cyc test; 6 3/16" lg x 
4 13/32" bh, shaft 0.230" diam x 17/32" 1g; gear adj 


w/dial; sect one nineteen nickel pl brass plates 


sect two and three fifteen nickel pl brass plates ea 
sect; ceramic ins; stator stud term, lug term for 
rotors mtg bkt. 


16-C-63352-9776 


coc 


3-60 


coL 
coL 


571 0671 30 
671C-hrevD9848 


Tes thru 
TCS-5 


“482975 


CAPACITOR, variable: 3/28/45 

air; plate meshing type, three sect; sect one 12.75 
to 359.9 mf, sect two and three 11.5 to 287.5 mmf ea 
sect; SLC ea sect; B00v AC FMS 60 cyc test; 6 3/16" 
1g x 4 13/32" h, shaft 0.230" diam x 1 7/32" 1g; gear] 
adj w/dial; sect one nineteen nickel pl brasa plates 
sect two and three fifteen nickel pl brass plates ea 
sect; ceramic ins; stud term for stator, lug term -for| 
rotor; three #8-32 tha x 7/16" lg screws in plate 
irregularly spaced for mtg; differs in mtg dimen 
from NT-482974, 


16-C-63351-9326 


coc 


3-60 


COL 
COL 


670C~k4rev9847 
571 0670 30 


Tes 


RESTRICTED 


SHEET 16-867 
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RESTRICTED 


SHEET 45-288 


NAVY TYPE 7 NAVY OWG STANDARD NAVY —eso ASO ‘ : ] 
[ eres Ncee aa is al Sp PRC Sr Sree’ 9" Lact Re STOCK NO oe ae Se faa rag fag ee ge ca a re 
+— —— 
-482976 : 
97 CAPACITOR, fixed: 3/26/45 RELGAY53 16-C-19781-5361 | N16-C-9678-17 3DB25-78 CAW | LS-EP CRV | K-895054eub0 RDR 
electrolytic; 25 mf; 25 vdcw; working temp range REL3A549 CRV | 895054-! 


minus 20°C to plua 65°C; case 1 3/4" lg x 1" diam; 
metal case; two lug term 15/32" lg on top spaced 
7/16" c to cs term ins from case; 1/4"-20 thd mtg 
atud on bottom w/hex nut. 


-482977 CAPACITOR, FIXED: 3/26/45 REABALLS 
sulphur; 25 mmf; 10090 vdew; case 2" lg x 2" OD; 

metal case; 1 piller type term w/cennector; two 3/16" 
diam mtg helee in base on 2 7/16" c to cj add suffix 


indicating capacity telerance in per cent. 
: ; oe {——____. == en a 
-482977 -10 CAPACITOR, FRED: 3/26 /u5 RELBAMS 3 16-C-56653-E741 | N16-C-11798 319025 -32 CSL | XYA10-425 914 1762 00 TCZ (3) 
Navy Type 462977 w/25 amf p/m 106. caw | 2866-203 rev 4 TCZ-1 (3) 
1 TOZ-2 
~482978 CAPACITOR, fixed: 3/26/45 RELBAZLS 
mica; 20,@00 mmf; 600 vdew; case 1 1/k" le x 1 1/k" }26040 
wa x 3/8" bh; molded bakelite case; two lug term ea 
end w/one 3/16" diam hole on 1 3/4" ctr; two mtg holed 
in back of case 5/32" diam on 1 1/2” mtg/c. 
-462978-A10 CAPACITOR, fixed: ‘ 3/26/45 RELGA215 16-0-34334-9951 |N16-C-10552-9 cD} 7s CRE |F-3931k-Liseh —/DAQ 
NT-482978 w/20,000 mf p/m 10%; temp coef Itr A. 16che DAU 4) 
DAU-1(4) 
-482978-C5 CAPACITOR, FIXED: 67a Tae 1166-31 329-GUBL 3DL5T ORR [ALONGOE BC-GhO-A 
Navy Type 482978 w/20000 mmr p/m 5%; tamp coef letter 
Cc. 
~482979 RADIO SET SUB-ASSEMBLY: 3/26/45 116-C -66216-2729 [ lone M-439145-501 | CRV | M-439523-1revl | MAR(2) 
CRY | M-439145-Laub6 


c/o three high K ceramic capacitors and one male 
connector AN-3102-FR-20-6P; cylindrical aluminum 


body w/molded black bakelite insert; three capacitora: 
ea rated 55 mf p/m 10%, 500 vdcw; connector has 
three round cont, atraight type; 2 11/16" 1g x 1 1/2" 
wd x 11/2" b ofa; four mtg holes 0.156" diam on 
1 5/32" x 1 5/32" mtg/c. 
ee crear ese cae A so) ces) 


a 


PS ——— SHEET 13-886 
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RESTRICTED 


NAVY TYPE 
| ‘DESIGNATION 


‘NAME -AND DESCRIPTION 


T Navy ows 


JAN NO 


{| STANDARD NAVY 


‘STOCK NO 


ASO 
STOCK NO 


SIGNAL CORPS 
STOCK ‘NO 


MFGR | 


‘MANUFACTURER'S 
PART SUMBER 


i CONTRACTOR'S DWG 


sOR ‘PART NO 


EQUIPMENT 
SED IN 


~WB29T9-“N 


TBYPASS CAPACIIWR AND CONNECTOR “ASSEMBLY 3/26/45 


(CERAMIC): 


c/o 3 ‘high K ceramic capacitors and 1 male connector 


AN-3102-PR=20-6P; HS cylindrical sluminum ‘boay with 


jnolded black bakelite Insert; 3 capacitors ea rated. 
55 mmf plus 20% minus 104, 500 wdew; connector has 3 
round cont, straight type; 2 3/16" lg x 11/2" wa x 


1.2/2" -h, ofa; 4 mtg holes 0.156" dian on 1 5/32" x 
5/32". mtg/c; same as Navy Type 482979 except is US. 


36-0 -B6216-B56L 


{CRY 


W-STSORO-L 


M~442840-1 sub 1/MAR 


~482980 


RADIO SET SUB-ASSEMBLY:: 3/26/45 

c/o 7-nigh K ceramic capacitors and 1 male AN Conpnec~ 
tor AN-3102-PR-22-16P, ‘ea capacitor rated 1800 mf 
minus 20 plus 50%, 500 vdew, ahs gnd bus connected tos 
a pin; 2 i1/16" 1g x1 5/8" wa x 15/8" h, o/a; 4 mtg 
holes 0,156" diam on 1.1/4" x 1 1/4" mtg/c. 


16-C-66238-1937 


|] 223029-22' 


CRV 


CRV 


{M-W39147=502 


rev 7 


‘)M-439524~1 subi] 


-482980-A 


IRADIO SET SUB-ASSEMBLY: 3/26/45 
c/o seven high K ceramic capacitors and one male 
connector AN-3102-PR-22-16P; HS cylindrical aluminum 


body w/molded black bakelite insert; seven capacitors 
ea rated 1800 mf p/m 204; connector has nine round 
cont, straight type; 211/16" 1g x 1 5/8” wd x 1 5/8" 
h o/a; four mtg holes 0.156" diam on 1 1/k" x 1 1/k" 
mtg/c; same as NT-%G2980 except is ES. 


16-C-66216-1933 


7 


‘/M-44.3889~1 


M-443889-1 subl. '|MAR 


-482961 


CAPACITOR, variable: 3/26/45 
air; plate meshing type, single sect; 50 to 200 mmf; 
SLC; 7500v RMS test; 8 11/16" 1g x 4" wa x 3 11/16" 


h, shaft 1/4" diam x 9/32" 1g; splined coupler on 
end of shaft; thirty-three plates; solder lug term 
for rotor; mtd in chassis of 1CZ; mechanical item 


until mtd into TCZ. 


16-C-61500-1001 


coL 


‘)CoL 


1342B 
1308a 


ceL 
coL 
coL 


5TL 1342 20 


TCZ 


1342B-GrevD1106q TCZ-1 


1308a-LrevD8076 


TCZ-2 


~482982 


CAPACITOR, variable: 3/27/45 
air; plate meshing type, dual’ sect; 11 to 260 ea 
sect; SLC ea eect; 0.0305" air gap; 3 31/32" lg x 


33/16" wi x 2 5/32" h, shaft 1/4" diem x 7/8" lg; 
round shaft adj; twenty-five aluminum plates ea 
sect, 13 rotor, 12 stator; 360 deg rotation; screw 


term; mtg arrangement not supplied. 


16-C-62969-5562 


crr 


3B-260-F2B 


CFT 


F-27020-14-29 
issL 
F-29159-12-29 


issR 


DAQ 
DAU 
DAU-1 


| 
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{ 
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SHEET 48-890 


NAVY TYPE NAVY OWG STANDARD NAVY ESO ASO SIGNAL CORPS MANUFACTURER'S | Con. | CONTRACTOR'S OWG | EQUIPMENT 
DESIGNATION | NAME: AND’ (DESCRIFTION. OR SPEC HO JANE IN STOCK NO STOCK NO sTock NO stock No {MPSR| paRT NUMBER |rnacron OR PART KO Used IN 
1. 


= r 
-482983 CAPACITOR, fixed: 3/27/45 REYBA3Z41 16-C-20086-9851 |N16-C-9693-16¢@ caw | 196 crr | RF-458@-LiesA DAQ 


electrolytic; 75 to 84 mf; 110 vacw; working temp JAN-C-62 | DAH 
range minus 20° C to plus 65° C; case 31/kh" ig x elec DAH-2 
1 3/6" diam; metal case; two screw term on top; term DAS 
ina from can. 

~482984 CAPACITOR, variable: 3/28/45 16-C-61847 -3519 R16 -C- 3D9405V coc |s-2791aT ceL [922 4700 00 revi) ‘cS 
air; plate meshing type, single sect; 13.4 to 405 mmf; 11947-500 
SLC; 0.020" air gap, 500 vact; 4 7/64" lg x 1 51/6k" 
h, shaft 7/32" diam x 19/32" 1g, bushing 1/4" lg x 
3/8"-32 thd; round shaft w/ 6/0 taper pin located 
3/8" fram end; seventy-seven silver pl brass plates; 


360 deg rotation; ceramic ins; solder lug term; two 


mtg bkt for base mtg ea w/two #4-40 tapped holes on 


3/8" x 4 1/8" ntg/c. 


~482985 CAPACITOR, variable: 3/28/45 ee caaueannl: 3p9k25V CAKK COL | 922 4600 OOrevi | TCS 
air; plate meshing type, single sect; 20 to 425 mmf; 
SLC; 1000v AC RMS 60 cyc; 4 3/16" lg x 1 13/16" wa x 


1 21/32" h, shaft 7/32" dtam x 15/16" 1g; round shaft! | 
w/groove pin 1/16" diam x 9/32" 1g located 9/32" fron 
end of shaft; fifty-five cad pl CRS plates; 360 deg 


rotation; ceramic ins; solder lug term; twe mtg bkt 


ea w/two 0.140" diam holes on 3/8" x 3 5/8" mtg/c. 

———e ae ar TPE] KCC PPG (SAR neaas 

482986 CAPACITOR, variable: 3/28/45 16-C~61846-1501 R16-C-11956 cuc | MC-4o0-s cot | 922 9200 ooreve | Tes 
air; plate meshing type, single sect; 20 to 400 mf; 
SLC; 0.0245" air gap, 500 vact; 3 11/16" lg x 
1 11/16" wd x 1 11/16" h, shaft 1/4" diam x 1/2" 1g | 
knurled for 1/4", 3/32" from end of ehaft, bushing 
7/16" lg x 3/8"-32 thd; rounded shaft; fifty-three 


eilver pl brasa plates; 180 deg clockwise rotation; 
ieolantite ine; lug term; single hole mtg by 3/8" 
diem mtg bushing or base mtg by 2 mtg ft ea w/one 


#6+32 tapped mtg hole on 3 7/32" mte/c. i 


-482987 CAPACITOR, variable: 3/28/45 16-C-61846-1341 Ri6-C-11957 3D9K00V~4. cHo | MC-400 COL | 922 9300 Odrev0 | TCS 
air; plate meshing type, eingle eect; 17 to 400 mf; 
SLC; 0.0245" air gap, 500 vact; 3 11/16" 1g x i i i 
1 11/16" wd x 111/16" h, shaft 1/4" diam x 1/2" lg 
knurled for 1/4", 3/32" from end of shaft, buehing 


7/16" 1g x 3/8"-32 thd; rounded shaft; fifty-three 


eilver pl brase plates; 360 deg clockwise rotation; 
ieolantite ins; lug term; eingle hole mtg by 3/8" 


diam mtg bushing or base mtg by two mtg ft ea w/ one 


#6-32 tapped mtg hole on 3 7/32" mtg/c. i | i i 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


Eso 
STOCK NO 


ASO 
STOCK NO 


SIGNAL, CORPS 


STOCK NO 


MFGR 


MANUFACTURER'S | Con. 
PART NUMBER ifeperes 


3 


CONTRACTOR'S DWG | EQUIPMENT 
OR PART NO USED IN 


-482988 


CAPACITOR, variable: 3/28/45 


wa x 1 7/32" h, shaft aseembled w/eplit bushing and 
nut 3/16" diam x 17/32" lg o/a, locking type; ecdr 
adj; twenty-six aluminum plates; 360 deg rotation; 
ceramic, isolantite, or steatite ins; solder lug term 


for rotor, post term for stator; panel mtg by two 


air; plate meshing type, eingle sect; 6.1 to 76.1 mmf; 
SLC; 0.0195" air gap, 1000 vdct; 1 19/32" lg x 15/16" 


stude 3/32" 1g ea w/#h-4O NC-2 thd holes 21/32" ¢ toc| 


16-C-60365-3886 


CAIM 


-482989 


-82990 


CAPACITOR, variable: 3/28/45 
air; plate meshing type, single sect; 3.6 to 26.0 
mmf; SLC; 0.0195" air gap, 1000 vdct; 1" lg x 15/16" 


wi x 1 7/32" h, shaft encl in housing w/eplit buehing 
3/16" diam x 17/32" lg, locking type; scdr adj; nine 


aluminum or eilver pl brase plates; 360 deg rotation; 


ceramic, isolantite or eteatite ins; post term for 


stator, lug term for rotor on LH side; two mtg studs 
w/#4-36 thd on 21/32" mtg/c. 


- 


16-C-59224-1701 


R16-C-11909 


CoOL, 


CKP 


g22 5300 00 
revD7328 
€0-798 


TCs 
TCS-12 
TCs-14 


25L 


——-} 4 

922 0003, 00 TCs 
revD7946 

922 0004 00 


revD9939 


3/agths 
mice; 100 mmf; 200 vdcw; case 1 7/8" ig x 1 1/8" wa 
x 9/32" thk; molded bakelite case; two wire leade ea 


CAPACITOR, fixed: 


1 1/2" lg. 


REYBAZe9 
16Ch0 


--482990-D 1/2 


CAPACITOR, fixed: 3/29/45 
NT-482990 w/100 mmf p/m 1/26; temp coef ltr D. 


RE8A229 
16cho 


16-C-28546-9810 


402 B cw 


ES-682076-31e87 | UF 


~482990-D1 


CAPACITOR, fixed: 3/29/45 
NT-482990 w/100 mmf p/m 1%; temp coef ltr D. 


REK8A229 
16cho 


16-C-28547-2470 


4o2 Cc cw 


ES-682076-4ise7 | UF 


-482990-D5 


CAPACITOR, fixed: 3/29/45 
NT-482990 w/100 umf p/m %; temp coef ltr D. 


REW8A229 
16cho 


16-C-28552-7070 


4O2 D cw 


ES-682076-5iss7 | UF 


-482991 


CAPACITOR, fixed: 3/29/45 
mica; 200 amf; 200 vdcw; case 1 7/8" 1g x 1 1/8" wa 
x 9/32” thk; molded bakelité case; two wire leads ea 


11/2" lg. 


fRELBAZ9 
L6Ch0 


Con't 


| 
= 
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= = 
aia NAME AND) DESCRIPTION CG Be a eg a FORE De ger parece od Pee Ri a ara 
T re ag 7 =, 
~462991-D 1/2 |CAPACITOR, fixed: 3/29/45 RELBAZ29 16~C-29259-2610 ow koe ow HS-682076-6issT le { 
NT-482991 w/200 umf p/m 1/26; coef ltr D. LéckO I 
aerate St Ny Sa AR SRT fee ee a Ee ne Sa na © Denynraea neers A eeeeae ym ee eet OSes eee caer re 
-482991-D1 CAPACITOR, fixed: 3/29/45 REUBAZ29 16-C-29259-3610 7 cu fhoec CW | ES-682076-7ise7 | UF ' 
NT-%82991 w/200 mmf p/m lf; temp coef ltr D. 16ckO [ 
-482991-95 CAPACITOR, fixed: 3/29/45 REBA229 16-C-29264-8870 cw | 40a p CW | HS-682076-8iss7 | UF 
NT-182991 w/200 maf p/m 5%; temp coef ltr D. 16c40 
|—~----_____} = en ps Sea eae oe 
~482992 CAPACIT@R, fixed: 3/29/45 RELBAZ29 
mica; 300 mmf; 200 vdew; case 1 7/8" lg x1 1/8" wie ia écho 
x 9/32" thk; molded bakelite case; two wire leads 
1 i/e" lg. | 
f 
~482992-p 1/2 | CAPACITOR, fixed: 3/29/45 RELBAZ29 16-C-29654-8610 cw | 402 B cw | ES-682076-9iss7 | uF 
NT-482992 w/300 mmf p/m 1/26; temp coef ltr D. 16cho z 
= : 1 ax i A 
-482992-D1 CAPACITOR, fixed: 3/29/45 REWGA229 16~C~29654-9510 cw jho2c CW | £8-682076-1018e7} UF 
NT-482992 w/300 omr p/m 16; temp coef ltr D. 16Ch0 | 
| 
-482992-D5 CAPACITOR, fixed: 3/29/45, RE4BA2Z29 16-C-29660-5870 cw 402 D cw ES-682076-1lise7| UF 
NT-462992 w/300 umf p/m h; temp coef itr D. 16ckO i 
4 
-482993 CAPACITOR, fixed: 3/29/45, RELBAZ2O 
mica; 400 mmf; 200 vacw; case 1 7/8" 1g x 1 1/8" wa [16C4O ! 
x 9/32" thk; molded bakelite case; two wire leads ea 
1 1/2" lg. 
a ee 7 
-482993-D 1/2 |{CAPACITOR, fixed: 3/29/k5 REKBA229 16-C-29918-6610 cw j koe B cw ES-682076-121ss7| UF 
NT~482993 w/400 mmf p/m 1/26; temp coef itr D, 16ch0 if 
~4.82993-D1 CAPACITOR, fixed: 3/29/45 RELBAZ29 16-C-29918-7510 Cw }ko2 ¢ Cw | #S-682076-13ie87/ uF | 
NT~482993 w/kOO mmf p/m 1%; temp coef ltr D. 16c40 
~482993-D5 CAPACITOR, fixed: 3/29/45 REXBA229 16-C--29924- 3870 CW 402 D cw ES-682076~l4ise7| UF 
NT-482993 w/kOO amf p/m 5%; temp coef ltr D. 16cho 
-4.82994 CAPACITOR, fixed: 3/29/45 InmsBaze9 
mica; 1000 mmf; 200 vdew; case 1 7/8" lg x 1 1/8" wd |16Cho 
x 9/32" thk; molded bakelite case; two wire leads ea 
1 1/2" le. 
Sama —— = ‘0 
-482994-D 1/2 |CAPACITOR, fixed: 3/29/45 RELBA229 16~C-31079-3210 cw 4o2 B cw HS-602076-15ise7] UF 
jess NT-482994 w/1,000 omf p/m 1/26; temp coef ltr D. 16cho “ilies 
-4B2994-D1L CAPACITOR, fixed: 3/29/45 REYBA229 16~C-31079-4230 cw 4o2 C cw ES-682076-161 887 | UF | 
NT-48299k w/1,000 mmf p/m 1%; temp coef ltr D. 16cho | 
-482994-D5 CAPACITOR, fixed: 3/29/45 RELBAZ29 16-C~ 31084-9470 cw of hoe D | ow HS-682076-17ise'/| UF \ 
NT-482994 w/1,000 mf p/m %}; temp coef ltr D. 16cho 
+ “t 
zi a eee 
Cae aa i WE-852 
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‘NAVY DW 4 i: My 
[ een NAME ANG DESCRIPTION ee ee ee ee ee ee oa ee ar ary 
482995 CAPACITOR, fixed: 3/29/45 IRELBA2Z9 
mica; 2000 mf; 200 vdew; case 1 7/8" 1g x 1 1/8" wa [16ChO 
x 9/32" thk; molded bakelite case; two wire leads ea 
11/2” lg. 
-482995-D 1/2 |CAPACITOR, fixed: 3/29/45 REL8A229 16-C-31791-5168 cw j4o2 B CW | £8-682076~1816887| UF 
NT-482995 w/2,000 mmf p/m 1/26; temp coef ltr D. 1640 
~482995-D1 CAPACITOR, fixed: 3/29/45 REL8A229 16-C- 31791-5910 cw 402 Cc cw ES-662076-19isa7| UF 
NT-482995 w/2,000 omf p/m 1%; temp coef ltr D. 16Cho 
7 ~4 
-482995-D5 CAPACITOR, fixed: 3/29/45 RELBA229 16-C-31797-2270 cw 4o2 D cw ES-682076-20ias7| UF 
NT-482995 w/2,000 mmf p/m %; temp coef ltr D. 16cho 
r “=o : 
-482996 CAPACITOR, fixed: 3/29/45 IREYBA229 : 
mica; 3000 mmf; 200 vdew; case 2 7/8" lg x 2 1/8" wi {16Ch0 
x 9/32" thk; molded bakelite case; two wire leads ea 
11/2" lg. 
+ 4 
-482996-D 1/2 |CAPACITOR, fixed: 3/29/45 FELBA229 16-C- 32187-2010 cw 402 B cw ES-682076-21iss7] UF 
NP-482996 w/3,000 umf p/m 1/26; temp coef ltr D. 16ch0 
——— ee 
-482996-D1 CAPACITOR, fixed: 3/29/45 REWBA229 ener oil. cw 402 ¢ cw ES-662076-221887| UF 
NT~82996 w/3,000 mmf p/m 1%; temp coef ltr D. 16ch0 
~482996-D5 CAPACITOR, fixed: 3/29/45 RELBA229 16-C-32192-8270 cw 402 D cw ¥S-682076-231887| UF 
NT-482996 w/3,000 umf p/m 9; temp coef ltr D. 16ch0 
-482997 CAPACITOR, fixed: 3/29/45 JRELBA229 
mica; 4,000 mmf; 200 vdew; case 1 7/8" 1g x 1 1/8" wal|L6Cho 
x 9/32" thk; molded bakelite case; two wire leads ea 
11/2" lg. 
-482997-D 1/2 |CAPACITOR, fixed: 3/29/45 RE48A229 16-C-32450-9010 cw 402 B cw BS-682076~2h4ise7| UF 
INT-492997 w/4,000 mmf p/m 1/26; temp coef ltr D. 16cho Ie 
-482997-D1 CAPACITOR, fixed: 3/29/45 RE4BA229 16-0¢-32451-1010 cw 402 C cw ES-682076-251887] UF 
NT-482997 w/4,000 mmf p/m 1%; temp coef ltr D. 16cho 
~482997-D5 CAPACITOR, fixed: 3/29/45 FEL8A229 16.C-32456-6270 cw 4o2 D cw ES-682076- 261887| UF 
NT-482997 w/4,000 mmf p/m 5%; temp coef ltr D. 16chO : 
re r 
-482998 CAPACITOR, fixed: 3/29/45 jRELBAZZ9 r 
mica; 20,000 mmf; 200 vdew; case 1 7/8" 1g x 1 1/8" }16cho 
wa x 9/32" thk; molded bakelite case; two wire leads 
ea 1 1/2" lg. 
4 Con't 
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Ty 7 i Tt] 
[ DESIGNATION NAME AND DESCRIPTION on'stec wo | JAN NO | STANRORD tuavy | SigrocK “NO MAN A GUMmeR® [anccton | Ceara’ | Osem in 
-482998-D 1/2 |CAPACITOR, fixed: 3/29/45 RE48A229 16-C- 34323-7410 cow ES-682076- 301887) UF 
I. NT-462998 w/20,000 maf p/m 1/eh; temp coef ltr D. 16C¢h0 | | 
-462998-D2 CAPACITOR, fixed: 3/29/45 REABAZ29 ,6-C- 34323-8410 | 116-C-10549-3 CW | BS-682076-311987) UF 
NT-482998 w/20,000 maf p/m 1%; temp coef ltr D. 16Ck0 
af 
; er eR | fee a ee 
-482998-D5 CAPACITOR, fixed;. 3/29/45 REWSA229 16-C-34 329-4670 | cw ES-682076~324887| UF 
NT-482998 w/20,000 mmf p/m %; temp coef ltr D. 1640 
[ae D | aac 
-482999 CAPACITOR, variable: 3/29/45 16-C-61918-6221 99 cE | 500820 CEJ |H-24.38rev0 UF 
lair; plate meshing type, single sect; 18 to 495 mp; CRV |M-420809-isub3 | YB 
SLC; 0.045" air gap; 5 3/32" lg x 2 5/8" wa x cry |M-451778 YE-1 
219/32" h, shaft 1/4" diam x 11/2" 1g; round shaft XE-2 
adj; forty-five aluminum plates; 360 deg rotation; 
steatite tna; solder lug term; base mtg by two feet 
ea w/one 0.140" diem hole 4 31/32" c to c. 
~4.83000 ELECTROLYTIC CAPACITOR: 3/29/45 FES8A340 16-C-19713-8726 |N16-C-9675-20 AN/UPA-4s 
electrolytic; 20 mf; 150 vdcw; working temp range REL 3A549 
minus 20°C to plus 65°C; case 1 13/16" lg x 5/8" 
diam; HS metal case w/cardboard sleeve; two axial | 
L wire leads 3" 1g; neg int gnd term. ' 
- 483001 CAPACITOR, fixed: 3/30/45 RELBALOS T 
paper dielectric; 5000 mmf plus 10 minus 34; 15,@@0 /RE13A488 
vdew, 8000 vacw 60 cyc; HS metal case; case 3 3/4" 
lg x 1 3/4" wd x 2 3/4" h; mineral oil filled; two 
pillar ine ea w/#12-24 thd atud term 2 13/32" h on 
top spaced 2" c toc; no int gnd connections; two mtg 
bkt ea w/two 0.213" rad x 9/32" 1g mtg slota om 
4 3/8" x 5/8" mtg/c. 
7 s + 
~-483001-10 CAPACITOR, fixed: 3/30/45 RELSALO5 16-¢-41227-1932 |W16-C-10850-10 P CRV | K-99170revO SR-2 t 
NT-483001 w/5,000 mmf p/m 10h. RE13A488 
-483002 CAPACITOR, fixed: 3/30/45 RE4BA110 16-C-49550-8310 
paper dielectric; 3 mfd plus 10 minus 3%; 220 vacw, {RE13A488 
60 cyc, 1 ph; BS metal can; 21/2" lg x 1 3/16" wa x 
3 1/4" bh; mineral o1l filled; two soleer lug term 1/2’ 
b located on top spaced 5/8" c to ¢; no int gnd | 
connections, 
-483002-10 CAPACITOR, fixed: 3/30/45 RE48A110 |16-c-49571-8310 CRV |K-99171rev0 SR-2 
NT-483002 w/3 mf p/m 10p. RE13A488 | 
-483003 CAPACITOR, FIXED: 3731/05 FREABALLS | 
lnica; 18 mmf; 500 vdew; case 51/64" 1g x 15/32" wi x fuan-c-5 | | 
7/32" ad max dimen; molded low less phenolic bedy; 2 
jaxial wire leads; add suffix indicating capacitor 
tolerance in per cent. 
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SHEET 48-895 
iv % on. CONTRACTOR'S DWS EQUIPMENT 
f OESIGNATION | NAME: CAND, (DESCRIFTION uaevowa: | JAN NO STANock NO. stock NO stoex ve weock NO mror | “PART NUMBER r—| OR PART NO USED IN 
=1)83003-D10 aractier, FIXED: 4/16/48 JRERBAILS n6-C-26806-2087 {N16-C-9793-100 CSL |MosDW ICRP 135-5239 VF 
Navy Type 483003 w/18 wmf p/m 10%; temp coef letter D.WAN-C-5 | 
-483003-C1O CAPACITOR, fixed: 3/31/45 REKBAL¥S | CM20C180K 16-C-26606-2081 | N16-C-9793-100 CSL | MOSCW.5 VE 
NT-483003 w/18 mmf p/m 10%; temp coef ltr C, JAN-C-5 | 
483004 VARIABLE MICA CAPACITOR: 3731745 16-6-65037-700L CH  |HC7-1 GEM [1000E-5 rev 0 | QBE 
E- 
nica; compression type, single sect; 850 to 1500 mf; @BE-2 
200 vacw, 110 vact; 3/4" lg x 7/8" wa x 3/8" h, o/a; QBE-3 
solder lug term; 2/4"-40 thd bushing 1/2" 1g; ecdr 
slot adj; ceramic base. uy e al 
483005 CAPACITOR, variable: 3/31/45 [26-0- 61906-6735 CRW | HCh-1 GEM, | LOC0R>erevo OBE 
mica; compression type, single section; 250 to 525 QBE-2 
mm? ONN view. 170 vant: WK" 12 x 7/8" wi x 3/8" h QBE-3 
excluding adj; solder lug term; 1/4"-40 thd bushing 
1/2" 1g; scdr slot adj; ceramic base. 
483006 CAPACITOR, fixed: 3/31/45 REBA332 
mica; 2,000 mmf; 200 vdcw; case 1 1/4" 1g x 27/32" 16Ch0 
wd x 9/32" thk; molded bakelite case; two atial vire 
lead. 
-483006-D 1/2 |CAPACITOR, fixed: 3/31/45 FEL8A332 16-C-31791-5118 {N16-C-10239-26 cw =| D-162795 CEM {744-311a1tO WCA 
NT-483006 w/2,000 mmf p/m 1/26; temp coef itr D. 16Ch0 cw ESA-645305ie85 |JK-8 (4) 
NOTE: JEA (4); JEA-1 (4); JEA-5 (4); JKA-5a (4); QCJ-}5; QCJ-6; |QCL-4; QcL-5; Q/CL-8 (4); QcM-3 | (4); QCN-4 (4); | @CO-2; SEE NOTE 
Qco-3; QCQ (4); QcQ-2 (4); QCQ-3 (4); QCR (4); Qcs (41); QcT (4%] QGA (4); WAA ({4); WAB (4); WHA} (4); WEB (4); WF 
-483007 CAPACITOR, fixed: 4/2/45 JAN-0-5 a | 
mica; 600 mmf; 500 vdew; case 53/64" 1g x 53/64" wa /RELBALK3 
x 9/32" d max; molded wakelite case; wwo axial wire 
leads. 
-483007 -A20 CAPACITOR, fixed: 4/o/k5 RELGA143 |CM30A601M 16-C-30330-7039 cD Ww su 
NT-483007 w/600 mmf p/m 206; temp coef ltr A. JAN-C-5 cCAW | 1467 
csL | MW 
cur |W 
-483007-B10 CAPACITOR, fixed: 4/2/45 REYBALY3 — |CM30B601K 16-C- 30325-4564 cD /1WIs cum {744-635 su (2) 
INT-483007 w/600 mmf p/m 10; temp coef ltr B. JAN-C-5 CAW |1467LS cpu }3-319 su-1 (2) 
CSL | MWBH-1223-10 SF 
CMR | WKM SF-1 
L QBR i 
* SHEET 48-895 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
@R SPEC NO 


“| STANDARD NAVY 


HAN NS. STOCK NO 


Eso 
sTOcK NO 


SIGNAL CORPS. 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


con- 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


-483008 


CAPACITOR, fixed: 3/29/45 

paper dielectric; 4 mfd plue 10 minus 34; 600 vdew; 
HS metal can; 2 1/2" ig x 1 3/16" wa x 3 1/K" b; 
ldykanol "A" impr and filled; two ine solder lug term 


1" ¢ to c en top; no int gnd connections; universal 
mtg bkt w/two heles 3" c toc. 


[REuB.A276 
RE13AL88 


16~C-29936-5865 


cb 


CAT#EGU-3040 


TCs 


~483008-10 


CAPACITOR, fixed: 3/29/45 
NT-483008 w/4.0 me p/m 10%. 


REYEAQTS - 
REL3A488 


16-C-49957-5852 


3DB4-3 


coL. 


930 8200 00 


TCs 


-483009 


CAPACITOR, fixed: 3/29/45 
CANCELLED: ame as NT-481255. 


REKBALE3 


~483010 


CAPACITOR, fixed: 3/30/45 


ceramic dielectric; 5 mmf; neg temp coef 470 (tol 
p/m 70.5)mmt/mt/°C; 500 vdcw; case 5/16" 1g x 5/32" 


diam; axial wire leade; ceramic insulation; add 


jauttix indicating capacity toloranco in per cent. 


-483010-10 


CAPACITOR, fixed: 3/30/45 
NT-463010 w/5 mmf p/m 0.5 mmf. 


el 


16-C-15629-1032 


} 


NiL6-C-8067-15 


N47OK5p/m.5 


-483011 


CAPACITOR, fixed: 3/30/45 
electrolytic; tnree sect; 15/15/10 mf; 450/450/300 
vdcw; working temp range minus 20°C to plus 65°C; 


case 3 7/16" ig x 1 3/8" diam; tubr metal can; four 
payonet term @.355" 1g x @ 093" diam; #i term neg, 
#3, 45, #7 term pos; plug in mtg veing std octal 


socket, 


RB13A549 
RELBA294 


ERENT 


QC-10009 


3085-18rev0 
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483012 CAPACITOR, variable: 4/2/45 16-C-64753-3479 CFW | RC-12 CBM | 574-652 WOA 
mica; compression type, single eect; 17 to 80 mf; cBM |} 1000E-1 alto WEB (3) 
200 vdew, 1lov AC test; 3/4" 1g x 7/8" wa x 3/8" hj : 
solder lug term 1/4"-4O thd wuehing 1/2” 1g; ecrew- 
driver slot adjustment; ceramic base, 

-483013 CAPACITOR, fixed: 4/3/45 IRe48A 300 
mica; 110 mmf; 200 vdew; case 3/4" ig x 9/16" wa x = j16Cho 

= 9/32" thk; molded bakelite case; two wire leads. 

-483013-C2 CAPACITOR, fixed: 4/3/45 REK8A300 16-C-28653-1205 |N16-C-99k7-4 Cw | D-162794 CBM | 744~310a1to acs 
NT-483013 w/110 omf p/m 2; temp coef ltr C. 16cho JK-8 (2) 
NOTE: KA (2); JKA-1 (2); JKA-5 (2); JKA-5a (2); Qcg}-5 (2); OC} I-6 (2); QCI-9 (2)3 QcL-4 ( CL-5 (2); QcL-8 | (2); Qon-2 (2) SEE NOTE 
QeNn-3 (2); QON-4; QCO-1 (2); QCO-2 (2); QCO-33 QCQ (A); QcQ-1s | QCQ-3 (2); QCR | (2); QcR-1; acs 13 QCT; QcT-1; | Waa (2); woA |(2). 
WDA-1 (2)3 WFA; WEB (2). 

-483014 CAPACITOR, fixed: 4/5 REKGALL3 
mica; 6565 mmf; 250 vdews case 3/4" 1g x 3/k" wa x [26040 
9/32" a max; molded bakelite case; two axial wire 
leads. i 

-483014-B5 CAPACITOR, fixed: 4/45 RELGALN3 16~C-33028-5357 cD | iwLs CBM | 74-506 Qca 
NT-483014 w/6565 mmf p/m 5%; temp coef ltr B. 16Ch0 

-483015 CAPACITOR, fixed: 4/4/45 REKBALL3 
mica; 3980 mmf; 250 vdew; case 3/k" 1g x 3/kK" wi x 1 6ChO 
9/32" 4 max; molded bakelite case; two axial wire 
leads. 

-483015-B5 CAPACITOR, fixed: A/S RE4BALA3 16-C-32450-5553 cD 1wWLs CBM | 744-509 Qca 
NT-483015 w/3960 omf p/m 5%; temp coef ltr B. 26040 cum | 744-507 

-483016 CAPACITOR, fixed: 4 /a/a5 RELGAZ21 
mica; 13, 130 mf; 250 vdews 11/4" ig x 1 1/8" wa x {16Cho 
11/32" a; molded bakelite case; two lug term ea w/one 
0.173" diam hole; two mtg holes in case 0.144" diem 
1 5/16" ¢ toc. 

~483016-B5 CAPACITOR, fixed: Wk /45 RE48A221 16-C-33898-704u cp || 41s CBM | 744-507 QcA 
NT-483016 w/13,130 umf p/m 5%; temp coef ltr B. 16cho 


RESTRICTED 
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= = = ain i Ra se9 
ae MAME AND DESCRIPTION BREET dan One, SEE ROO eS Le ee ag. Cea REE. Loren Mw “hairs jmieekh SOR ote ne of eee an 
=F a 7 a Sarr 
-483017 CAPACITOR, fixed: 4 fa fas RERGALE3 | | 
mica; 7960 mmf; 250 vdew; case 3/4" 1g x 3/4" wd x 16040 \ i 
9/32" 4 max; molded bakelite case; two axial wire | i | j 
leada. | =a | —| 
~483017-B5 CAPACITOR, fixed: 4/A/NS ; REAGALL3 cD LWLS ceM | 744-599 1 QGA i 
NT-63017 w/7960 mmf p/m 5%; temp coef ltr B. j 16uk0 i | 
-483018 CAPACTTOR, -¥IXED: 4/5/45 | iB | = 
ceramic dielectric; 750 mmf; var tomp coef; 300 vdew; 
case 0.912" lg x 0.25" diam; axial wire leads; 
phenolic insulation; add suffix indicating capacity 
i tolerance in per cent. i | 
-483018-20 CAPACITOR, fixed: 4/5/45 16-C-18465-84L1 | Ni6-C-8306 CAKD | BB-K1200 CAY | 17610894-67rev1§ GR | 
wr--483018 w/750 mmf p/m 20p. 7 SR-5 
~483019 CAPACITOR, fixed: 4/5 /u5 
ceramic dielectric; 100 maf; poe temp coef 120 (tol 
= p/m 30) mnf/me/°C; 300 vdew; case 0.45" Ly x 1/h™ | 
<= diam; axial wire leads; ceramic insulation; add | 
S suffix indicating capacity tolerance ‘in per cent. | 
=5 = 1 = ‘ 
n ~483019-20 CAPACITOR, fixed: &/5/45 16-C-17089-7326 } CAKD | AB-K1200 CAY | T7610894-33rev1G SR 
NT-H83019 w/100 umf p/m 2e6. i [ SR-5 ; 
DS 483020 CAPACITOR, fixed: 4/5/45 
2 ceramic dielectric; 510 mmf; pos temp coef 120 (tol 
o p/m 30) umf/mf/°C; 300 vdew; case 0.45" 1g x 1/k" 
} 
> diam; axial wire leads: ceramic inewlation: add | | 
a jsufrix indicating capacity tolerance in per cent, { 
\ ‘ 
~483020-10 CAPACITOR, fixed: 4/5/45 16-C- 18232-6450 | cAY | T-7610894-16 sR (2) | 
NT-483020 v/510 umf p/m les. | | [ SR-5 (2) | 
-483020.20 CAPACITOR, fixed: 4/5/45 16-C- 18241-7316 CAKD | AB-K1200 cay |2-7610894-16 | VE 
_ [82483020 ¥/510 mmf p/m 20%. revl8 
-483021 CAPACITOR, fixed: 4/5/45 
ceramic dielectric; 40 mmf; neg temp ceef 750 (tol 
p/m 112.5) mmt/mf/*C; 500 vacw; case 0.45" lg x 1/k" 
diam; axial. wire leads; ceramic insulation ; add | 
suffix indicating capacity tolerance in per cent. { | 
- al ar aa | 
~483021-10 CAPACITOR, fixed: 4/5/45 16-C-16446-5370 | N16-C-8140-8-1 CARD | AB~K1200 cay | 1761089442 SR 1 
NT-483021 w/4O omf p/m 10f. CAKD | N750AB revi8 | SR-5 
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P NAVY TYPE 
DESIGNATION 


a 


ee 
NAME AND DESCRIPTION 


NAVY OWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


Eso 
STOCK NO 


ASO 
STOCK NO 


SIGNAL CORPS | urcR 


STOCK NO 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQuipMENT 
USED IN 


-483022 


CAPACITOR, fixed: 4/5/45 
paper dielectric; 5 mfd plus 10 minus 3%; 600 vdew; 
HS metal can; 1 3/4" lg x 1" wd x 4 3/4" hs oi] impr 


and filled; two stud and nut term on por pillars 
1 1/4" bh x 13/16" c to c on top; no int gnd connec~ 
tions; adj and removable mtg bkt w/two holes 2 1/k" 


e¢ toc, 


TRELBA283 


RE13A488 


16-C-50316-2852 


ai 


csL. 


XCLU-6-5 


~483022-10 


CAPACITOR, fixed: 4/5/45 
WT-483022 w/5 mf p/m 10p. 


RE48A283 
RE13A4EB 


16-C-50337-2852 


N16-C-11606-6 


CSL 


XCLU-6- 


5 


Set 


CAY 


T-7610894-63 


4 


-483023 


CAPACITOR, fixed: 4/5/45 
electrolytic; 50 mf} 200 vdew; working temp range 
minus 20°C to plus 65°C; case 2” 1g x 2" wa x 1 1/8" 
h} metal case; two solder lug term spaced 1 1/6" 

c to c, located on side of can; both term ins from 


can; two mtg ft on bottom, 3/16" diam hole in ea, 


on 2 3/8" mtg/c. 


FELBA3L. 
JAN~C-62 


elec 


16-C-19964-7811 


N16-C-9685-98 


AVL-10069 


CBM 


Tah 512 


-483024 


CAPACITOR, variable: 4/5/45 
air; plate meshing type, single sect; 5 to 100 mf; 
SLC; 1 13/16" lg x 15/16" wd x 1 7/32" bh shaft aseem- 


pled w/buehing and nut 1/4" diam x 5/16" 1g o/a; 
gcdr adj; thirty-five plates; 360 deg rotation; post 


term for. stator, solder lug term for rotor; panel 


mtg by two studs 5/16" 1g tapped 21/32" ¢ to c. 


if 
16-C-60564-9471 


10072 
A-103-L 


CAQI 


352 revO 


LAD 


~483025' 


CAPACITOR, variable: 4/5/45 
air; plate meshing type single sect; 3 to 25 maf; 
SLC; 1" 1g x 15/16" wd x 1 7/32" h shaft assembled 


w/coller and nut 7/32" diam x 5/16" lg o/a; acar 
adj; ten plates; 360 deg rotation; post term for 
atator, lug term for rotor on LH aide; two tapped 


mtg atuds 5/16" 1g on 21/32" mtg/c. 


— 
16~C-58957-000 


CAM 


CBGB 


T(83F -25 


A-25-L 


CAQT 


351 revO 


LAS 


~483026 


CAPACITOR, fixed: 4/6/45 
mica; 25,000 mmf; 1200 vdcw; case 1 3/4" 1g x 15/16" 
wd x 25/32" hy molded bakelite case; two through 


holes for screw #6-32 thd 1 1/4" mtg/c. 


IREKGA112 
16C40 


Lo 


RESTRICTED 
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SHEET 48-900 


SHEET 48-800 
s vv TYPE NAVY DWGS i” STANDARD NAVY eso ASO SIGNAL CORPS MANUFACTURER'S CON. CONTRACTOR'S ews | eQUIPMENT 
DESIGNATION NAME: “AND “BESCRInGON OR SPEC NO JAN NO STOCK NO STOCK NO STOCK NO stock no |MFSR| part NUMBER [tractor OR PART NO USED IN 
= aa ia % il 
t 1 
-483026-A10 CAPACITOR, fixed: 4/6/45 RE46A112 16-C-34546-5794 CAN | A2-2125 | i 
| 
NT-483026 w/25,000 mmf p/m 10%; temp coef ltr A. | 16cH0 i 
-483026-B10 CAPACITOR, fixed: 4/6/45 REYBALL2 16-C-345%6-5799 | N16-C-10568-45, CAN | A-2125 cRP | 35-5102 so 
NT-483026 w/25,000 mn? p/m 10%; tep coof ltr 2. 16C40 S0-8 
i 
NOTE: SO-1 thru S0-4; 80-8; S0-9; 80-13}; SO-7M} 80-7) WN; S0-1243| 80-12". | SEE NOTE | 
-483027 CAPACITOR, fixed: 4/7 /%5 RELBAZ32 
mica; 550 mmf; 200 vdew; case 1 1/4" 1g x 27/32" wd {16C40 
x 9/32" thk; molded vakelite casc; two axiel wire 
leads. 
= a 2 { oat 4 
~483027-D5 CAPACITOR, fixed: 4/7/45 FELBA332 16~C-30267- 3070 cw 4olp cw BA-106h12isel UF 
NT-483027 w/550 mf p/m 5%; temp coef ltr D. 16ch0 
-463028 CAPACITOR, fixed: 4/9/45 RE13A468 
paper dielectric; 35,000 amf plus 10 minus 3%; 400 RELBA163 
vdew; HS metal can; case 1 1/i" Le x 23/32" max diam; } 
mineral oil impr; two axial wire leads; no int gnd 
connection. | 
-483028-5 CAPACITOR, fixed: A/9/u5 | REKGA163 16-0-43641-7222 if cD | MC-756 CTR | 6exi1, 919 
| NT-483028 w/35,000 mmf p/m 5f. RE13A488 | esd J 
-483029 CAPACITOR, fixed: 4/9/45 FEL3A488 
paper dielectric; 50,000 mmf plus 10 minus 3%; 400 RE4BA163 I 
vdew; BS metal can w/ina tube; 1 5/16" 1g x 39/64" 
diam; mineral 011 impr; two axial wire leads; no int | | 
gnd connection. | 1 
-483029-5 CAPACITOR, fixed: 4/9/45 RE48A163 16-C-44211-7469 cD MC-757 CTR | 62X-11, 916 
NT-483029 w/50,000 mmf p/m 5%. RE13A428 cCBV | A-8239 7 iss5 | 
-483039 CAPACITOR, variable: 4/9/45 16-C-61882-5751. Toa |e CRV |K-860265-1 sud’ | TBX-19 
air; plate meshing type, single sect; 25 to 45 mmf; 
SLC; 0.064" air gap; 7 1/32" 1g x 2 5/8" wd x ‘ 
2 19/32" h shaft 1/4" diam x 1 1/4" lg in frent, 
shaft 1/4" diam x 5/8" 1g in rear; round shaft adj; 
fifty-seven aluminum plates; 36@ deg rotation; 
steatite ins; solder lug term; parmel mtg »y three 
#6-32 tapped holes spaced 120 deg apart on 5/8" rad 
both end plates, or base mtg by two mtg ft oa v/one 
0.173" diem hole 6 29/32" c to c; 3000v peak working. L 
~483031 CAPACITOR, variable: 4/9/45 CRV | K-643725-132 )CRV | K-843725-132 TBK~19 
air; plate meshing type, single sect; 5 to 50 maf; revla 
five aluminum plates; spcl capacitor. 
eae - 
eer. ee 4 } 
erat ee : ae ee a he 
i : [i ot 
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NAVY OWG 
OR SPEC KO 


STANDARD NAVY es 90 
SAN ING: STOCK NO STOCK NO 


ASO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


con. 
TRACTOR 


CONTRACTOR'S” DWG 
OR PART HO 


EQUIPMENT 
USED IN 


NAVY TYPR 
DESIGNATION 


-483032 


CAPACITOR, fixed: 4/9/45 
paper dielectric; 4 mf plus 10 minus 3%; 600 vdews 
HS metal can; 2 5/8" 1g x 13/16" wa x 3 3/8" h ofa; 


oil impr and sealed; sour solder lug term 11/16" bh 
on top of caee 5/8" cto c; no int gad connections; 
two mtg bkt integral w/top of case ea w/two 1/8" 
diam mtg holes on 3 1/8" x 13/32" mtg/c. 


RE4BA137 
RE13A488 


-483032-10 


t= 


CAPACITOR, fixed: 4/9/45 
NT-483032 w/4 mf p/m 10%. 


TRENGAL37 


RE13ZA488 


16-6-89957-6455 [N16-RO-1hl55-50 


ce 


K-35J307-2rev3 


SC-2 


483033 


CAPACITOR, variable: 4/10/45 
air; plate meshing type, single sect; 6.5 to 140 
mf; SLC; 0.015" air gap, 600 vdct; 2 3/16" 1g x 


15/16" wa x 1 7/32" h shaft assem w/bushing and nut 
1/4" aiem x 7/32" 1g o/a; scdr adj; thirty-seven 
silver or nickel pl brass plates; 360 deg rotation; 


ceramic ina; solder lug term; panel mtg oy 2 studs 
ea w/#4-40 tapped hole 21/32" c toc. 


16-C-61067-3721 jN16-C-12244-3-1 


4.83034 


CAPACITOR, fixed: 4/10/45 
paper dielectric; three sect; 100,000 mf plus 10 


minus 3% ea sect; 600 vdew ea sect; HS metal can; 


1 3/4" 1g x1" wa x 29/32" hy of] impr and filled; 
three solder lug term 11/16" h on top, spaced 1/2" 
c to c; all sect int gnd; two mtg ft 3/8" wa flush 


w/bottom ea w/ 3/16" diem mtg hole spaced 2 1/8" 


c toc. 


RE13A488 


RE4G8A128 


16-C-54432-8680 


coc 


AT 


W-131096-78rev4 


CAW 


630T 


-483035 


CAPACITOR, fixed: 4/10/45 
paper dielectric; two sect; 250,000 mmf plus 10 
minus 3% ea sect; 2,000 vdcw; HS metal can; 2 1/2" 
lg x 1 3/16" wi x 2 5/8" b; ofl impr; two etud 

term 13/16" h spaced 1 1/8" c to c on ceremic 
pillare and one solder lug centrally located between 
stud term, all on top; one sect int gnd. 


RE13A488 
RE48A313 


16-C-53359-6275 


CAW 


2009 


CPN 


P1-790C 


if 
i 
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- = 4 
~4B3036 CAPACIT@R, fixed: 4/10/45, RE1LZA488 16-C-53334-Le2k 
paper dielectric; two sect; 250,000 mmf plus 10 minue |REKGA325 H 
3% ea sect; 600 vdcw ea sect; HS metal can; 1 3/k" lg 
ix 9/16" wad x 1 7/16" h; ofl filled; three rivet lug 
term located on bottom 9/16" nh, 1/2” ¢ to c3 no int 


gud connections, #3 term common; channel mtg dkt 
w/two 0.144" diem holes 2 1/8" c toc. 


17483036-15 CAPACITOR, fixed: 710/45 RE13A488 16-C-53h33- 4002 CAW | @18CB 
NT-483036 w/250,000 mmf p/m 154 ea aect. REKBA325 
~] : }— +} 
CAPACITOR, fixed: 4/10/45 RE13A488 


paper dielectric; two aect; 250,000/250,000 mmf plus |REK8A405 
10 minua 3%; 2,000 vdcw; HS metal can; 13/16" 1g x 
11/16" wa x 2 7/8" hj oll filled; two atud term 7/8" 
h located on top epaced 13/16" c toc on por pillars; 
both sect int g@nd; two removable "J" bdkt w/three 
holes in bottom of ea bkt ctr line of holes frem bkt 


to dbkt 2 1/k". H 
-4 3037-15 TcAPACTTOR, fixed: 4/10/45 RE13A488 16-C-53445-9339 | N16-C-11343-150 { CIE | 20-SAL-50 CPN | C1007 RDP 
NT-483037 w/250,000/250,000 mmf p/m 196. REKBALOS ccr_| 7071 
-483038 CA ACITOR, fixed: 4/10/k5 REL 3A488 16~C..46526 - 2845 cAW | 630B aa 
paper dielectric; 250,000 mmf plus 10 minus 3%; 600 {RE8A136 
vdew; HS metal can; 1 3/4" 1g x 1" wd x 13/16" h; 
oil impr and filled; two aolder tug term 5/16" h on i 
bottom of case 1" c to c; no int gnd connectiona; 
two mtg ears 3/8" wad integral w/pettom of case o4 
w/ 3/16" diam mtg hole 2 1/8" c toc. 
1 ; heen ener 


-4_ 3039 CAPACITOR, fixed: 4/10/45 
ceramic dielectric; 5 mf} zero temp coef (tol p/m 
30) mmf/me/0C; 500 vdcw; case 7/16" lg x 5/32" diam; 
radial wire leadd; uninsulated; add suffix indicating} 


capacity tolerance in per cent. 
i a Sie coer L - 
-483039-5 


CAPACITOR, fixed: 1/10/45 16-0 -15624-3570 CAKD | 11PNOO cpn | C1004 REB 
N2-483039 w/5 mf p/m 5%. 
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TRACTOR 
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EQUIPMENT 
USED IN 


: 


-483040 


CAPACITOR, fixed: 4/5/45 
electrolytic; 100 mf; 200 ydcw; working temp range 
minus 20°C to plue 65°C; case 2" lg x 2" wi x 1 1/8" 


hj metal case; two solder lug term on aide of can 


spaced 1 1/8" c to c; both term ine from can; 


two mtg ft on bottom, 3/16" diam in ea, on 2 3/6" 
ntg/c. 


RE48A311 
JAN-C-62 


elec 


16-C-20189-7811 


N16-C-9694-18 


cD 


AVL10169 


CBM 


Tht 511 


—| 
QGA 


L. 


-483041 


-483042 CAPACITOR, fixed: 4/5/45 


CAPACITOR, variable: 4/5/45 
air; plate meshing type single sect; 3 to 41 mf; 
SLC; 500 vdew; 1 3/32" lg x 15/16" wi x 1 7/32" b, 


sbaft 1/4" diam x 1 3/32" 1g w/coller 9/32" diam x 
3/8" 1g, shaft bas 0.063" hole for pin 29/64" from 
base, pin must be ctr and vert when platee are in 
position of max capacity; exteneion shaft adj; 

eleven dull nickel pl braes plates; 360 deg rota- 


tion; ceramic insulation; post term for stator, lug 


term for rotor on top; two mtg studs 3/32" 1g w/ 
#4-40 tap on 21/32" mtg/c. 


~4— 


paper dielectric; 50,000' mf plus 10 minus 3%; 200 
vdcew; cardboard case; case 1 15/16" 1g x 13/32" 


diam; wax impr and filled; two axial wire leads; 


no int gnd connection. 


REK8A163 
FB13A468 


16-C-59551-1371 


CHC 


APC 


K-882977-501 


revO 


acg-2 
Qcu 


oa 
~}830h2-5 


CAPACITOR, fixed: 475705 
RT-483042 w/50,000 mf? p/m Sh. 


FENGALG3 
(RE13A488 


- 483042 - 


=— 


CAPACITOR, fixed: eb Y1') 
RT-483042 w/50,000 mmf p/m 10f- 


REYBALE3 
)RE13A488 


| 16-C -44208-4035 
| 16-C-44250-4035 


P-72078-522rev5 


-483043 


CAPACITOR, fixed: 4/6/45 
paper dielectric; 500,000 mf plus 10 minus 3h; 600 
vdew; HS metal cen; 1 3/4" 1g x 1" wi x 3/4" hj o11 
impr and filled; two solder lug term 3/8" h on side 
1" c¢ to c; no int gnd connection; two mtg ft 3/6" wa. 
flush w/bottom ea w/ 3/16". diam mtg hole 2 1/8" 


e toc. 


RE13A488 
REW8A129 


16-C-47276-2842 


CGH 


483043 -5 


CAPACITOR, fixed: 4/6/45 
INT-483043 w/ 500,000 mmf p/m Fp. 


IRELZA4GS 
REXBAI.29 


16-C-47255-2852 


3DA500-97 .13 


CGH 


Con't 


RESTRICTED 


SHEET 48-903 


WRSLIWW DINOULDAIA = AdAL AAVN 40 SOTWWLYD 


L # LNAWAddNS 
(¥)601'006 SdIHSAWN 


SHEET 48-9e4 


RESTRICTED 


NAVY TYPE Aa 7 o 
DESIGNATION NAME AND DESCRIPTION on sree No | JAN NO | STALONED MAW | Eck No stock Wo | Stock Ho |MFSR TER TARU Men: [rangton | “Con rat wo | USED IN” 
-483043-10 CAPACITOR, fixed: 4/6/45 RELSALSS 16=C-47297-2867 3DA500-97.28 [CGH [BS cAQT | 349 LAS 
L _ NT-483043 w/500,000 mmf p/m 10h. RELBAI29 I | 
| -4B3044 CAPACITOR, fixed: 4/6/45 RELBALSS 16-C-54B62-1913 ~ 7 ~ Te (ena z Lad 
paper dielectric; four sect; 4/8/0.54/5.6 mfa plus RELZA488 
10 minus 3%; 8@0/800/600/600 vaew; HS metal can; j 
5 1/4" 1g x 21/8" wa x 4 9/16" hb; 011 filled; six 
solder lug term on top; int gnd connections; four 
#8-32 tha mtg studs on top on 4 3/8" x 1 3/8" mtg/c, 
-483044-10 CAPACITOR, fixed: 4/6/45 RE4BAYSS 716-0-54662-1933 [N16-C-12695-1 CGE | 200-BL CAQI | 305revA LAT 
NT-483044 w/4/8/0.54/5.6 mf p/m 106. FE13A488 . | | 
i 483045 CAPACITOR, fixed: 4/6/45 REUBALSS 16-¢-54226.-4590 LAS 
paper dielectric; two sect; 5.4/5.4 mf plus 10 minus |RE13A486 
3%; 600/600 vdcew; HS metal can; 4 9/16" h x 3 3/4" 
lg x 1 3/4" wd: of2 filled; three solder lug term 
along bottom ctr line 15/16" c to c; no int gnd 
connections; four #8-32 tha mtg studs on 3" x 1" 
mtg/c, 
~483045-15 CAPACITOR, fixed: 4/6/45 RESBAKS5 16-C-54226-5040 CGH | 200-B2 CAQI | 305revA LAT 
NT-483045 w/5.4/5.4 mf p/m 15%. REL3A488, 
ae 7 + 
~4B30K6 CAPACITOR, fixed: 4/10/45 REWBAIS7 | 
mica; 10 mmf; 500 vdew; 0.453" diam x 1/16" thk; 16041 
metal case; one lug term on one side of case 9/32" 1g 
x 3/32" wa w/open slot; three mtg lugs 5/32” 1g x 
1/16" wa spaced 12@ deg apart on 3/16" rad; add 
suffix indicating capacity tolerance in per cent. | 
———F : 5 = M. y-1 
-483046-5 CAPACITOR, fixed: 4/10/45 | REAGAZ97 16-C-26017-7574 | N16-C-9791-75 CA 21 CAFQ | A-2711-7186A RDJ- 
NT-483046 w/10 amf p/m 5B. 16Ch1 | : | 
-483046~10 CAPACITOR, fixed: 4/10/45 REASA357 16-C-26026-8054 can [mor care |A-2711-TiseA 
WE-483046 w/10 amf p/m 10%. lech 
ss. }_. —}———- —H 
-4.83047 CAPACITOR, fixed: 4/10/45 RELSA357 
mica; 56 mmf; 500 vdew; 29/64" diam x 1/16" thx; LGCUL 
metal case; one lug term on one side of case 9/32" 1g 
x 3/32" wi w/open slot; three mtg lugs 5/32" lg x 
1/16" wa spaced 120 deg apart on 3/16" rad; ade 
suffix indicating capacity tolerance in per cent. 
4 
~4.83047-5 CAPACITOR, fixed: &/10/45 REYSA35T 16-C-27761-6992 CA | M-21 CaF@ | A-2711-71asA RDJ (2) 
NT-483047 w/56 mmf p/m 5h. 16Ch1 RDJ-1 (2) 
| | el 
L | = 


RESTRICTED 


SHEET 48-904 


TWIASLYW DINOS = AdAL AAVN JO SOTWLYD 


L # LNIW31ddNsS 
(V)601'006 SdIHSAVN 


NAVY TYPE 
DESIGNATION 


NAMZ AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


SHEET 48-905 


JAN NO 


STANDARD NAVY 
sTOCcK NO 


zs 0 
STOCK NO 


ABO 
sTOCK NO 


SIGNAL CORPS 


STOCK NO 


MFGR 


MANUFACTURER'S: 
PART NUMBER 


Con. 
TRacToR 


RESTRICTED 


CONTRACTOR'S DWG 
OR PART HO 


EQUIPMENT 
US=D IN 


~483048 


CAPACITOR, fixed: 4/10/45 

micas 75 mmf; 500 vdew; 0.453" diam x 1/16" thk; 
metal case; one lug term on one side of caee 9/32" lg 
x 3/32" wa'w/open slot; three mtg lugs 5/32" 1g x 
1/16" wa spaced 120 deg apart on 3/16" rad; add 
suffix indicating capacity tolerance in per cent, 


REYBA357 
16C41 


-4.83048-5 


CAPACITOR, fixed: 4/10/45 
NT-483048 w/75 mmf p/m 5b. 


RESB A357 
LOCKL 


16-C-28130-9573 |N16-C-9886-5 


CAN 


CAFQ 


A-2711-71iesA 


RDI 
RDJ-1 


-483049 


CAPACITOR, fixed: : 4/10/45 

Imica; 150 mmf; 500 vdew; 0.453" diam x 1/16" thk; 
metal case; one lug term on one side of case 9/32" lg 
x 3/32" wa w/open slot: three mtg lugs 5/32" 1g x 
1/16" wa spaced 120 deg apart on 3/16" rad; add 
suffix indicating capacity tolerance in per cent. 


REYBA357 
16CK1 


— 


~483049-5 


= 


CAPACITOR, fixed: 4/10/45 
NT-483049 w/150 mmf p/m 5h. 


RELGA357 
16ChL 


16-C-28975-1373 |N16-C-9950-42 


CAN 


M-21 


CAFQ 


A-2711-7iseA 


RDI 


RDT 
RDJ-1 


-4.83050 


-483050- 5 


~483051 


CAPACITOR, fixed: 4/10/45 

micas 510 mmf; 500 vdow; 0.453" diam x 1/16" thk; 
metal case; one lug term on side of case 9/32" lg x 
3/32" wa w/open slot; three mtg lugs 5/32” 1g x 
1/16" wa spaced 120 deg apart on 3/16" rad; aad 
suffix indicating capacity tolerance in per cent. 


RELBA357 
16042 


CAPACITOR, fixed: 4/10/45 


NT-483050 w/510 umf? p/m 5h. 


RELBA357 
16Ch1 


16-C-30105-4773 


cies 


CAN 


M-21 


CAF 


A-2711-TissA 


Roy (2) 
RDJ-2 (2) 


CAPACITOR, fixed: 4/10/45 
ceramic dielectric; 50 mf; neg temp coef 750 (tol 
p/m 112.5) wmt/me/°c; 500 vdew; case 7/16" 1g x 1/8" 
diam; radial wire leada; add suffix indicating 


capacity tolerance in per cent. 


CHRD | $S-PN-ES 


ROP 


b ~463051- 10 


CAPACITOR, fixed: W7IO7HS 
NT~183051 w/50 maf p/m 1Of. 


16-0-16574-5395 


783052 


CAPACITOR, fixed: 4/a/45 
paper dielectric; 4 mf plus 10 minus 3%; 600 vdew; 
HS metal can;'oage L 1/8" h, 2 1/a"ig, 1 3/16" wa ; 
oll filled; two stud term 7/8" h located on top 
spaced 1 1/8" c to c on por pillara; no int gnd 


connections; two removable "J" bkt ea w/three 3/16" 
diam holes, ctr line of holes from bkt to bit 3" 


REKBALOS 
RELZA8S 


16-6 -119936-59688 


CIE 


6SAL4O0 


RDP 


RESTRICTED 


SHEET 48-905 


WIGALVYW DINOUIDA1S = AdAL AAVN 40 SOWLYVD 


L # LNIWalddAS 
(V)601'006 =SdIHSAVN 


SHEET 40-905 


RESTRICTED 


NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG: 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


£s 0 
STOCK NO 


| 


ABO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 


con. 


CONTRACTOR'S DWG 


PART NUMBER sal QR PART NO 


EQUIPMENT 
USED IN 


- 483053 


CAPACITOR, fixed: 4/1/45 
paper dielectric; 1.75 mf plus 10 minue 3%; 330 
vacw; HS metai can; case 3 13/32" 1g x 1 3/8" diam; 
pyranol filled and impr; twe radial wire lead tern 
#18 AWG 10" 1g, 5/16” from end; no int and con- 
nection; cylindrical mtg bkt 1 1/2" diam ¥/ fl 
curved on 2 5/8" rad ¥/ two 0.213" diem holes 


i" c toc, 


REYBA307 
PE13A488 


i 


a 


-483053-10 


CAPACITOR, fixed: 4/13/45 
N7-483053 w/2.75 mf p/m 108. 


FELBA307 
RELZAN8S 


16-C-~49098-3905 


N16-C-11459-25 


cG 


21F174 


cG 


K-7882367rev0 


ae 


[IF 
~ 483054 


CAPACITOR, fixed: 4 fa /45 

paper dielectric; two sect; 200,000 mrf/200,000 mf 
lplus 10 minus 3%; 7500 vdew; HS metal can; 3 3/4" wi 
x 4 9/16" 1g x 3 7/8" h; pyranol filled; twe #12-24 
thd stud and nut term 2" h-.on por pillars spaced 2” 
c to c on top for HV, 7/16" h for LV; one aide of ea 
sect common and connected te SV term #1, no int anda 


connection; two removable "J" bkt ea w/two oval holes 


0,213" x 9/32" on & 3/16" x 13/32" mtg/c- 


[REKBA4LT 


116-c-53238-4210 


N16-RC-14055 


CG 


26F 343 


CG 


{M-7h65740 rev 2 


-483055 


CAPACITOR, fixed: 4/13/45 
paper dielectric; 1 mf plus 10 minus 36; 400 vdew; 
§S metal can; case 1 13/16" 1g x 29/32" wa x 1 1/2" 
hj hyvol impr and filled; two solder term 11/16" h 
on top, epaced 1" c to c; no int gnd connections; 
two mtg ft 3/8" wd flush w/ bottom, ea w/ 3/16" dian 
mtg hole spaced 2 1/8" c to c. 


| RE13A488 
RE48A128 


16-C-48792-9460 


CAW 


430aT 


-483056 


CAPACITOR, fixed: 4/10/45 
mica; 750 maf; 500 vdew; case 51/64" lg max x 15/32" 
wd max x 7/32" d max; molded bakelite case; two 
axial wire leada. 


REYBALLE. 
LTAN-C-5 


\. 


-483056-B5 


CAPACITOR, FIXED: 2/11/48 
Navy Type 483056 w/750 mmf p/m 9b; temp coe? 
letter B. 


16-C-30663-3197 


CAN 


E-1375 


OAX~-5D 


-483056-B10 


CAPACITOR, fixed: 4/10/45 
NT-483056 w/750 umf-p/m 104; temp coef ltr B. 


RE4BALYB 
JAN-C~5 


ICM2@3 751K 


16-C-30668-3676 


3D9750-11 


L 


CAN 


1468LS 
503M 
K-1375 


CAI 
Cor 


OAX 
Br 


RESTRICTED 


SHEET 48-906 — 
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L # LN3Wa1dd NS 
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SHEET 48-907 


RESTRICTED 


NAVY DWwG | 


Tsrcnar conre 


CONTRACTOR'S DWG 


EQUIPMENT 


BT-483061 w/10,000 mmf p/m 10%; temp coef ltr A. 


[ DESIGNATION NAME AND DESCRIPTION OR SPEC KO JAN NO SA oeR ROS stock NO stock ‘NO STOCK NO MFGR Meant NUMBERS Tancron OR PART NO USED IN 

-483057 CAPACITOR, fixed: 4/11/45 RE13A549 16-C-21980-1616 |N3.6-c-9685-26 cD | UP4BI33 Caz OAX 
electrolytic; two sect; 40/40 mf; 25/25 vdew; ¥e48A310 CAT BT (2) 
working temp range minus 20°C to plus 65°90; case 2" LO-1 thru 
lg x 1" diam; tubr metal can; two eolder lug term LO-4 
on bottom; neg term gnd int; three mtg eare spaced 
120 deg on 0.368" rad. 

- 483058 CAPACITOR, variable: 4/11/45 JAN-c-81 |CV13C111 16-C-64222-3701 R16-C-11943-25] 3D9010V-8 cer | ts5DN500 cFW | 32-5080-hitaeD Br 
ceramic; rotary type, single sect; ay 110 mf; eles can | N500 can | 870011a1t0 DAE 
500 vdcw; temp coef minus 500 mf/mf/°C; case or | RF-309188A DAB-2 
157/64" lg x 11/4" wi x 27/64" thk; solder lug caa | 9176revl oax 
term; two 0.145" diam holes in base on 1.578" mtg/c; CAR /1351105 iss D QFa-5 (2) 
scar slot adj; steatite base. QFA-6 (2) 

- 483059 CAPACITOR, variable: L/Ly/45 16-C-61872-4751 CRE | 117 CAT OAX 
air; plate meshing type, single sect; 15 to 437 mmf; 
SLC; 2 7/16" 1g x 1 27/32" wa x 3 7/16" h ehaft 1/k" 
diam x 11/16" 1g; round shaft adj; twenty-nine 
plates; ceramic ine; solder lug term; two mtg bkt, 
front bkt w/ two #6-32 tapped holes and rear bkt w/ 
one #6-32 tapped hole on 1 3/16" x 2 5/16" mtg/c. 

-483060 CAPACITOR, fixed: 4/11/45 RENBA221 
mica; 5000 mf; 2500 vdew; 1 1/4" lg x11/8" wi x [6cho 
29/64" h; molded bakelite case; two arlal solder lug 
term ea w/0.173" diem holes; two mtg holes 0.144" 
diam 1 5/16".c toc. 

=HB30H0=BIO CAPACITOR, Pixed: 4/1/45 REWBA2Z21 16-C-32700-6578 3DA5-41.3 cMR | 6-19 cen | c-1195 RDP 
NT-483060 w/5,000 mf p/m 10%; temp coef ltr B. 160k0 

-483061 CAPACITOR, fixed: 4/11/45 hécho 
mica; 10,000 mmf; 300 vdew; 1 9/16" 1g x 5/8" wi x 2 
1/4" d; molded bakelite case; two axial solder lug 

| term; two mtg holes in case 1 1/4" c toc. 
-483061-A10 CAPACITOR, fixed 4/11/45 LECkO 16-C-33622-5887 cMR |p RDP 


RESTRICTED 


SHEET 18-907 


WRSLVWW DINOULDATa AdAL MVYN 40 SOWLYD 


LNIW3lddNs 
(¥)601'006 SdIHSAWN 


by 


FF 


l 


SHEET 48-908 


RESTRICTED 


= ay 
seston | eer gecenres (ae ee eee a eo 
- 483062 CAPACITOR, fixed: 4/13/45 REKBA2S3 16-C-48799-5692 Cie |10SAGL00 
paper dlelectric; 1 mfd plus 10 minus 3%; 1000 vdew; |RELZAS88 | } 
HS metal can; 1 3/16" 1g x 1 1/16" wa x 2 7/8" h; ofl 
impr and filled; two et1d and nut term on per pillare 
7/8" h x 3/4" c to c en top; ne int gnd connections; | 
adj and removable mtg bkb w/two mtg slote 3/16" x 
5/16" spaced 2 1/16" & toc, 
~1830@2-10 CAPACITOR, fixed: 3785 REGGADO3 36-0-WBB20-5090 CIe | 10SAUI00 TOP 1 
NT-483062 w/i mf p/m 10%. 2 PE 13A488 | . 
- 483063 CAPACITOR, fixed: L/3/ks [RELBA233 H 116-C-48796-322h CIE {6SaAu100 pe 
paper dielectric; 3 mfd plus 10 minus 3%; 609 vdew; |REL3A488 
HS metal can; 1 13/16" ig x 1 1/16" wi x 2 7/8" hjo4d | 
impr and filled; twe etud and nut term on por pillere 
7/8" h x 3/4" c te c en top; no int gd connections; 
adj and removable mtg bkt w/two mtg elote 3/16" x 
5/16" spaced 2 13/16" c toc. i 
-483063-10 CAPACITOR, fixed: 4/13/i5 RENBA2B3 16-6-NBBI7-31eh cre |6Sa 100 | | 
NT-483063 w/l mf p/m LOf. RE13A488 
—_— Facer ven ca —_ ae 
-483064 CAPACITOR, fixed: 8/13/85 JREXBA2E3 16-C-51837-2093 CIe |6say1000 TDP 
paper dielectric; 10 mfd plus 10 aime 34; 609 vdew; |REI3A48S 
HHS metal can; 3 3/4" 1g x 11/4" wd x 4 3/4" hj 82 
impr and filled; two stud and nut term on por pillara H 
7/8" hx 2" c te cen top; no int gnd connectiens; 
adj and removable mtg dt w/twe mtg elote 3/16" x 
5/16" spaced 4 5/8" c toc. 
: = —_—_——— 
-183064-10 CAPACITOR, fixed: 4/13/45 RELBA2B3 16-C-51852-2111 3DKB10~45 cre |6SA 1000 
NT-483064 w/10 mf p/m 10%. ALES 
TaB3065 aaah ee pte 308 WTR a5 ERE 160-492 79-biLo ar Cie TT aeenees . iz a | 
lbaper dielectric; 2 mfd plue 10 minus 3%; 1000 vdcw; {REI13A58 
IHS metal can; 1 3/16" lg x 3 1/16" wd x 4" h; ofl 
impr and filled; two etud and nut term on por pillare 
7/8" h x 3/4" c to ¢ on top; no int gnd connections; 
jad and removable mtg dkt w/two utg elote 3/16" x 
5/16" spaced 2 1/16" c te c; same ac NT-481512 except 
height of can. 
Con't 
[ 
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SHEET 48-909 
NAVY TYPE AE? “AND: COESCRIETION NAVY OWG Sani NG STANDARD NAVY ESO ASO | SIGNAL CORPS MANUFACTURER'S | Con. / CONTRACTOR'S DWG | EQUIPMENT 
DESIGNATION OR SPEC NO STOCK NO STOCK NO STOCK NO stock No {MFGRI “part NUMBER |rractor OR PART NO USED IN 
-483065-10 ICAPACITOR, fixed: WB AS [RE6A283 16-C 49200-5692 cTe | 10SAu200 ; 
INT-483065 7/2 mf p/m 10%. IRE 13A488 | 
~483066 CAPACITOR, fixed: 4/16/45 IREYBALSE 16-C-48805-2420 cre {8536 CIE |x792 TDP 
paper dielectric; 1 mfd plus 10 minue 34; 5000 vdew; |RE13A489 CIE |F268 rev 0 
HS metal can; 4 9/16" 1g x 3 3/4" wi x 4 3/4" hj ofl 
filled; two etud end nut term on per bushings 2 3/8"h 
on top 1 3/4" c to c; no int gnd connections; one adj 
Imtg kt for top or bettom mtg w/four oval slote 3/16" 
x 5/16" on & 3/8" x 3 3/8" mte/c. 
-483066-10 CAPACITOR, FIXED: 1i2/49 16-C -h8826 -2479 cig |[x792 TDP 
Navy Type 483066 w/1 mfd p/m 10%. 
-483067 CAPACTTOR, fixed: 4/16/45 REABA160 16-0-45336-7983 ere [792A oie | F265 rev 0 7p a 
paper dielectric; 250,000 umf plus 10 minus 3h; IRELZAL88 
25000 vdcw; HS metal can; 12” 1g x 4" wi x 11"h; o11 
impr and filled; two stud and nut term on por pillars 
3 1/2" h x 6" c to c on top ctr line; no int gna 
cdnnections; two integral steel mtg ft 1/8" thk 
welded on bottom ea w/three 1/4" diam holes on 4" x 
5" x 5" mtg/c. 
-483067-10 CAPACITOR, fixed: 4/26/45 RELBAIEO 16-¢-46357-7983 CIE | 792A CIE | ¥265rev0 T 
: NT-483067 w/250,000 mmf p/m leh. HRE13AL88 
-483068 CAPACITOR, fixed: 4/16/45 IRBYBAI80 16-G-47286-7933 CTE 794A crm |¥-265 rev 0 
lpsper dielectric; 500,000 mm? plus 10 minus 3%;25,000 |REL3A488 
vdew; HS metal can; 12" 1g x 7" wi x 13" hj oil impr 
and filled; two stud and nut term on por pillare 
3 1/e" h x 6" c toc on top ctr Line; no int end 
connections; two integral steel mtg ft 1/0" thk 
welded on bottom w/three 1/4" dian holes on 6" x 5" 
x5" mtg/c. . 
-483068-10 CAPACITOR, fixed: 4/16/45 RELEAIGO 16-C-47307-7984 crm [7ohK cIz | ¥-265rev0 tT 
NT-483068 w/500,000 mmf p/m 10g. RE13A488 | 
| 
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t 


x 
NAVY TYPE NAVY DWG STANDARD NAVY Eso ASO SIGNAL CORPS MANUFACTURER'S | Con- | CONTRACTOR'S DWG | EQUIPMENT 
DESIGNATION i NAME: “AND (DESCRIPTION OR SPEC HO SAN. MO, h STOCK NO STOCK NO STOCK NO STOCK NO MFGR | paRT NUMBER | Thacton OR PART Nd USED IN 


-483069 CAPACITOR, variable: 4/16/45 16-C-61574 -4578 cxc |Mc-250-s cuc | 9988revo 
air; plate meshing type single sect; 11 to 250 mf; 


SLC; 0.0245" air gap; 2 13/16" lg x 1 11/16" wi x 


111/16" h ehaft 1/4" diam x 1/2" 1g bushing 3/8" 1g 
x 3/8"-32 tha; rounded ehaft adj; thirty-four nickel 
[pl brase platea; 180 deg clockwise rotation; ceramic 


ins; lug term; single hole mtg by 3/ " diam mtg 
pushing or base mtg by two mtg ft ea w/one #6-32 
tapped. holes on 2 5/16" mtg/c. 


[ees als th ae as Sas tes iS Ie i 
-483070 CAPACITOR, fixed: 4/16/45 RELBAL62 i 


paper dielectric; 10,000 mmf? plus 10 minus 3%; 600 [REL3A488 
vdew; HS metal case; 1 11/16" lg x 11/16" diam;CIE 
oil "A" {mpr and filled; two axial wire leads; no int 


connection; radial mtg clamp w/one 0.171" diam hole. 


~483070-20 CAPACITOR, fixed: 4/6745 RELGA162 116-G243767-7180 cre {8kh7 Tacs Cle |¥-263rev0 
INT-483070 w/10,000 mmf p/m 20%. PEL3ANS 


| -483071 CAPACITOR, fixed: 4/16/45 RE13A488 
paper dielectric; 8000 mmf plus 10 minus 3%; 600 RE4BA162 
vdew; HS metal can; case 1 11/16" lg x 11/16" dian; 


CIE oil “A" impr and filled; two axial wire leads; no 
int gnd connection; raéial mtg clamp w/one 0.171" 


diam hole. 


-483071-10 CAPACTTOR, fixed: 4/16/45 REABA162 
Inv-483071 w/8000 umf p/m 10%. REL3AL8S 


cig | 8537 TACS cIk | F-263rev0 TDP 


16-C-42357-2600 


~483072 CAPACITOR, fixed: 4/13/45 RESSALA3 
mi%a; 5300 mmf; 300 vdcew; case 53/64" lg x 53/64" wa |16C40 


x 9/32" d max; molded. bakelite case; two axial wire 


leads, 


16-C-32763-8405 |N16-C-10433 cD WL cG K-273751- 302reva| SC 
CSL |MWB 


-483072-B2 CAPACITOR, fixed: 4/13/45 REL BALY3 
NT-483072 w/5300 mmf p/m 24; temp coef ltr B. 16cho 


[ee 
- 483073 CAPACITOR, fixed: 4/13/45 


mica; 830 mmf; 500 vdew; case 53/64" 1g x 53/64" wd x 
9/32" d max; molded bakelite case; two axial wire 
leads. 


Con't 
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-483073-B2 CAPACITOR, fixed: 4/13/45 RELBAIK3 — |cy30B8316 16-C-30789-9804 |N16-C-10075-11 cD . jiWL CG =| K-279751-301ireve| Sc 1 
INT-483073 w/830 mm? p/m 2%; temp coef ltr B. JJAN-C-5 CSL {MWB 
CMR |WEM 
+ — 
-483073-D2 CAPACITOR, fixed: 4/13/45 RE48A143 — {om30D8316 16-c¢-30789-9814 {N16-c-10075-9 cD Rs 
nT-483073 w/830 mmf p/m 26; temp coef ltr D. JAN-C-5 CSL {MwSDW 
CMR | WEM 
- 
-483074 CAPACITOR, variable: 4/13/45 16-C-58850-1474 $n16-RC-1455h CHC jAPC ce K-357262-1, 2reve|Sc-2 (4) 
air; plate meshing type single sect; 2.5 to 23.5 mf; N16-RC-14555 
semi-log freq characteristic; 0.015" air gap, 500v 
AC test; 7/8" lg x 15/16" wd x 1 7/32" bh shaft 1/4" 
diam x 5/8" 1g, end of shaft 1/32" x 45 deg cham; 
shaft extension adj; six silver pl brass plates; 
360 deg rotation; ceramic insulation; post term for 
stator, lug term for rotor on eithsr LH or RH side; 
two mtg atude tapped on 21/32" mtg/c. 
= _ + +. _ 
-483075 CAPACITOR, variable: 4/13/45 16-C-58329-4155 | N16-RC-14576 CFH |ARL-14-x cG =| K-2?J271-1-1 sc (4) 
air; plate meshing type single sect; 3.2 to 10.2 mmf; 168 6 ox (4) 
semi-log freq characteristic; 500 vdew; 1 1/16" 1g x aa M-245533 
15/16" wa x 11/4" h shaft 1/4" diam x 9/32" 1g 
bushing 1/4" 1g x 5/16"-32 thd; round shaft adj; ten 
ailver pl SS plates; 360 deg rotation; ceramic ina; 
lug term; single hole mtg by 5/16" diam mtg bushing. 
OT 
4.83076 CAPACITOR, fixed: 4/1k/45 pata ca |H-25 cc | K-8167086AA rev2!TBS-8 
16c40 
CANCELLED: use NT-48643. 
-483076-B2 CAPACITOR, FIXED: rig kb JJAN-C-5 _(CME5B103¢ 16-C=33612-5796 SC=% 1 
wy Type 483076 w/10000 mf p/m 2%; temp coef letter sc-5 
483077 CAPACITOR, fixed: 4/ab/45 RELBADLB 
mica; 3900 mmf; 400 vdcw; 1 13/32" 1g x 1/2" wa x h 6cho 
3/8" thk; thermoplastic case; two axtal wire leads. 
-483077-AL0 CAPACITOR, fixed: 4/1h/k5 REYSAQHS 16-C-32435-6100 cc U-5835320AAreyi | TBS-8 
INT-483077 w/3900 mmf p/m 10%; temp coef ltr A. 16cho CRV | M-86013-516 
-4.83077-B1O CAPACITOR, fixed: 4/14/45 RELBACKS 16-C-32435-6095 CRV | K-881452eub0 
NT-483077 w/3900 mmf p/m 10%; temp coef ltr B. 16c40 
| | [ 
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-483078 CAPACITOR, fixed: 4/16/45 REY SA 185 16-¢~49901-3010 
paper dielectric; 3.8 af plus 10 minus 36; 330 vacw; |RE13A488 
HS metal can; case 2 3/16" h x 2" diam; dykanol impr 
and filled; two solder 1 g term 13/16" ¢ to c on 
top; no int gnd connections. 
~483078-5 CAPACITOR, fixed: L675 REVBA1E5 16-C-49901-2810 [Ni6-c-11539-3 (cD /52-3036A Gav [891671-1 TiDQ 
NT-483078 w/3-8 mf p/m 5h. REL3A488 CAJ@ | 177-SeubB 
-483079 CAPACITOR, fixed: 4/16/45 RE48A363 16-C-45749-3838 
paper dielectric; 100,000 mmf? plus 10 minus 3%; 200 |Re13A488 
vdcw; HS metal can; 1 7/8" 1g x 11/16" diam; oil impr 
and filled; one flex wire lead 5 1/2" 1g; one side 
gnd to can; one radial mtg bkt w/one 0,18" diem mtg 
bole, 
| 7463079-20 CAPACITOR, fixed: ETS RELGA363 EESTI 7 RV |92529-6 cRV |K-884056 TBS-8 
NT-483079 w/100,000 vmf p/m 2@p. RE13A488 CRV__}| P-92529-6reve 
~4B3080 CAPACITOR, fixed: B716745 REGBAISS — 116-0-51993-6410 | CRY | 72028-5145 
paper dielectric; 14 mfd plus 10 minus 3%; 50 vacw; jREL3A488 
HS metal-can; 2 3/32" wi x 2 23/64" 1g x 3 1/8" n ofa 
oil impr and filled; two #10-32 thd stud term 5/8" h | 
located on top 1" c to ¢; no int gnd connections; 
two mtg f1 29/32" wd on side of case, ea w/two 0.199” 
diam mtg holes on 2 5/8" x 1 1/s" mtg/c. 
| 
-483080-20 CAPACITOR, fixed: 4/16/45 REYBA158 16-C-51993-8410 | N1G-c-11692-21 CRV CRV |M-440790-7eubo | TRS-8 
NT-483080 w/1} mf p/m 20%, REL 3A488 a 
~483081 CAPACITOR, fixed: 4/16/45 REUBALOS ce 23F12 CRV |M-¥1OLhI-1-le | Teo-0 
CANCELLED: sane as NT-481733. RE13A488 revO 
an Soares is a —4 
-483082 CAPACITOR, fixed: 4/16/85 RE48A110 16-C-51827 -4946 cc 26F412 ce K-8396331rev7 
paper dielectric; 10 mf plus 10 minus 3%; 50 vacw; RE13A488 crv |892318-29 
HS metal can; 4 9/16" h x 2 3/32" 1g x 11/32"ya 0/a; 
pyrenol filled; two solder lug term 15/32” h located 
lon tos, spaced 5/8" c to c; ino int! gd connections. 
{ t 
~483082-10 CAPACITOR, fixed: 4/16/45 /RE4GA110 li6-c-51848-L9h6 cG e6rki2e cRV | 892318-29 "| DQ 
INT-463082 w/10 mf p/m 10%. REL3AK88 i co | K-8396331rev7 
& T eh 
~ T 
| [ | 


RESTRICTED 


SHEET 48-912 


WIdalLVW DINOULDA1a = AdAL AAVN JO DOTVLVYD 


L # LNSW3IddNS 
(W)601'006 SdIHSAVN 


SHEET 48-913 


RESTRICTED 


= 


oe 
NAVY -TYPE 
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NAVY DWG 
OR SPEC NO ° 


JAN NO 


STANDARD Navy | 
“STOCK ‘NO 


Eso 
STOCK .NO 


AsO 
STOCK -NO 


SIGNAL CORPS 
STOCK .NO 


MFGR 


MANUFACTURER'S | Con. 


PART NUMBER 


TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


-483083 


CAPACITOR, fixed: 4/16/45 
paper dielectric; 3 mf plue 10 minus 3%; 230 vacw; 
lS metal case; 3 1/16" .h x 2 1/16" ig x 1" wi ofa; 


Ipyranol filled; two solder lug term i/2" h located on 


{top spaced 5/8" c toc; no int gnd connectione. 


REGGA110 
RE1L3A483 


16-C-49550-8320 


cG 


25F767 


cG 


K-8) 6701LOABrevl 


TBS-8 


-483084 


CAPACITOR, variable: 4/16/45 
air; plate meshing type single sect; 2.5 to 14 mf; 
Sic ;500 Ydews1 3/32"1g x 15/16" wd x 17/32" bh shaft 


1/4" diam x 23/32" 1g collar 9/32" diam x 3/6" 1g; 
spel extension shaft, adj; four dull nickel pl brass 
Iplatea; 360 deg rotation; ceramic insulation; post 


term for stator, lug term for rotor on top; two mtg 
studa tapped for #4-40 acrewe on 21/32" mtg/c 31/64" 
from top. 


16-C-58425-9502 


N16-C~12218-7 


CEC 


CRV 


K-850873-lrev9 


TBS-8 


~483085 


CAPACITOR, variable: 4/16/45 
air; plate meshing type, single sect; 3 to 26 mmf; 
SIc; 500 vdew; 7/8" 1g x 15/16" wd x 1 7/32" h shaft 


1/4" diam x 5/8" 1g w/collar 9/32" diam x 3/8" 1g; 
epcl extension shaft, adj; seven dull nickel pl braee 


lplatea; 360 deg rotation; ceramic insulation; post 


term for atator, lug term for rotor on top; two mtg 
stude tapped for #4-40 screws on 21/32" mtg/c 31/64" 


from top. 


16-C-59216-4461 


N16-C-12220-11 


CHC 


APC 


CRV 


K-8$50873-3rev9 


TBs-8 


-483086 


CAPACITOR, variable: 4/16/45 
air; plate meshing type single sect; 3 to 41 mmf; SIC} 
500 vdew; 31/32" 1g x 15/16" wd x 1 7/32" h ohaft 


1/4" diam x 5/8" 1g w/coliar 9/32" diam x 3/8" le; 
apcl extension shaft, adj; eleven dull nickel pl 


brass plates; 360 deg rotation; ceramic insulation; 


post term for stator, lug term for rotor on top; 
two mtg etude tapped for #4-40 ecrewe on 21/32" mtg/c 
31/64" from top. 


16-C-59551-1331 


N16-C-12226-7 


CHC 


APC 


CRV 


E-850873-4rev9 


TBS-8 
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NAVY TYPE 
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OR SPEC NO 
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STANDARD NAVY 
STOCK NO 


Eso 
sTOCK NO 


ASO 
STOCK. NO 
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STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART WO 


ead 
EQUIPMENT 
USED IN 


-483087 


CAPACITOR, variable: 4/16/45 
air; plate meshing type aingle sect; 3 to 37 mmf; 
SLC; 500 vdew;l 3/32" 1g x 15/16" wd x 17/32" h 


shaft 1/4" diam x 5/8" 1g w/collar 9/32" diam x 
3/8" 1g w/collar 9/32" diam x 3/8" 1g; spcl extension 
shaft, adj; ten dull nickel pl brass plates; 3@0 


deg rotation; ceramic insulation; post term for 
stator, lug term for rotor on top; two mtg studs 
tapped for #4-40 acrewa on 21/32" mtg/c 31/64" from 


top. 


16-C-59508-8084 


+— 


N16-C-12226-3 


CHC 


IAPC 


CRV 


K-850873-6rev9 


mst | 


-483088 


CAPACITOR, variable: 4/17/45 
air; plate meshing type single sect; 3 to 30 mf; 
SLC3500 vdew;1 3/32" ig x 15/16" wa x 1 7/32" h shart 
1/4" diam x 5/8" 1g w/collar 9/32" diam x 3/8" 1g; 
apcl extension shaft adj; eight dull nickel pl brasa 


plates; 360 deg rotation; ceramic ina; post term for 


atator, lug term for rotor on top; two mtg atada 
tapped for #4-4O thd acrewa on 21/32" mtg/c 31/64" 


from top. 


16-C-59306-5501 


N1G6-C-12226 


APC 


ORV 


K-850873-2rev9 


TBS-8 


-483089 


CAPACITOR, fixed: 4/16/45 
electrolytic; 25 mf; 25 vdcew; working temp range 
minus 20°C to plus 65°C; case 1 11/16" 1g x 11/16" 
diam; metal case w/ina eleeve; two axial wire leads 
2" 1g; neg term gnd int; tangential mtg satrap w/one 
hole 5/32" diam 1/2" from ctr to case, 


REYBALON 


JJAN-C -62 


elec 


16-C-19781-5041 


3DB25-32 


CIE 


MMS -402 


~483090 


CAPACITOR, variable: 4/17/45 
air; plate meshing type single sect; 3 te 15 mmf} 
SLC; 0.070" air gap; 1 1/2" lg x 1 13/32" wd x 


1 15/32" h shaft 1/4" diam x 5/64" 1g bushing 
35/64" lg x 3/8"-32 thd; scdr adj; nine aluminum 
plates; 360 deg rotation; isolantite ins; lug term; 


one mtg dkt w/hole for #6 acrew ctr. 


16~C-58484-1585 


+ 
3D9015¥-25 


CBE 


2T-15-AS 


TBS-8 


4 | 
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-483091 CAPACITOR, variable: 4/17/45 16-C-60303-2400 | N16-C-12236-26 CHc |Similar to crv |-838607-2eur5 | TBS-8 
air; plate meshing type single sect; 7.3 to 75 mmf; MC-75-S 
SLC; 0.0245" air gap, 300 vacw; 2 3/8" lg x 1 11/16" 
wd x 17/8" h shaft 1/4" diem x 1/2" 1g; rounded 
shaft; eleven dull nickel pl brass plates; 360 deg 
clockwise rotation; isolantite ins; lug term; two mtg) 
dkts on top ea w/one #6-32 thd x 3/16” 1g screws 
on 1 13/16" x 19/32" mtg/c, front wkt ctr, rear bkt 
on RH side. 
-483092 CAPACITOR, fixed: : 4/17/45 
ceramic dielectric; 50 mmf; neg temp coef 30 (tel p/m 
30) mmt/mfa/°c; 500 vdcw; case 0.75" 1g x 0.125" diam; 
radial wire leads; wnineulated; add suffix indicating 
capacity tolerance in per cent. 
-W83092-2 1/2 |CAPACITOR, fixed: 4/7/45 16-C-16558-2043 | N16-C-8141-7 CRV | K-85522-3rev19 
NT-483092 w/50 mmf p/m 2 1/28. 
-4.83093 CAPACITOR, fixed: 4/17/45 RELGA341 16-C-19716-5161 | N16-c-9676-100 CMA | FP Mod CRY | M-86021-7rev5 | TBS-5 
electrolytic; 20 mf; 300 vdcw; working temp range RE13A549 
minus 20°C to plus 65°C} case 3 1/4" 1g x 1 3/8" 
diam; metal case; two solder lug term 7/16" h on top; 
term ins from can. 
-483094 CAPACITOR, fixed: 4/7 /u5 REW6A341 16-C-19567-h991 | N16-C-9670-60 CMA | FP Mod ORV | M-86021-8rev5 | TBS-8 
electrolytic; 10 mf; 350 vdcw; working temp range RE13A549 
minus 20°C to plus 65°C; case 2 3/4" 1g x 1 3/8" 
diam; metal case; two solder lug term 7/16" h on top; 
term ins from can. 
-4.83095 CAPACTIOR, fixed: ufr/us RELBA341 16-C-19561-5611 | N16-c-9669 CMA | FP Mod CRV | M-86021-3rev5 | TBS-8 
electrolytic; 10 mf; 100 vdcw; working temp range RE13A549 
minus 20°C to plus 65°C; case 2 3/k" 1g x 1" diam; 
metal case} two solder lug term 7/16” h on top; 
term ins from can. 
-4.83096 CAPACITOR, fixed: A/it/us RELGAZ342 16-C-19781-7081 |N216~c-9679 CMA | FP Mod CRY | K-881461-1revo | TBs-8 
electrolytic; 25 mf; 25 vdcew; working temp range JJAN-C -62 
minus 20°C to plus 65°C; case 2 3/4" 1g x 1" diam; elec 


metal case; two solder lug term 7/16" b on top; 


term ine from can. 
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-483097 CAPACITOR, fixed: 4/17/45 RELBAZEL | 16-c-19954-6231. |116-c-9686 CSF | D5603 | crv K-881461-2rev0 | TBS-8 
electrolytic; 50 mf; 15 vdew; working temp range JAN-C -~62 
minus 2@°C to plus 65®C; case 2 1/4" ig x 1" dian; elec 
metal case; two solder lug term 7/16” h on top; term 
ins from case. 
-483098 CAPACITOR, fixed: 4/17/45 RELGA286 16-C-46333-2755 cst | xtmiw20-.25 | 
paper dielectric; 250,000 mmf plus 10 minus 3%; 2000 |RE13A488 
vdcew; HS metal can; case 2 7/8" hx 1 3/4" 1g x 1” 
wd; mineral oil impr and filled; two stud and mut 
term on por pillare 1 7/16" h, 2" ¢ to c on top; no 
int gnd connections; two removabie "J" mtg wkt ea wit! 
#10-32 thd spade Jug studs 2” c toc. 
t 
~483098-10 CAPACITOR, fixed: 4/17/45 RELBA2BE 16-C--46354-2780 { CSL | XLMJW20-.25-10 | Cw ESA-682052 -97 SJ-1 (2) 
NT-483098 w/250,000 mmf p/m 10p. REL3AN88 rev2l 
-4830e9 CAPACITOR, ¥ IZED: 4/18/45 116-C-55554-5261 {i116-C-12732-3 cw BA-25816-1 cw BA-60935 ies 1 [SS 
polystyrene dielectric; from 2 to 5 maf; 3.5 mf p/m cw $A-88112-1 su 
453%; 600 vdcw, 1000 vact; 21/32" 1g x 21/32" diem; 
wrass case; int cent term extends fran ea end, ex- 
tends 5/16" one end, 27/6%" from other end, other J 
term brags case, clamp type mtg not Incl, neg term 
gnd. 
~483100 CAPACITOR, fixed: 4/18/45 RELBA2B3 16-C-48799-7107 
paper dielectric; 1 mf? plus 10 minus 3%; 1,000 vdcw; | RE13ANS8 
HS metal can; case 2 1/8" h x 1 13/26" Igz 11/16" i 
wa; oil impr and filled; two stud and nut term on 
por pillars 7/8" h x 13/16" c to c; no int gnd 
connectiona; adj and removable mtg wkt w/two holcs 
2 fh” ¢ toc. 
| ~483100~-10 (CAPACIT@R, fixed: 4/1755 RELGADS3 16-0 48820 -Fo92 3DB1. 10010 cD TIU-10010 CHT  |GU-203hisel BDL 
INT-483100 w/1 mf p/m 10%. JREL3AL88 
~ 483101 CAPACITOR, fixed: 4/18/45 REKBALY3 cCAW | 1467L TEC 
CANCELLED : 16che 
mica dielectric; 10,000 mmf p/m 20%; 300 vdcw. 
4 
i 
e * ee i. rent Z {. 4 
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-483102 CAPACITOR, fixed: 4/18/45 RE13A468 16-C 49566-4263 ‘ 
paper dielectric; 3 mf plus 10 minus 34; 15000 vdew; |RE48A139 
HS metal can; case 12" 1g x 9 1/2" wi x 15" h; ay- 
kanol impr and filled; two por ins screw type term 
3 3/16" h located on top 6" c to c; no int gnd 
connections. 

| -483102-10 CAPACITOR, fixed: 1/18/45 REI3AR86 36-C-119587-4263 cD | TE-15030 crv | ih-3 Tec (2) 
NT-483102 w/3 mf p/m 10%. RELBA139 

~483103 CAPACITOR, fixed: 4/19/45 REWBAL59 16-C-52032-1043 CG | 23F2963 cv | i4-k6 TEC (2) 
paper dielectric; 15 mf plus 10 minus 3%; 1500 vdew; |RE13A468 
HS metal can; case 3 7/8" tg x 4 9/16" wi x 4 25/32" 
hj ofl impr and filled; two ceramic ine stud term 
1 3/32" h located on top 2" c to c; no int gnd con- 

Inectlone; two mtg fl on bottom of case ea w/two 
9/32" diam mtg holes 3 3/8" c toc. 

483104 CAPACITOR, variable: 4/18/45 16-C -63121-6101 CRE CRV | W-303255-14 Qcu-8 
air; plate meshing type, dual eect; 30 to 665 mmf ea ; revl3 QCL-7 
sect; SLF; 0.012" air gap; 4 29/32" 1g x 4 1/2" wa 
x 3 23/32" h shaft 3/8" diam x 1 1/2" 1g; round 
shaft adj; twenty-seven nickel pl brass plates ea 
sect; ceramic ins; stud term; three mtg studs #8-32 
thd x 1 1/2" lg on front plate and one mtg etud 
#8-32 thd and two 0.199" diam holes in rear plate 
Aligning w/ three front studs irregularly spaced. 

483105 CAPACITOR, fixed: 4/18/45 RENBAZLE 
mica; 40,000 mmf; 600 vdew; case 1 1/4" ig x 11/4" 21éChO 
wd x 3/4" thk; molded bakelite case; two solder lug 
term ea w/one 3/16" diam hole .on 1 3/4" mtg/c. 

-483105-A10 CAPACITOR, fixed: 4/18/45 REWGA216 16-C-34994-5111 CAW | 1450 cBM | 744-72rev0 
NT-483105 w/40,000 mmf p/m 10%; temp coef ltr A. 16C40 

~483105-B10 CAPACITOR, fixed: G/B74S REGBAZIO 16-C-34994-5116 CAW | -1450L CBM | 574-70 WAC 
NT-483105 ¥/40,000 mmf p/m 1%; temp coef ltr B. 16ChO cBm | 7h4-72rev0 NMe14 

NM-lha 
{ T T + ' t 
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- 3106 


wa x 1 27/32" hj molded low lose vakelite case; tvo 
jetud term on top 7/16" 1g 1 5/3" c to o; two mtg ft 
u/two mtg holes 3/16" diem 2 5/8" c to c. 


CAPACITOR, fixed: : 4/18/45 IRE4BA132 
pica; 120,000 mmP; 500 vdcw; case 2 5/16" lg x 3 1/4" j16cho 


sh 


wren | te sce 


-483106-B10 


QcQ (2); QcQ-1 (2); QoR-1 (2); Qos (2); act (2). 


CAPACITOR, fixed: 4/18/45 REWBA131 
NT-483106 w/120,000 umf p/m 10%; temp coef ltr B. 16ch0 
NOTE: QcJ-6 (2); QcJ-9 (2); QcL-4 (2); Qcb-5 (2); QcjL-8 (2); Q 


cN-2 (2) thru Q| 


16-C-36339-6512 


cn-4 (2); Qco-1; 


N16-C-10705 


Qco-2 (2); Qco-3} (2); 


CBM 
cD 


Thb-171 
LL60reve 


-4831e7 


CAPACITOR, variable: 4/18/45 
air; plate meshing type single sect; 10.3 to 200 
maf; SLC; 0.0245" air gap, 500 vact; 2 7/16" lg x 


1 11/26" wid x 111/16" h ehaft 1/4" diam x 1/2” ig 
bushing 7/16" 1g x 3/8"-32 tha; rounded shaft adj; 
twenty-seven dull nickel pl brass plates; clockwise 
rotation; isolantite ine; lug term; single hole mtg 
by 3/8"-32 thd mtg bushing or base mtg by two mtg 
ft ea w/one #6-32 tapped hole on 2" mtg/c. 


+ 


116-c-61876-3589 


CHC MC -200-S 


cRY 
CBM 


| K-834539 -6rev6 
Ta-377 


-483108 


1/4" wi x 1 27/32" h3 molded bakelite case; two 
stud term on top 7/16" 1g, 15/8" c to o; two mg ft 


w/two 3/16" diam mtg holes 2 5/8" c to c. 


CAPACITOR, fixed: 4/18/45 IRahGA131 
fica; 24,000 amf; 1,000 vact; case 2 5/16" lg x 16c40 


-483108-B10 


~483109 


, shaft encl in housing w/oplit bushing and nut, shaft 


CAPACIT R, fixed: 718/u5 REGBAI3L 
NT-483108 w/24,000 auf p/m 16; temp ccef ltr B. 16ChO 


16-C~34529-9194 


a qcH-e | 


CAPACITOR, variable: 4/18/45 
air; plate meshing type single sect; 5,5 to 1@0 mnf; 
SLC; 500 vdew; 1 15/32" lg x 15/16" wa x 1 7/32" h 


3/16" diar ¢ 5/32" 1g extending beyond bushing, 
bushing 1/4" diam » 3/8" lg, locking type; ecdr adJ; 


twenty-seven dull n‘ckel pl brase plates; 360 deg 
rotation; ceramic ine; post term for stator, lug 


term for rotor on LH side; two mtg etude w/#4+-ho 


tapped on 21/32" mtg/c. 


——+- 


16-0-6(609-7471 


CHC | APC-100-C 


CRV 


W-303275-164 | 
revl6 


NMB-1 
QcH 
acu 


heaps 
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NAVY TYPE NAVY DWG STANDARD NAVY ASO SIGNAL CORPS | yege | MANUFACTURER'S | Cox. | CONTRACTOR'S DWG | EQUIPMENT 


Eso 
DESIGNATION NAME: AND.” DESCRIPTION OR SPEC NO ANE ND, STOCK NO STOCK NO STOCK NO STOCK NO PART NUMBER | raacton OR PART NO USED IN 


06 SdIHSAWN 


“ LNAWAldd AS 


£ 
v 


. 
, 


(Vv 


-483110 CAPACITOR, variable: 4/18/45 ; 16-c-62992-5712 cop | cc-1817 cxv | pwi1-7B THC 
air; plate meshing type, dual sect; 30 to 320 mf ea Modified 
sect; SIC ea sect; 0.250" air gap; 217/8" lg x 


6 3/4" wa x 8 13/16" h shaft 3/8" diem x 2 5/8" 1g; 
round shaft adj; twenty-five aluminum plates ea 
sect; 360 deg rotation; aleimag ins; solder lug | 
term; lower fl removed, mtd on stand-off ine bkt, 
two mtg flanges on top, w/three holes w/cleerance 
for #10 screws, 21 1/16" c to c; eame ae NT-482604 

R except for removal of fl and fitted w/eteand-off ine. 

Pane Se tree er ae ee te CP Pa | | ee 

+1 CAPACITOR, variable: 4/19/45 16-6-59056-1001 CNA | PSR-25 CBM | 1000E-23alt1 ‘| wra. 


air; plate meshing type, single sect; 4 to 25 mmf; 
SLC; 1 1/16" 1g x 31/32" wi x 17/32" h shaft assem- 


wled w/collar and nut 1/4" diam x 3/8" 1g o/a; ecdar 
adj; eight eilver or cad pl braes plates; 360 deg 
rotation; post term for,stator, lug term for rotor 
ot. RE side; two mtg studs for panel mtg furnished 


w/#4-36 RH screws 3/8" 1g, 21/32" c toc. 


+ a +. 


| 483112 "SxPACTTOR, variable: 4/19/45 16-C-61488-8377 CNA | SEH-200 CBM | 1000E-20a1tO WFA 


£3 plate meshing type, single sect; 12 to 200 mmf; 
SLF; 0.018" air gap; 2 5/16" 1g x 2 1/16" wa x 
2 13/32" h shaft 1/k" diam x 1 1/2" 1g bushing 7/16" 


ig x 7/16"-32 thd; rounded shaft adj; twenty-seven 
aly wu plates; 270 deg clockwise rotation; 


igo1e.vite ine; solder lug term; single hole mtg by 
7/16" diam mtg bushing. 


-483113 CAPACITOR, fixed: ©,” 4/19/45 REL8A311 sas 16-C-19443-7075 |N16-C-9655-50 3DB4-137 cD AVL-10133 CBM { 744-526 WFA (15) 
electrolytic; 4 mf; 450 vdcew; working temp range JAN-C-62 
minus 40°C to plue 65°C; case 113/16"lg x1"h elec 


x 3/4" wa; metal case; two solder lug term on side of 
cen spaced 1 1/8" c to ; both term ine from can; 
two mtg ft on bottom w 4/16" diem hole in ea, 2 1/8" 


ce toc. - 
: ae ae | 


SHEET 48-919 


RESTRICTED 


MWIGSLWW DINOULOATa =AdAL AAVN 40 SOTVLYD 


LNaWAlde' 


7 


Ht 


fs 


\ 


(V)601'006 Sdit u/ /N 


SHEET 48-920 


RESTRICTED 


EQUIPMENT | 


NAV TY! a i: 
DESIGNATION NAME AND DESCRIPTION | tees [ yan no | SNS | stock ‘ho stock ‘No | “srock No |MFGR | Ean “Nummer [rmcron| OR Pant WO” | USED. IN 
4 CAPACITOR, fixed: 4/19/45 RELBARZLO 16-C-19783- v5] | N216-C-9680-38 3DB25-8 cp BR-255 CBM | 744-380 WEA (2) 
electrolytic; 25 mf; 50 vdcw; working temp range RELZAD4L9 t CMA | WB-36 i 
minus 200C to pius 65°C; cese 1 7/16" lg x 5/8" diem; 
HS metal case w/cardboard sleeve; two axial. wire ‘ 
leads 3" 1g; neg term gnd int. 
acct | 
: 4 ic " 
-463115 CAPACITOR, fixed: k/ig/45 RELBA262 16-C-51999-8255 
paper dielectric; 12 mf plus 10 minus 34; 1000 vdew; |RE13A488 
HS metal can; case 3 13/16" h x 3 3/k" ig x 21/h" 
wa;  4dYkanel. impr and filled; two stud and nut term 
on por pillers 7/8" h, 2" c toc on top; no int gnd 
connections; adj end r ‘vable mtg wkt w/two slots 
4 3/8" c¢ toc. te, 
~483115-10 CAPACITOR, fixed: 8/19/45 RE4GA283 16-C -51899-8520 3DB12-6 cD TIU-10120 CBM | 744-238a1t0 [Wra 
NT-483115 w/12 mf p/m 10%. REL3A488 QGA 
= = _ 
483126 CAPACITOR, fixed: hfee/us RELSAKOQ 16-C-49930-8350 | | 
paper dielectric; 4 af plus 1@ minus 3%; 220 vacw REL3ZAL88 
é 3 HS metal can; case 2 3/16" h x 5 1/8"1g 
x 3 1/2" wi; oil impr and filled; two solder iug 
term 3" c to c on top; no int gnd connections; four 
integral mtg ft on bottom w/four holes for #10 
screws on 3" x k 1/8" c toc. i 
~4B31L16-10 “APACITOR, fixed: 4/20/45 PRELSALOD 15-C 49953-8320 - ~~ fens K619h-h-3 CBM | 744-116a1to WEA 
£-483116 w/4 mf p/m 10$. REL ZAK88 | 
483117 CAPACITOR, fixed: 4/20/45 REKGALTS 16-C-4'7279-5972 |NI6-C-11610-30 CG = | 23F236 cam | 74k-699a1t1 WFA (5) 
paper dielectric; 500,000 mmf plus 10 minus 3%; 1000 [RE13A488 
vdew; HS metal can; case 2 7/8" h x1 5/16"1g x } | 
5/8" wa; pyranol impr end filled; two ins solder 
lug term 5/8" c to c on top; no int gnd connections; 
two integral mtg ft on top w/5/32" oot in ea 
1 15/16" ¢ toc. ie 4 
~483118 CAPACITOR , FIXED: 1/20/45 JRE4GQAL75 16-C-48795-1400 3081.4017-21 CG 238207 CBM {744-701 alt 1 WRA ~ 
F | 
CANCELLED: same as Navy Type 431852. RELZ3A483 
= is | nee a 
tm —_ ir i _~ 4 — = oe 
fe oe as eae : a 
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e a: = = 
NAVY DWG STANDARD NAVY Eso Nu < MANUFACTURER'S - CONTRACTOR'S DWG EQUIPMENT 
Satori NAMES AND). DESCRIPTION OR SPEC NO ZANE NS. STOCK NO STOCK NO stock one iStock “No” |MFGR | "part NUMBER [rector OR PART NO USED IN 
is 
483119 CAPACILOR, fixed: 4/20/45 RELBALTS 16-C-42719-5972 |N16-C-11000-75 ce = | 23F243 CBM | 744-698a1t0 WFA (2) 
paper dielectric; 10,000 mmf plus 10 minve 36; 1000 |REI3A488 
vdcw; ES metal can; case 1 13/32" hx 15/16" wi x 
5/8" thk; pyranol impr and filled; two ins aolder lug! 
term 5/8" c to c on top; no int gnd connections; two 
integral mtg ft on top w/5/32" elot in ea, 1 7/8” 
ec toc, 
-483120 CAPACITOR, fixed: 4/21/45 RE13A488 16-C-51832-3930 MK-22 
paper dieleotric; 10 mf plus 10 minue 36; 330 vacw; |RE48A137 
HS metal can; case 3 7/8" lg x1 1/k" wa x 4 49 /6u" 
h; pyranol impr and sealed; two solder lug term 
21/64" bn on dottom of cage; no tnt gnd. connections; 
two mtg bdkt integral w/bottom of case ea w/two 
0.213" diam mtg holee on 4 3/8" x 0.406" mtg/c. 
-483120-10 CAPACITOR, fixed: 4/21/45 RE13A488 16-C-51853-3910 cG 26F 223 MK-22 
NT-483120 w/10 mf p/m 10%. RE4YBAL37 
-483121 CAPACITOR ASSEMBLY, VARIABLE ATR: 4/21/45 16-C -63139-3551 CJA CBM | 755 3010 WPA 
air dielectric; plate meshing type; 1 eect 1056 to CBM |1000E-14 alt 2 | acc 
956 mmf max, 63 te 49 mmf min, other sect 540 to 490 CBM  1000E~13 alt O | acp 
omf max, 45 to 33 umf min; MIF; 9 3/16" 1g x 5 9/16" CBM | 100@E-4 alt 0 | acs-5 (3) 
wd. x 5 11/32" h, o/a; worm gear adj; 83 plates, 54 acs-6 (3) 
plates sect #one, 29 plates sect #2; 180 deg rotation Qcy-9 
ieolantite ine; solder lug term; base mtd by four QcL-4 (3) 
5/16"-18 tapped holes on 8.188" x 4" mtg/c; c/o 2 var acm-4 (3) 
air capacitore on coumon shaft, rear capacitor 2 gang. QCN-3 
w/2 Navy Type 48816 Variable Air trimmere, worm gesr Qco-1 
overated and encl in housing. SEE NOTE 
WOVE: QCQ-1; QCR-1; QS; QCT; QCA; WAA; WAB (3); WBAJWDA-1; WEB 
= 
483122 CAPACITOR, variable: 4/21/45 16-C-63009-5420 ORK cBM | 959-51a1to 
air; plate meshing type, dual sect; O to 365 mf ea 
sect; SLC ea sect; 3 9/16" lg x 3 3/16" wa x 2 3/k" 
h shaft 3/8" diam x 1 15/32" 1g; round shaft adJ; 
fifty-four plates e& sect; solder lug term; four mtg 
etude two in front and two in reer ea 2 13/16" c to cf 
ie 
5/16"-18 thd on 8.168" x 4" mtg/c; rated 500 ume QCL-k (3) 
front sect, 1000 mmf rear eect, front sect 29 plates, QcM-4 
reer sect 58 plates. QCN-3 
NOTE: QCO-1; QCQ-1; QCR-1; QCS; QCT; QGA; WAA; WAB (3]; WBA; WDAT; WEB. 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


ASO 


STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Ton 
TRACTOR 


CONTRACTOR'S DWG 
OR PART HO 


USED IN 


EQUIPMENT 


= 


ah 9303 


CAPACITOR, variable: 4/23/45 
air; plate meshing type, aingle act; 40 to 320 mf; 
SLF; 0.225" air gap, 4000 vacw peak; 9 21/32" 1g x 
41/4" wi x 4" bh shaft 1/4" diam x 1 1/2" 1g; reund 
shaft adj; forty-one aluminum plates, epcl shaped 
rotor plates; iaolantite ing; 1ug term; two mtg bkt 
on bottom ea w/two 0.20" diam holes on 9 3/8" x 2" 


mtg/c. 


16-C-61711-9506 


CES 


D atylie 2 


CRY 


M-)16329-hrevi4 


TBK-19 


4 


CAPACITOR, variable: 4/23/45 
air; plate meshing type, aingle sect; 62 to 351 maf; 
SLC; 0.175" air gap, 4000 vacw peak; 14 3/4" 1g x 

ih 1/k" wl x 4" bh shaft 1/4" diam x 1 1/2" 1g; round 
shaft adj; fifty-three aluminum plates, semi-cir-. 
cular plates; 360 deg rotation; isolantite ins; lug 


term; two mtg bkt on bottom ea w/two 0.20" diam 


holes on 14 7/32" x 2" mtg/c. 


16-C-61769-9056 


CEJ 


35@-D-70 


M-419329-2rev14 


TBK-19 


-483125 


CAPACITOR, variable: 4/23/45 
air; plate meshing type dual sect; max 416 omf ea 
sect; semi-log freq characteristic; 0.125" atr gap; 
17 1/4" 1g x 6" wo x 5 11/32" hb ehart 1/4" diam x 
11/26" 1g bushing 7/16" 1g; round ehaft adj; thirty- 
three aluminum plates 2a sect, apcl shaped rotor 


plates; steatite ine; lug term; 


ee mtg bkt, one 


on ea end and one in middie, ea w/two 0.228" diam 
holea on 16 1/4" x 8 1/16" x 2" mtg/c. 


16 -C-63028-9528 


C special 


CRV 


M-420474-irevu 


TBK-19 


463126 


CAPACITOR, variable: 4/23/45 
air; plate meshing type three aect; 25.3 to 207 
mmf ea sect; SLF ea sect; LOOOv RMS 60 cyc working; 
10" 1g x 5" wd x 5 5/8" bh ehaft 1/k" diam x 5/8" 1g 
beyond housing, bushing 19/32" lg x 5/16"-32 thd, 
housing & 13/32" lg x 1 3/32" diem; round shaft adj: 
fifteen plates ea sect; iselantite ina; wire leads; 


three mtg holes 1/4"-20 thd on 3 13/16" x & 17/32" 
mtg/c. 


16-C -63251-2801 


CHC 


T-601410-2rev18 
XD-260039-2revG 


RAL-7 
RAL-6 
RAL-8 
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NAVY DWG STANDARD NAVY " Con. | CONTRACTOR'S DWG | EQUIPMENT 
i DESIGNATION NAME “ONO 1 DESCRIPTION: OR SPEC NO JAN NO Stock NO | stock NO sTocK “NO Sigrock NO” |MFGR MER RT NUMBER |rmacton| OR PART NO USED. IN 

-483127 CAPACITOR, fixed: 4/23/45 REY8A2B4 16-C-45763-2760 

paper dielectric; 100,000 umf plus 10 minus 3%; 2000 | REL3A488 

vdew; HS metal can; case 2 3/8" h x 1 3/4" wa x 1” 

thk; pyranol impr and filled; two stud and nut term 

on por pillers 1 5/32" h x 13/16" c to c on top; 

no int gnd connections; two removable "L" type mtg 

kt ea w/hole 2 5/16" c toc. 
-4.83127-10 CAPACITOR, fixed: 4/23/45 RENBACBL 16-C-45784 -2760 ca 257669 co 1 K-8386738rev0 SP-1M (2) 

INE-483127 w/100,000 omf p/m 10%. RE13A488 ce = 1K-9215704revo SP (2) 
-4831.28 CAPACITOR, fixed: 4/23/45 FRELBAKOS 16-0.51457-22h0 | 

lpaper dielectric; 8 mfd plus 10 minus 3%; 600 vdew; IRE13A488 

HS metal cen; 5 1/8" h x 3 3/4" 1g x11/k" wa; 

jpyranol, impr; two stud and nut term 1 3/16" 4 located 

i 

on top spaced 2" c to c on por pillars; no int gnd 

connections; two removable "L" bkt ea w/two holes 

on 4 3/8" x 0.406" mtg/c. 

foie ae é 

-483128-10 CAPACITOR, fixed: 4/23/45 REABAKOS 16-C-51478-2151 | N16-C-11640-13 ce =| 25F726 CG |K-9207231rev3— | SP-1M (2) 

NT-483128 w/8 uf p/m 10%, RE13 A488 | SP (2) 
-483129 CAPACITOR, FIXED; 4/23/45 RELSALOS 16-C-51837-2173 

lpaper dielectric; 10 wfd plue 10 to minus 3%; 600 

vdew; HS metal can; case dimen 4 19/32" h x 3 3/k" wa 

Ix 1 1/4" thk; pyranol impr; 2 stud and nut term 

1 3/16" h located on top, spaced 2" c to ¢ on porce- 

lain pillars; no int gnd connection; 2 removable "L" 

bkt w/2 holes in bottom of ea bkt ctr line of holes 

from bkt to bkt 4 3/8"; add suffix indicating 

poapacity tolerance in per cent. 

4. 

-483129-10 CAPACITOR, FIXED: 4/23/45 RE4BAKOS 16-C-51858-2136 | N16-c-11669-601 ca =| 27F722 6G | K-9207131 rev 3 | SP-1M 

Navy Type 483129 w/10 mfd p/m 10%. RE13A488 sp 
483130 CAPACITOR, fixed: 4/23/45 REHBA139 CG j llrie9 0G | K-838677rev3 SP-1M 

CANCELLED REL3ZA488 

50000 mf plus 10 minus 3%; - 25000 vdew. 

| | i 
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NAVY TYPE NAVY DWG STANDARD NAVY 
DESIGNATION MAME: <AND= “DESCRIPTION, OR SPEC NO JAN ANS: STOCK NO 


STOCK NO 


SIGNAL CORPS: 


MFGR 


MANUFACTURER'S | Con. 
PART NUMBER jraacton 


CONTRACTOR'S DWG 


OR PART NO 


~ 
| EQUIPMENT 
USED iN 


| -4a3u32 


} 


VARIABLE s:2R CAPACITOR: 4/25 Jo 
air arid mycalex; plate meshing type, 4 sect, 5 term; 
termi, 2, 3 or & to gné $.2 mmf, termi, 2, 3 or 4 


to 5, 0.75 to 2.25 mmf when rotating, term 1, 2) 3, 


and 4 to 5, 6.0 mmf, term 5 to gnd 9 mmf; 0.0155" air} 

gap; 2 1/2" diam x 2 1/k" lg shaft 1/4" diem x 

4 1/32" Le; round shaft w/hole fer 0,16" cone point 
3 


set screw; 1 rotor plate, mycalex or mycelite, 2 sta- 


tor steel plates, 1 divided into 4 sectors; five 


stud term; three mtg holes #6-32 thd 5/16" d arranged 
an i, 1/4" diam circle 120 deg apert; same as Navy 
Type 4823844 except longer shaft and term. 


16-C~63451.-3991 


cw ES-69916i-1 


BA-107952 iss 


1 


~883132 


VARTABLE ATR CAPACITOR: 4/25/45 
jair; plate meshing type, 3 sect ea w/eplit stator; 
21.3 to 44.3 mmf ea eect; SLY ea sect; SOdv RMS, 


GO to 500 cye tewls 13 7/26" 1g x 5/16" wa x 
3.1/2" h, shaft 1/4" aiam x 15/16" 1g, o/e, undercut} 


ehaft housing 1 25/64" 1g x 1/. 


diam; extension shaft 
lad; 214 plates; 189 deg clockwiee rotation; ceramic 
ine; solder lug term; two #-4@ tapped nolos on 
2.11/16" mtg/c on gear housing, mtg ft w/4 mtg heles 
0.187" diam on 2 21/32" x 1 21/32" mtg/c; hes gear 


drive assem 20 to 1 ratio and whielé hetween ea sect, 


04-2351 


CWQ, 


HALOS igs C 


~483133 


CAPAC @R, fixed: 4/25/45 
ceramic dielectric; 5 mf; neg temp coef 100 (tol 
p/m 30) mat/mf/°c; 500 vdew; case 11/16" 1g x 9/32" 


diam; radial wire leads; add suffix indicating 
capacity tolerance in per cent. 


-483133-5 


CAPACITOR, fixed: 4/25/45 
WE-183133 w/5 umf p/n 0-25 mnf. 


16-C- 15624-9530 


N16-C-8067-5 


cca, 


210363281i8eM 


AN/APR-2 


- 483134 


CAPACITOR, fixed: 4/25/45 
ceramic dielectric; 2,000 mmf; var temp coef; 300 
vdew; case 0.812" lg x 0.187" diam; radial wire 
leada; ins case, add suffix indicating capacity 


tolerance in per cent. 


oot ees 


~483134-20 


CAPACITOR, Pixed: Wes Ths 
INT=483134 w/2,000 mmf p/m 20%. 
{— 


“V16-C-16081-S051 


W16-C-8375-200 


3PKA2-118 


CAKD | 20K1200 
CAKB | 2BK1200 


21036 328i88M 
ecO0lechgA 


AN/SPR -2 


no 


z [5 
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NAVY DWG STANDARD NAVY o IGNAL CORPS MANUFACTURER'S ce ONTRACT@R'S Dr 
C anon | NAME AND DESCRIPTION OR SPEC NO JAN NO Broek NO" stock NO stock “NO STOCK NO [urs | TART NUMBER {reactor | OR PART NO” eauirwen | 
-483135 CAPACITOR, fixed: 4/26/45 IREL3A488 16-C-49176-6964 CAAI | 6EC200 CRB |CD-1132ie8A LAF-1 


paper dielectric; 2 mf plus 10 minus 3%; 600 vdew; IREYBA223 
HS metal can; case 1 1/2" diam x 2 3/4" n; oi] filled; 
two rivet lug term, located on bottom; no int gnd 


connections; bushing mtg 3/4"-16 tha 5/8" 1g w/ hex 


nut. 
-483135-10 CAPAULIOR, fixed: 4/26/45 REL3A488 16-C-49197-696) 3DB2 806 LAF-1 
NT-483135 w/2 mf p/m 10h. REGAL; LAF-2 
-483136 CAPACITOR, fixed: 4/19/45 REL3A488 16-C-51450-8310 


lpaper dielectric; 8 mf plus 10 minus 3%; 220 vdcw; RE8A307 
HS metal can; case 4 1/4" 1g x 21/2" diam; ofl 
filled impr; two radial wire leads 6" 1g #18AWG 5/16" 
from end; no int gnd connections; cylindrical mtg bkt 
2.5/8" diem w/fl curved on 2 5/8" rad and two 7/32" 
diam holes 11/4" c toc. 


-483136-10 CAPACITOR, fixed: 4/19/45 RE13A468 16-C-51471-8310 QHE-2 
NT-483136 w/8 mf p/m lof. RE4BA307 

~483137 |capacrror, fixed: 4/19/45 REBAL57 16-C-48857-4450 
paper dielectric; 1.1 mf plus 10 minus 38; 250 vacw RE13a488 
60 cps; HS metal can; case 2 3/16" h x 1 3/4" diem; 
pyranol filled; two #20 glass braid ine wire term 6“lg 
on top; no int gnd connections. 

-483137-10 CAPACITOR, fixed: 4/19/45 RE13A488 16-C~48857-4680 CG =} 25F105 cm | 744-155rev0 WAC 
wP-483137 w/1.1 m2 p/m 10%. REIBAU5T 

-483136 CAPACITOR, variable: 4/21/45 16..C-61768-1703 cer -|p cay |M-h208W4-Krevs | T3L-8 


air; plate meshing type, single sect; 45 to 350 mf; 
SLC; 0.125" air gap, 4000 vdcw peak; 9 22/32" lg x 
4 1/k" wa xh" bh shaft 1/4" diam x1 1/2" 1g; round 


ahaft adj; forty-one aluminum plates; 360 deg 


retation; steatite ins; lug term; mtg bkt omitted. 
| 
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-483139 CAPACITOR, variable: 4/21/45 16-C-61918-6291 
air; plate meshing type single sect; 18 to 495 uf; 
SLC; 0.045" air gap; 7 1/2" lg x 2.5/8" wi x 2 19/32" 
ih shaft 1/4" diam x 1 1/4" 1g; round shaft adJ; 


CEI |# CRY | K-860285-2rev4 | rBL-8 


forty-seven aluminum plates; rotation 360 deg; 
steatite ina; solder lug term; panel mtg by three 
#6-32 tapped holes spaced 120 deg apart on 5/8" rad 


both end plates or base mtg by two mtg ft ea w/ one 
0.173" diam. hole 6 29/32" c to c; same as NT-482999 
except longer. 


~483140 CAPACIT@R, variable: 4/2i/45 16-C-63670-2455 CRY CRV | T-601626-5OLrev9} BP-12 
air; plate meshing type, five sect in four ahielded DP-14 thury 
compartments; let compartment, two sect,ea 15 to 525 pP-19 


mmf, sect 3, 4 and 5, 22 to 734 umf ea sect; 20 9/16" 


lg x 6 7/8" wi x 5 1/8" h shaft 1/4" diam x 19/32” 
lg bushing 7/8" 1g x 5/16"-32 thd; round abhaft adj; 
sect 1 and 2, thirty-eight plates ea unit, sect 3, 4 
and 5 have fifty-three plates ea sect; stators lug 
term, rotors gnd to shaft; base mtg by 1/4"-20 tapped 
hole. 


- . 1 
483142 CAPACITOR, fixed: 4/26/45 REuBa 349 } 
‘mica; 400 mmf; 500 vicw; case 11/32" 1g x 7/16" diam; i6cht 


metal case; one right-angle term bent dom 1/16" in 


front of case and one radial iug term 1/16" 1g, ea 


term w/ open slot 3/64" 1g x 1/32" wi; #3-48 tha 
thd hole in one end; add suffix indicating capacity 
tolerance in per cent. 


to 
Th83141-5 CAPACITOR, fixed: W7eB7h5 REVBASES =C-2992N-EBYS [CBR 1830 CRB [CD-1101-5 LAF-1 
e INT-483141 w/4eO umf p/m 9%. 6k | LAP -2 | 
-483142 CAPACITOR, variable: 4/26/45 16-0-63921- 8349 CBN j 822-cz CRB | CD-1126-7iesB | LAF-1 
ceramic; rotary type, single sect; 2 to 7.5 mf; CANQ | A-153 LAF -2 
500 vdews zero temp coef; 27/32" 1g x 41/64" wi x OF-2 (7) 


©.312" h; solder lug term w/ rt angle bend; two 


0.120" diam holes in base on 0.438" mtg/c; ecdr slot 
adj; steatite base. 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC vo | JAN NO 


STANDARD NAVY 


STOCK NO 


Eso 
STOCK NO 


ASO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MANUFACTURER'S | con. 


PART NUMBER 


TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


Equ!PM ENT | 
USED IN 


-483143 


CAPACITOR, fixed: 4/30/45 
electrolytic; 30 mf; 450 vacw; working temp range 
minue 20°C to plus 65°C; case 4" 1g x 11/4" diam; 
tubr metal case; four bayonet term 0.355" lg x 


x 0.093" diam; #1 term neg, #3 term pos, #5, 7 term 
no connection; plug-in mtg, using std octal socket. 


RES A294 
JAN-C-62 


elec 


16-C-19868-9851 


N16-C-9684-20 


D0-430 


CRV 


M-143542-leub0 


CRV-50254 


483244 


CAPACITOR, fixed: 4/30/45 
electrolytic; two sect; 10/10 mf; 450/%50 vdew; work- 


ing temp range minus 20°C to plus 65°C; case 3 1/4" 
lg x1 1/4" diam; tubr metal can; four bayonet term 


0.355" 1g x 0.093" diam; #1 term neg, #3, 5 term pos, 
#7 term not connected; plug-in mtg, using std octal 


socket. 


RELBAZOL 
JAN-C-62 


elec 


1 


6-C-21581-7991 


16-C-21581-7991 


csL. 


DpO-4210 


CRV 


M-143542-28ud0 


CRV-50254 


483145 


CAPACITOR, fixed: 4/30/45 
electrolytic; 100 mf; 25 vdcw; working temp ravge 
minus 20° to plus 65°C; oase 3 1/4" 1g x 1 1/4" diam; 


tubr metal case; four bayonet term 0.355" lg x 
0,093" diem, #1 term neg, #3 term pos, #5, 7 term no 
connection; plug-in mtg using std octal socket. 


RELBAZI4 
JAN-C-62 


elec 


4 


1 


6-C-20181-7436 


csL 


83146 CAPACITOR, fixed 4/30/45 
electrolytic; 1,000 mf; 25 vdew; working temp range 


minus 20°C to plus 65°C; case 4 1/8 " ig x 1 11/32" 
diem; metal case; two solder lug term 1/2" h epaced 


9/16" c toc; term Jns from can. 


RELGBAZ41 
JAN-C-62 


elec 


16-C-20881-7671 


csL. 


CRV 


M-143542-3eub0 


CRV-50254 


(eaersemel 


DFM 


|_| 
CR 


Vv 


M-143537-leur0 


CRV-50254 


-483147, 


CAPACITOR, variable: 4/30/45 

air; plate meshing type, dual sect; 7.9 to 139.4 mmf 
ea sect; semi-log freq characteristic ea sect; 0.070" 
air gap; 3 3/16" lg x 2 13/32" wa x 2 1/16" h shaft 


1/4" diam x 5/8" 1g; round shaft adJ; nineteen cad 
ipl brass plates ea sect, 0.0225" thk} 180 deg clock- 
wise rotation cap decrease; solder lug term; panel 
Imtg, two holes #6-32 tnd in ea end plate for mtg 


3/4" ¢ to c. 


t 


6-C-62749-4037 


CEC 


9994-1 


CG 
CHZ, 


P-7766290rev3 
CO-1026revO 


TBK-7 


i 
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NAVY TYPE 
NAME AND DESCRIPTION 


DESIGNATION 


== 
NAVY DWG 


@R SPEC NO 


STANDARD NAVY 
JANI NG STOCK NO 


AsO 
STOCK NO 


SIGNAL CORPS 


STOCK NO 


MANUFACTURER'S 


MESA: PART NUMBER 


TRACTOR OR PART NO 


USED IN 


Con. | C@NTRACTOR'S DWG [sousrsa" 


~hO3148 CAPACITOR, variable: 


mmf; eemi-log freq cheracteristic; 0 


1#6-32 thd in ea end plate 3/4" c to c. 


4/30/45 


air; plate meshing type single sect; 10.3 to L71.3 


D" air gep; 


fa 3/32" 1g x 2.1/k" wa x 21/16" hn ohaft 1/k" diem 


x 21/32" 1g; round shaft adj; twenty-three cad pl 
brass plates, 0.0225" thx; 180 deg clockwise rotation 


cap decrease; selder lug term; panel mtg, two holes 


L 
16-C-61436-8417 


3D9171LV 


CHC | APC type C 


eG | P-776629lrev4 
pCH2 100-1025reW0 

cG P-7762257-1rev4 
cG 78749 6rev0 


TBX-7 


-483149 CAPACITOR, variable: 4/30/45 

lair; plate meshing type, eingle eect; 10.3 te 193 
jomf'; eemi-leg freq characteristic; 0.070" air gap; 

2 9/16" 1g x 2.1/k" wa x 21/16" h shaft 1/4" diam 

x 11/32" 1g; round ehaf't adj; twenty-eix cad pl brase 
plates, 0.0225" thk; 180 deg clockwlee rotation,cap 
decreasing; solder lug term; panel mtg, two holes 


146-32 thd in ea end plate, 3/!" c to c. 


16-C-61458-4368 


CHC 


cs. P-7766292 rev B 
cuz }CO-2024 rev 0 


TBX-7 


ree 
483150 CAPACITOR, fixed: 


3"_1g on top; no int gnd connections. 


5/1/45 


paper dielectric; 2 mf plus 10 minue 3%; 400 vdew; 
cardboard carton; case 3 11/16" h x 1 15/16" lex 
3/2" wa; wax impr and filled; two flex wire leade 


REYBAL 59 
RE13A488 


b zt 
16-C-49172-9939 |, 


crp j4he 


CBM 574-222a1 tO 


NM-14 


-483151 CA ACITOR, fixed: 


connec tione. 


{— —| 


-483151-10 CAPACIT@R, fixed: 
NT-463151 w/400,000 mmf p/m 104. 


5/1/45 


paper dielectric; 400,000 maf plue 10 minue 3%; 1000 
ydcw; BS metal can; case 1 7/8" 1g x 1 1/16" wa x 
2 5/32" h; dykanol impr and filled; two por ine stud 


term 7/8" hn located on tep 13/16" c to c; no int gna 


REL3ZAL88 
RELBA139 


— 


zs 


5/1/45 


REL3A488 
RE48A139 


16-C-46920-7232 


| 


cD T-10004 


CBM |803 sheet16a-164 
CEM | 744-185 


-483152 Tene fixed: 


13/16" ¢ to c; no int gnd connections. 


5/2/45 


paper dielectric; 100,000 mmf plus 10 minus 3% 1500 
ydew; HS metal can; case 2 1/8" h x 1 13/16" lg x 


1 1/16"wa ofa; o1l impr and filled; two etud term 
w/shakeproof lugs 5/8" u located on top, epaced 


REABAL1O 
RELZAK88 


16-C-45761-6347 


Con't 
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SHEET 48-929 


NAVY DWG STANDARD NAVY eso ASO u) x Con- ‘Ss Tv 
Deen NAME AND DESCRIPTION OR SPEC NO JAN NO STOCK NO STOCK NO sTOcK NO rock. NO MFGR “PART NUMBER rmacron Seon FART ile [*oeeo"s8 
| | 
-483152-10 CAPACITOR, fixed: 5/1/45 RPSBA110 16-C-45782-6357 CTD |TRS-1510 CTD | 30-1564A-1 
NT-483152 w/100,000 mmf p/m 10%. RE13A488 
\ 6a0-45763~28) 
~483152-A CAPACITOR, fixed: 5/1/45 RPABALO 16-C-45763-2859 
paper dielectric; 100,000 mf plus 10 minus 3%; 20@0 | RF13A488 
vdcw; ES metal can; case 2 1/8" h x 1 13/16" ig x 
1 1/16"wd o/a; oil impr and filled; two stud term 
u/shakeproof lug 5/8" h located on top, spaced 13/16" 
¢ to c; no int gnd.connections. 
~483152-A10 CAPACITOR, fixed: 5/1/55 RE48A110 16-C-45784-285h 3DA100-L0k crp |TRS-2010 CTD | 30-1564A-1 
wr-482152-A w/100.000 mmf p/m 10. RE13A488 3DA100-405 
483153 CAPACITOR, fixed: 5/1/45 RE48A120 16-C-46331-6347 
paper dielectric; 250,000 mmf plus 10 minus 3%; 1500 |RE13A488 
vdcw; HS metal can; case 2 1/8" h x 1 13/16" lg x 
1 1/16"wa o/a; oil impr and filled; two stud term 
w/shakeproof luge 5/8" h located on top, spaced 
13/16" c to c3 no int g@nd connections. 
———_—_——- +-————_| SEE ST em | 
-483153-10 CAPACITOR, fixed: 5/1/45 REYBA110 16-C-46352-6347 ctp | TRS-1525 CTD | 30-1564A-1 
NT-483153 w/250,000 mmf p/m 10%. RE13 A488 
eee ene Leite ene fe ee 
-483154 CAPACITOR, fixed: 5/1/45 RD4BA11O 16-C-46333-2889 
paper dielectric; 250,000 mmf plus 10 minus 3%; 2000 |RE13A488 
vdcw; HS metal can; case 2 1/2" hx 1 13/16" lg x 
x 1 1/16"wd ofa; ofl impr and filled; two stud term 
w/shakeproof lugs 5/8" h located on top, spaced 
13/16" c to cj; no int gnd connections. 
-483154-10 CAPACITOR, fixed: 5/1/45 REY8AL10 16-C-L6354-2899 erp | TRS-2025 crp | 30-156k4A-1 
NT-483154 w/250,000 maf p/m lop. RE13A488 
-483155 CAPACITOR, fixed: 5/1/45 RELBALIO 16-0-47281-6347 
paper dielectric; 500,000 umf plus 10 minus 3%; 1500 |RE13A488 
vdew; HS metal can; case 2 5/8" h x 1 13/16"1g x 
1.1/16'wd o/a; oil impr and filled; two etud term with 
shake-proof lugs 5/8" h located on top, spaced 13/16” 
c¢ to cj; no int gnd connections. 
~483155-10 CAPACITOR, fixed: 5/1745 RELBATIO T6-C-WT302-B347 cTp | TRS-1550 CTD | 30-1564A-1 
W£-483155_w/500.000 mmf p/m 10%. RE13A488 i 
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= e 3 QUIPMENT 
DESIGNATION NAME AND DESCRIPTION a yan no | STANOCK NO | stock NO stock No | “Stee RO? [MFCR | Pet NUMBER” [rmscton| COR ‘Pant NON | USED. IN 
~483155-A CAPACITOR, fixed: 5/1/45 RE4BA110 16-C-47283-2854 
paper dielectric; 509,000 mmf plus 10 minus 3%; 2000 |RE13AK88 } | 
ydew; MS metal can; case 25/8"hx113/16"1g x | j 
11/16"wd ofa; of] impr and filied; two atud term 
w/ehakeproof luge 5/8" h located on top epaced 13/16"| 
ec toc; no int gnd connections. 
fem] $$ hea a oe | 
-483155-A10 CAPACITOR, fixer 5/1/05 REGBALIO 16-C-L7 304-2854 CTD | TRS-2050 cTp | 30-1564A-1 
= 00,000 mmf p/m LOZ. RE1L3A488 
483156 CAPACITOR, fixed: 5/3/45 RE4BA11O 16-C-48799-7140 
paper dielectric; 1 mf plus 10 minua 3%; 1000 vdew; |RE13A488 
HS metal can; case 2 5/8" h x 1 13/16" 1g x 3 1/16" \ 
wdo/a; oll impr and filled; two stud term w/ shake- 
proof luge 5/8" h located on top epaced 13/16" ¢ to : 
no int gnd connections. 
[-483156-16 CAPACTTOR, fixed: 5/1/45 RESBA110 16-C-48820-7112 cTD | TRS-100i CTD | 30-156bA-1 
NT~483156 w/]. mP p/m 10f- RELZ A488 [ 1 
-483157 (CAPACITOR, fixed: 5/1/45 REG@A110 16-C-48801-6337 
paper dielectric; 1 mf plue 10 minua 3%; 1500 vdew; REL3A488 
HS metal can; case 4" h x 1 13/16" 1g x 1 1/16" wa | 
ofa; o11 impr and filled; two etud tera w/shakeproof 
luge 5/8" h located on top, spaced 13/16" ¢ to c; | 
no int gnd connections. Ei q 
-483157-10 CAPACITOR, fixed: 5/1/45 [REAGAII0 16-C-48820-6347 7 3DB1. 15028 crp |TRS-1501 emp | 30-156KA-1 
NT-463157 w/l mf p/m 10%. IREL3A468 
- 483158 ICAPACTTOR, fixed? 5h hs ‘faRBGA110 16-¢-497.76-3129 | N16-c-11489-27 
| 
ipaper dielectric; 2 mf plus 10 minus 3%; 600 vdews (REL3A488 
HS metal can; case 2 5/8" & x 1 13/16" 1g x 1 1/16"wd 
o/a; oil impr and filled; two etud term w/shakepreof | 
lugs 5/8" h located on top, spaced 13/16" ¢ to c; no 
int gnd connections. i 
I 7ha3158-10 CAPACTTOR, fixed! 5/i/is ,GA110 16-C-1,9197- 3089 ~ [3DB2. 602-1 CTD TRS-602 emp )30-1564A-1 
5 hrr-483158 w/2 mf p/m 10%. 13488 al. ts: om 
4, = — ae 
et ae 
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NAVY TYPE NAVY DWG STANDARD NAVY Eso ASO SIGNAL CORPS | MANUFACTURER'S CON. CONTRACTOR'S OWG EQUIPMENT 
r DESIGNATION NAME: ARD SDESCRIETION OR SPEC NO JAM NO STOCK NO STOCK No stock No STOCK NO MFGR | PART NUMBER |7RACTOR OR PART NO USED IN 
a 

483159 CAPACITOR, fixed: 5/1/45 (REXSA110 16-C-49179-7097 


paper dielectric; 2 mf plue 10 minus 34; 1000 vdew; {RE13A488 
HS metal can; case 4" h x 1 13/16" 1g x 1 1/16" wa 


o/a; oil impr and filled; two stud term w/shakeproof 
lugs 5/8" h located on top, apaceti 13/16" c, to o; no 


int gnd connections. 


~483159-10 CAPACITOR, fixed: ; 5/1/45 REBA11O 16-C-49200-7097 3DB2,10020-2.1/cTD {TRS-1002 CTD | 30-1564A-1 
NT-483159 w/2 me p/m 10g. FREL3A468 

-4.83160 CAPACITOR, fixed: 5/1/45 IRE468A110 16-C-49556~-3150 
paper dielectric; 3 mf plus 10 minus 3%; 600 vdew; RE13A488 


HS metal can; case 4" h x 1 13/16" lg x 1 1/16" wa 


o/a; oil impr and filled; two atud term w/shakeproof 
lugs 5/8" h located on top, spaced 13/16" c to c; 


no int gnd connections. 


-483160-10 CAPACITOR, fixed: 5/1/45 RELBAL10 16-C-49577-3119 3DB3.14 ct |TRS-603 CTD | 30-1564A-1 
HT-463160 w/3 mf p/m 10%. [REL 3A488 

-483161 CAPACITOR, fixed: 5/1/45 RE4BA1 39 16-C-45764-5368 
paper dielectric; 100,000 mf plus 10 minus 3%; 3000 |RE13A488 ® 


vdew; HS metal can; case 2 1/2" 1g x 1 3/16" wa x 2" 


hj mineral oil impr and filled; two por ina etud 
term 1" h located on top 11/8" c to o; no iat end 


connections. : 
-483161-10 CAPACITOR, fized: 5/1/45 RELBA139 16-C-45785-5363 3DA100-100.4 {CID | TRS-30001 cTD 30-1564A-2 
INT-483161 w/100,000 mmf p/m 104. [REL 3A488 
-4.83162 CAPACITOR, fixed: 5/1/45 RELBA139 16-C-46144-5358 


paper dielectric; 200,000 mf plus 10 minus 3; 3000 |REL3A488 
vdew; HS metal can; case 2 1/2" 1g x 1 3/16" wa x 


21/2" hs; mineral oil impr and filled; two por ins 
stud term 1" h located on top 1 1/8" c to c; no int 


end connections. 


-483162-10 CAPACITOR, fixed: 5/1/45 8A139 16-C-46165-5358 CTD | TRS-30002 CTD |30-1564A~2 
int-483162 w/200,000 mmr p/m 10%. L3A488 
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NAVY TVPE NAYY DWG ¥ % 
oesian ation NAME AND DESCRIPTION or aretio [aw mo | MERGE Wat" | vse ee | sick Soo] MERE RS"® [ron | "Pte Scher [in| RE™SAT® a | SSGURMAT 
t 2 J. ~ _| 
~483163 CAPACITOR, fixed: 5/1/45 RE BAL39 16-C-46334-5353 
paper dielectric; 250,000 mmf plus 10 minus %; 3000 [RE13A488 
vdcw; HS metal can; 2 i/2" 1g x 1 3/16" wa x 21/2" 
hy mineral of1 impr and filled; two por ins stud ! | | 
term 1" h located on top 1 1/8" © te c; ao int gna : 
connections, Hl 
a { = 4 
-483263-1o CAPACITOR, fixed: 5/i/h5 REGAL 39 16-C-46355-5353 | | 3DA250-6H cTD |TRS-3025 Crp | 30-1564A-2 T 
NT-483163 w/250,000 umf p/m lef. REL 3A488 
- 483164 CAPACITOR, fixed: 5/1/45 REL8A139 16-C-46335-4245 | 
paper dielectric; 250,000 mmf plus 10 minus 3%; 6000 {RE13A488 
vdew; HS metal can; case 3 3/k" lg x1 1/k" wa x hi” 
hj mineral ofl impr and fille; two ver ins stud 
term 1" h located on top 1 7/8" ¢ to c} uo int gnd 
connections, 
~483164-10 CAPACITOR, fixed: 5/1/45 RERaAI390 | 16-C-h6356-LOu5 | CTD | TRS-Go00e5 Crp | 30-1564A-2 
jis NT-483164 w/250,000 maf p/m lef. IRE1 3A488 
-483165 CAPACITOR, fixed: 5/1/45 IREWGAL 39 16-C-4 7284-5358 
paper dielectric; 500,000 mf plus 10 minus 3%; 3000 |REi3A483 
vdew; HS metal can; case 21/2" lg x 1 3/16" wa x 4" 
h; mineral of] impe and fille; two por ino stud 
term 1" h located on top 1 1/8" c to c; no int snd 
conuectiona, H 
~483165-10 CAPACITOR, fixed: 5/1/85 IRELSAL39 1@-C-17 305-5360 CTD = | TRS~3005 cT™ |30-156kA-2 
NT-483165 w/500,000 mmf p/m 10%. IRELZA488 | | | ! 
483166 CAPACITOR, fixed: 5/1/45 RBBA2 39 16-¢~48803-5923 bd 
paper dielectric; 1 mf plus 10 minus 3%; 2000 vacw; [RELZA48S i 
HS metal can; case 2 1/2" lg x 1 3/16" wa x 3.1/2" h; 
mineral ofl impr and filled; two per ina stud term 
1" h located on top 1 1/8" c to c; no int ynd connec- 
tions. 
~483166-10 CAPACITOR, fixed: 5/1/a5 RELGA139 116-C-GB8Sh- 3978 CTD |TRS-2001 cv | 30-1564A~2 
NT~483166 w/ 1. mf p/m 10%. iREL3A488 
+ “ 
—4 1 z — - { 
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~483167 CAPACITOR, fixed: 5/1/45 REYBA1 39 16-C-48804-2708 
paper dielectric; 1 mf plus 10 minus 3%; 2500 vdcew; |RE13A488 
BS metal can; 3 3/4" lg x 1 3/4" wd x 3.1/4" bh; 
1 1 H 
mineral o1l impr and filled; two por ins stud term | 
1” h located on top 1 7/8" ¢ to c; no int gnd connec- 
tiona. 
~483167-10 CAPACITOR, fixed: 5/375 REGBAT39 T6-C-GBB35-2688 | OTD | TRS-2501 Crp | 30-1564A-2 
NT-483167 w/l mf p/m 10%. REL 34488 
-483168 CAPACITOR, variable: 5/1/45 16-C-62620-2677 cHC | HFD CW | ESA-682047-2 MK-13 
air; plate meshing type dual sect; 6.5 to 90/6.5 to CTN | AP-12 teslh 
90 maf; SLC/SIC; 0.0195" air gmp, 800v RMS 60 cyc 
teat; 3 21/32" lg x 1" wd x 1 1/2" h shaft 1/4" diam 
x 1/2" 1g bushing 5/16" 1g x 5/16"«32 tha; ecdr aaj; 
thirty-five/thirty-five silver pl brass plates; 360 
deg rotation; ceramic ins; lug term; two mtg ft ea 
}v/one 0.138"-32 tapped hole on 2 15/16" mtg/c. 
-483169 CAPACITOR, fixed: 5/1/45 RE4Y8A139 16-C-48804-6103 
paper dielectric; 1 mf plus 10 minus 34%; 3000 vdew; {RE13A488 
MS metal can; case 3 3/4" 1g x 2 1/K" wa x 4" b; 
mineral-o11 impr and filled; two por ins stud term 
1" h located on top 1 7/8" ¢ to c; no int gnd connec- 
tions. 
-483169-10 CAPACITOR, fixed: 5/1/45 IRE¥BA139 16-C-48825-5083 erp |TRS-3001 CTD | 30-1564A~2 
INT-483169 w/1 mf p/m 10%. JREL3A488 
483170 CAPACITOR, fixed: 5/1/45 REYBA139 16~C=48804-9027 
paper dielectric; 1 mf plus 10 minus 3%; 4000 vdew; |RE13A488 
HS metal can; case 3 3/4" 1g x 2 1/h" wa x 5" hh; 
mineral oil impr and filled; two por ins stud term 
1" h located on top 1 7/8" c to ¢; no int gnd connec- 
tions, 
~483170-10 CAPACITOR, fixed: 5/1 fis REGGA139 16=C-h8825-9027 cm |TRS-LOOL CTD |30-15@4A-2 
INT-483170 w/1 mf p/m 10p. IRE13A488 [ 
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4 
-483171 CAPACITOR, fixed: 5/1/45 REKBAL39 16-C-49183-5903 3DB2-19 
paper dielectric; 2 mf plus 10 minus 3%; 2000 vdew; |REL3A458 | 
BS metal can; case 3 3/4" Ig x 11/4" wa x 4" b; 
mineral oil impr and filled; two por ins etud term i 
; 1" h iccated, on top 1 7/8" c to c; no int gnd connec- 
tions. 
j 
-483171-10 CAPACITOR, fixed: 5/L/s5 REL GA1 39 16-C-49204~5925 3DB2,20020-3 {CTD TIRS-2002 ;crD 30-1564A-2 
INT-483171 w/2 mf p/m 10%. IRE1 3A488 { 
a 
-483172 CAPACITOR, fixed: 5/1/45 RELBA139 16-C-49184-2708 
paper dielectric; 2 mf plue 10 minus 3%; 2500 vicw; |REL3A488 
HS metal can; 3 3/4" 1g x1 3/4" wa x 4 3/K" h; i 
mineral oil impr and filled; two por ine stud term i 
1" h located on top 1 7/8" ¢ to c; no int «md connec- 
tions. 
r ' —| = 
-483172-le CAPACITOR, fixed: 5/1/45 RE48A139 16-C~49205-2678 3DB2 .200-3 CTD | TRS-2502 CTD | 30-1564a-~2 
NT-483172 w/2 mf p/m 1Op. RE13A488 I ean 
-483173 CAPACITOR, fixed: 5/1/45 IRELBA139 15-C-49184-6083 
paper dielectric; 2 mf plus 10 minus 3%; 3000vdew; | REL3A488 
HS metal can; case 3 3/4" lg x 3 3/16" wa x 4 1/4" h; 
\ 
mineral oil imsr and filled; two por ine stud term 
1" h lecated on top 1 7/8" c to cs no int gnd connec- 1 
tione. 
fox cama! = ! | a 
-483173-10 CAPACITOR, fixed: 5/i/us REKBA139 16-C-49205-6098 eT | TRS-3002 CT | 30+1564A-2 
NT-483173 w/2 mf p/m 1h. RE13A488 
_ i — — 
483174 CAPACITOR, fixed: 5/1/45 RE&BA139 |i6-0-49936-5964 
paper dielectric; 4 mf plus 10 minus 34; 600 vdcw; RE13A488 | 
HS metal can; case 2 1/2" lg x 1 3/1" wa x 3 1/2" h; 
mineral oil impr and filled; two por ing stud term 
1" h located on top 1 1/8" c to c; no int gnd connec- 
tions. 
mel 
-483174-10 CAPACITOR, fixed: 5/3/45 RE4LBA139 16-C-49957-5954 3DB4-130 crd | TRS-604 cT | 30-1564Aa-2 
wr-483174 w/4 mf p/m 10%. RE13A488 | 
_——- a ee ee ee ce Sean Benny oe ae ————} -— — —}+—— anf 
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NAYY DWG STAND. DON. 2 so MANUFACTURER'S Con CONTRACTOR'S DWG EQUIPMENT 
DESIGNATION NAME. AND. DESCRIRTION oR SPEC NO JAN NO “STOCK NO. | STOCK NO stock. Ne Srock NO” |MFSR [ean NUMBER {rnacron OR PART KO USED IN 
-483175 CAPACITOR, fixed: 5/1/45 RELBA139 16-C-49941-8961 
paper dielectric; 4 mf plus 10 minus 34; 1500 vdew; |RE13A488 
HS metal cen; case 3 3/4" lg x 1 1/4" wa x 4 3/4" h; 
mineral oil impr and filled; two por ins stud term 
1" h located on top 11/8" c to c; no int gnd connec- 
tione,. 
~483175-10 CAPACITOR, fixed: 5/1/45 RELBA139 16-C-49962~8966 cTp =| TRS-1504 CTD | 30-1564A-2 
NT-483175 w/k mf p/m 10. RE13A468 | 
-483176 CAPACITOR, fixed: 5/1/45 RE8A139 16-C-49943-5938 
paper dielectric: 4 mf plus 10 minus 3%; 2000 vdcw; |RE13A468 
BS metal can; case 3 3/4" 1g x 21/k" wa x 4" hj 
mineral oil impr and filled; two por ins stud term 
1" h located on top 1 7/8" c to c; no int gnd connec~ 
tions. 
-483176-10 CAPACITOR, fixed: 5/1/45 RE48A139 16-C~h9964-5985 cTD jTRS-2004 CTD | 30-156ba-2 
NT-483176 w/b mf p/m 10%. REL3A488 
-483177 CAPACITOR, fixed: 5/1/45 RE48A139 16-C-50316-5921 
paper dielectric; 5 mf plus 10 minus 3%; 680 vdcw; RE13A488 
HS metal can; case 2 1/2" 1g x 1 3/16" wi x 4" h; 1 
mineral oil impr and filled; two por ins stud term 
1" h Located on top 1 1/8" c to c; no int gnd connec- 
tions. | | 
T 1 F t T 
-4.83177-10 CAPACITOR, fixed: 6/1/45 RE4LBA139 16-C~50337-5921 cTD | TRS-605 cTp | 30-1564a-2 
nr-463177 w/5 mf p/m lof. REL3AU88 
-483178 CAPACITOR, fixed: 5/1/45 RE48A139 16-C-50320-2432 
paper dielectric; 5 mf plus 10 minua 3%; 1000 vdew; RE13A488 
HS metal can; case 3 3/4" 1g x 11/k" wax 4” h; 
mineral o{l impr and filled; two por ins stud term 
1" h located on top 1 7/8" c to c} no int gnd connec- 
tions. 
-4.83178-10 CAPACITOR, fixed: 5/1/45 RELBA139 16-C~50347-2432 CT» | TRS-1005 CTD | 30-1564a-2 
NT~483178 w/5 mf p/m 10%. REL3 A488 
t 3 
L a 
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SHEET 45- 
NAVY TYPE NAVY BD! te 4 - 7 TOR’ OWwG U0 ENT | 
DESIGNATION NAME AND DESCRIPTION on SPEC “NO JAN NO TsrooK: wo erock No uke AS Stock “NO” MFGR MeARE NUMBERS intern soon PART NO. ESEOC IN 
+ | - 
-i,83179 CAPACITOR, fixed: 5/3/45 RELBAL39 16-C -50701-8936 i r 
paper dielectric; 6 mf plus 1@ minus 34; 15@6 vdew; {R€13a486 
HS metal can; case 3 3/h" ig x1 3/k" wi xb 3/4" hy | | 
1 \ 
mineral oil impr and filled; two por ins atud term | | i 
1" h located on top 1 7/8" ¢ to c; no int gné connes- 
tions. 
- a T 12 T 
-43179-10 CAPACITOR, flxed: 5/1/%5 REAGAL39 16-C-50722-8946 orp | TRS-1506 cTD | 30-1564A-2 i 
NT-483179 w/6 uf p/m 10%. RE13AN88 | 
-4.83180 CAPACITOR, fixed: 5/l/as RESBA139 16-C-51457 -2066 { 
paper dielectric; 8 mf plua 10 minue 36; 600 view; | PELSAN98 | 
HS metal can; case 3 3/4" lg x 2 1/4" wa x 31/2" h; 
i 
mineral ofl impr and filled; two por ins stud term H 
3" h located on top 1 7/8" ¢ ta c3 int ynd connec- { 
tlona. 
: Se, 
-463160-10 CAPACITOR, fixed: 5/1/45 RPL8AL39 16-C~51476-2066 3PBB-110.1 cre | TRS-608 CTD | 39-156bA 2 
nr-483180 w/8 mf p/m 10%. RFL3A468 
eee eeeeee oes Cn oe mee 
~463161 CAPACITOR, fixed: 5/1/85 REA6 A139 16-C-51h60 -2hhe 
paper dielectric; 8 mf plus 1G minus 3%; 10CO vdew; £13 A488 
HS mete] can; cave 3 3/4" Iz x 1 1/h" wi xb 3/4" 
hi: mineral oil impr and filled; two por ine stud 
term Ll" h located o: top 1 7/6" 6 to o; no int gnd 
eonnecticne. i 
L. L e aenaeners | _| een ee Lone — 
-483181-10 CAPACITOR, fixed: 5/1/45 REASAL39 16-C-51481-24b2 crp | TRS-1008 CTD | 30-1564A-2 
' 
nr-483161 w/8 xf p/m 10%. REL3ZALO8 { 
~4.83102 CAPACITOR, fixed: 5/2/45 RELBAL39 16-C-51837-2016 
paper dielectric; 1@ mf plua IC minus 3%; 60@ vdew; {REL3AK88 
HS metal can; case 3 3/4" lg x 1 1/4" wa x b" 4; { 
| ! 
mineral oil impr and filled; two per ins stud term } { H 
1" h located on top 1 7/8" c to s;no int gnd connsc- 
tions. 
1 
1 jl a . j 
~483182-1e CAPACITOR, fixed: 5/1/45 REASA139 26-C-51858 -2056 3DB1@-11 CTD | TRS-6010 erp | 30-156i.A-2 
ND-483182 w/le mf p/m leg. RELZ3 A488 ' 
2s od fn 
‘ | mee . 4 a4] —— 
Es } i i i 4 1 ) 
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= 4 
-483183 CAPACITOR, fixed: 5/1/45 RE}8A139 26-C-51840-2437 
paper dielectric; 10 mf plus 10 minus 3%; 1000 vdew; |RE13A488 
HS metal can; case 3 3/4" 1g x 1 3/4" wa x 4 3/k" b; 
mineral oil impr and filled; wo por ins stud term 
1" h located on top 1 7/8" c to cj; no int gnd connec- 
tions. | 
-483143-10 CAPACITOR, fixed: 5/1/45 RE48A139 16-C-51861-2517 cTD |TRS-10010 CTD |30-1564A-2 
nr-483183 w/10 mP p/m 10%. RE13A488 
~483184 CAPACITOR, fixed: 5/1/45 RELEA139 16-C-51899-822 0 
paper dielectric; 12 mf plus 10 minus 3%; 600 vdew; | RE13A488 
HS metal can; case 3 3/4" lg x1 1/4" wa x 4 3/4" b; 
mineral oil impr and filled; two por ins stud term 
1" h located ontop 1 7/8" ce to c; no int gnd connec- 
tions. 
-483184-10 CAPACITOR, fixed: 5/1/45 RE4YBA139 16-C-51609-8505 Vena [aRS-612 CTD | 30-1564A-2 
NT-483184 w/12 mf p/m 10%. RE13A488 
-483185 CAPACITOR, fixed: 5/1/45 RE48A139 16-C-51899-8270 
paper dielectric; 12 mf plue 10 minus 34; 1000 vdcw; |RE12A488 
HS metal can; case 3 3/4" 1g x 21/4" wd x 4" b; 
mineral oil impr and filled; two por ine screw type 
term 1" h, located on top 1 7/8" c to c; no int gnd 
comnections; strap mtd. 
-483185-10 CAPACITOR, fixed: 5/1/45 REKBA139 16-C-51899-8535 cm | TRS-10012 cm | 30-1564A-2 
NT-483185 w/12 mf p/m log. RE13A488 
ee 
-483186 CAPACITOR, fixed: 5/1/45 REH8A139 16-C-52030-2417 
paper dielectric; 15 mf plus 10 minus 3%; 1000 vdew; |RE13A488 
HS metal can; case 3 3/4" 1g x 2.1/4" wi x 4 3/k" b; 
mineral oil impr and filled; two por ins screw type 
term 1" h, located on top 1 7/8" ce to c3 no int gnd 
connections; strap mtd. 
~483186-10 CAPACITOR, fixed: 5s IRELOAL39 16-0-52050-8032 CTD | TRS-10015 cTp | 30-1564A-2 
INT-483186 w/15 mf p/m 10%. JRE1 34488 j : 
7 i i } 1 
a i i 
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1 x 
-483187 CAPACITOR, fixed: 5/1/45 REL8A139 16-C-52217 -2061 
paper dielectric; 20 mf plus 10 minua 3%; 600 vdew; }RE13A488 
HS metal can; case 3 3/4" ig x 2 1/4" wd x 4” hj 
mineral oil impr and filled; two por ins screw type 
term 1" h, located on top 1 7/8 "c¢ toc}; no int gnd 
connectione; strap mtd. 
-483187-10 CAPACITOR, fixed: 5/1/45 RE4LBA139 16-C-52238-2076 cTD | TRS-6020 CTD 30-156hA-2 
nT-463187 w/20 me p/m 16%. RE13A488 
-483188 CAPACITOR, fixed: 5/2/45 RELBAL59 16-C-45765-5944 CAW | AiL055 CAW | 1554lreva QUA. 
paper dielectric; 100,000 mmf plus 10 minus 3%; 7500 | REI3A488 
vdew; BS metal can; case 4 3/4" bh x 3 5/8" 1g) x 
2 5/8" wd; o41 filled; one stud and nut term on por ! 
pillar 2" h located in ctr of topjone side int gnd; 
clamp bkt w/four 7/32" diam holes on 3 5/8" x 1 1/2" 
mtg/c for top or bottom mtg. i 
oh 
~483189 CAPACITOR, fixed: 5/2/45 RE4BALLO 16-¢ -49886-9810 | N16-C-11537-50 CEU j 10834 CAN | 805214rev3 QJA 
paper dielectric; 3.75 mf plus 20 minus 15%; 330 RE13A488 
vacw; HS metal can; case 2 1/2" 1g x 1 3/16" wd x 
4 11/16" bh; of1 filled; two solder lug term 1/k" bh 
on top 1 i/k" c to c; ne int gnd connection, a 
— i 
~4.83189-5 CAPACIT@R, FIXED: 12/23/47 RE48A110 16-C-49816 -3910 cCATQ | 10834 CAN | 605214 acs 
Navy Type 483189 w/3.75 med p/m 5%. REL3AL88 CRV )W-306494-133 
-4.83190 CAPACITOR, fixed: 5/2/45 RE48A286 16-C-47276-2862 CSL | XLMJW6-.5 
paper dielectric; 500,000 mmf plus 10 minus 3%; 600 |RE13A4%88 
vdew; MS metal can; 2 1/8" h x 1 3/k" 1g x 1" wd; 
mineral oil impr and filled; two stud and nut term 
2 1/16" h on por pillare 13/16” c to c on top; no 
int gnd connections; two removawle bkt ea w/one 
#20-32 thd mtg stud 2" c toc. | 
-483190-10 CAPACITOR, Pixed: 5/2/45 RELBALG 16-C-47297-2872 CAW | XIMJW6-.5-10 jcW | mSA-682052.93 | QUA 
NT-483190 w/500,000 mmf p/m les. RE13A488 | iaa2l 
I ; - 
-483192 CAPACITOR, fixed: 5/2/45 REKBA286 16-C-48796-2892 CSL) XIMIW6-21 
paper dielectric; i mf plus 10 minus 3%; 600 vdew; RE13A488 
BS metal can; case 2 1/8" wx 1 3/4" wd-x 1" thk; 
mineral oil impr and filled; two stud and nut term i 
on por piliars 11/16" h x 13/16" c to c on top; no 
int gmd connections; two removable "J" mtg bkt 
ea w/#10-32 thd mtg atud 2" c toc. 
Con'& 
ae tes ees — | L sis A 
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-483191-10 CAPACITOR, fixed: 5/2/45 RE4BA286 16-C-48817-2857 3DB1.6010-4 CSL | XLMJW6-1-10 Cw ESA-682052-94 QUA 
wr-483291 w/1 me p/p 104, REL3A483 dee2l j 
-483192 CAPACITOR, fixed: 5/2/45 RE4BA286 16-C-51837-2088 3DB10-75 CSL | XIMJW6-10 
paper dielectric; 10 mp plua 10 minue 3%; 600 vdcw; |RE13A488 
HS metal can; case 3 3/¥"1g x 1 1/4" wa x 4 3/4" b; 
mineral oil impr and filled; two stud and nut term 
on por pillars 11/16" h x 2" ¢ to c on top; no int | 
gnd connections; two removable "J" mtg bktea with 
#10-32 thd mtg atud 4" c toc. | 
-483192-10 CAPACITOR, fixed: 5/2/45 REUBA286 16-C-51858-2106 | 3DB1L0-69 CSL | XiMJW6-10-10 |cw | ESA-682052-95 | QUA 
NT-483192 w/1o mp p/m 104. RE13A488 ies21 
-483193 CAPACITOR, fixed: 5/2/45 RENSA286 16-C-51840-2462 CSL | XIMJW10-10 
paper dielectric; 10 mf plue 10 minus 34; 1000 vdew; | RE13A488 
HS metal can; case 3 3/4" lg x 2" wa x 4 3/4" h; 
mineral oil impr and filled; two stud and nut term 
on por pillars 11/16" h x 2" c to c on top; no int 
gnd connections; two removable "J" mtg bkt ea with 
_|#t0-32 thd mtg atud 4" ¢ toc. 
-483193-10 CAPACITOR, fixed: 5/2/45 RE4BA286 16-C-51861-2487 CSL | XIMJW1O-10-10 |CW | ESA~682052-96 QUA 
NT-483193 w/10 mf? p/m 10%. RE13A488 ie igs 21) _ 
-483194 CAPACITOR, fixed: 5/3/45 REWBADG6 16 -C-4880-6098 cp | raH-30010 
paper dielectric; 1 mf plue 10 minus 3%; 3000 vdew; |RE13A488 
HS metal can; case 3 3/4" 1g x 2 1/4" wa x 3 13/16"h; 
dykanol apr and filled; two stud and nut term on por 
pillars 1 1/4" h x 2"c to c on top; no int end 
connections; two removable "J" mtg bkt ee with 
#10-32 thd mtg stud 4" c to c. 
-483194-10 CAPACITOR, fixed: 5/3/45 REUBALE 16-C~48825 -5063 3DB1.30010-1 {CD | TJH-30010 CW | ESA-682052-65 | MK-13 
NT-483294 w/1 me p/m 106. REL3AN83 | ie teeth 
-483195 CAPACITOR, FIXED: 5/3/45 RELBAK 36 16.0 48854-8910 CAY |S-1318767 CRP | S-35-5254 tes 1 
paper dieleotric; 1 mf plus 30 minus 10%; 7500 vdcw; |RE13A488 
HS metal case; 8 5/8" h x 4 9/16" 1g x 3 3/4" wa not | 
incl term or mtg bkt; chlorinated diphenyl impr, oil 
filled; 1 stud and nut term 2 1/16" h on ins bushing 
and 1 short grounding term on bottom; 1 side internal} 
ly gnd; 2 fixed bkt for top suepension, 2 9/32" diam 
holes in ea 3 3/8" c to c and 4 1/2" c to c from bkt 
to bkt. 
i Con't 
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T aoe 7 


. {so-. 
-483195-10 CAPACITOR, fixed: 5/3/45 RELBAL 36 1.6 -C-4885% 8910 ord 


NP-483195 w/1 mf p/m 108. REL3AUBB =, | : | 


~483196 CAPACITOR, fixed: 5/5/45 REKBAZ40 16-C-19631-5041 |N16-C-9674-9 3DB15-22 Cle {MM CIR | 10314-13 @5Q-1 
electrolytic; 15 mf plus 50 minue 10%; 25 vdew; work- | JAN-C-62 
ing temp range minue 20°C to plus 65°C; case 1 11/16" elec 


1g x 11/16" diam; HS metal case w/cardboard aleeve; | 
two axial wire leads 1 1/2" 1g; neg term gnd intern- 
ally. 


. T 
-483197 CAPACITOR, variable: 5/5/45 16-C-60679-7931 
air; plate meshing type, single sect; 6.5 to 1e@ mmf; 
SLC; 11/2" 1g x 15/16" wd x 1 7/32" h shaft aseen- 


aT 


a 


CEY 5330 czc 30is61. REE 


bled w/nut and bushing 1/#" diam x 1/4" 1g o/a; 
acdr adj; twenty-eight silver pl brasa plates; 360 


deg rotation; ceramic ing; post term for s#tator, lug 


term for rotor on LH side; panel mtg by two studs ea 
w/#4-36 tapped hole on 21/32" mtg/c. 


-483198 CAPACITOR, variable: 5/5/45 '16-C-64027 -5501 CBN {622-A CZC  -(5228-3iss3 REE 
ceramic; rotary type, single sect; 3 to 25 mmf; 500 
lvdct; zero temp coef; 27/32" 1g x 41/64" wd x 5/16"h; 


solder lug term; two 0.120" diam holes in base on Fi ; 
o.445" mtg/c; ecdr slot adj; ateatite base. 


L # LNIWdIddNS 
(¥)601'006 SdIHSAWN 


~483199 CAPACITOR, fixed: 5/1/45 REUYBAZLL - | 16-c-19906-5551 CAW | BY-EP-B i FSB 
electrolytic; 40 m?; 25 vdew; working temp range RE1ZA549 
minus 60°C to plus 85°C; case 1 13/16" 1g x 29/32" 


wd x 11/2" h; HS metal can; two solder lug term 
spaced 1" c to c on side; both term ins from canj two 


mtg ft, ea w/one 3/16" diam hole, 2 1/8" c toc. 


Excaenned oa ee enees eee at 
-483200 CAPACITOR; variable: 5/2/45 16-C-59025-5821 |N1G-C-12220-8 CRW | ARL-2lepel CAY | T~7607868-1revl3 RBS 


air; plate meshing type single sect; 3.2 to 25 mmf; 
SLC; 0.015" air gep, 500 vdew; 1 1/8” lg x 15/16" wa 


x i 7/32" h shaft assembled w/coller and nut 1/k" 
diam x 5/16" 1g, leck nut; scdr shaft adj; seven 
silver pl brase pletes, semi-circular; 180 deg clock- 
wise rotation; ceramic ins; post term for stator, 
rotor gnd; two mtg studs 1/32" lg tapped for #4-ho 


| screwa on 21/32" mtg/c 31/64" from to 7 


SHEET 46-940 


RESTRICTED 


WRELVW DINOULDFIA = AdAL AAVN JO DO WLVO 
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= 


= 
NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


HAVY OWG 
OR SPEC NO 


JAN NO | 


STANDARD NAVY 
STOCK NO 


eso 
STOCK NO 


ASO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Gon. | CONTRACTOR'S DWS 


TRACTOR 


OR PANT WO 


EQUIPMENT 


USED IN 


~EB3201 


CAPACITOR, fixed: 5/3/55 
CANCELLED: seme as NT-483938. 


RESOALA3 
16ch0 


| 


cw 


D-162383 


CEM 


74h -522a1t0 


WCA-2 


-483202 


CAPACTYOR, variable: 5/5/45 

air; plate meshing type single sect; 6.5 to 50 mmf; 
SLO; 0.0245" air gap, 500 vacw; 1 23/32"lg x 1 11/16" 
wi x 111/16" h shaft 1/4" diam x 1/2" 1g bushing 
13/32" 1g x 3/8"-32 thd; rounded shaft adj; seven cad 
pl brass plates, semi-circular; clockwise rotation; 


teolentite ine; lug term; single hole mtg by 3/8” 


diam mtg bushing or base mtg by two mtg feet ea w/one 
#6-32 tapped hole on 1 7/32" mtg/c. 


16-C-59867 -9821 


: 
| 
| 


CHC 


MC-50-S 


FSB 


-483202-A 


CAPACITOR, variable: 8/10/45 
air; plate meshing type single sect; 6.5 to 50 mf; 
SLC; 0.0245" air gap; 1 23/32" lg x 1 11/16" wa x 
112/16" h shaft 1/4" diem x 3 3/4" 1g bushing 
13/32" 1g x 3/8"-32 thd; round shaft adj; seven cad 
pl brase plates; 180 deg clockwise rotation; 
feolantite ins; lug term; single hole mtg by 3/8" 
diam mtg bushing or base mtg by 2 mtg feet ea w/one 
#6-32 tapped holes,on 1 7/32" mtg/c; eame as 


NT-483202 except has longer shaft, similar to 
NT-483693 except for bushing length. 


16-C-59867-9902 


CEC 


MC-50-S 


BA-440085-31 se 


QDA 


483203 CAPACITOR, variable: 5/7/45 


air} plate meshing type, dual sect ea w/eplit stator; 
g/12 to 125/250 mmf ea sect; SLC ea sect; 500 vdet; 


4 3/16" 1g x 3 3/16" wa x 2 3/4" b w/rear shaft ex- 
tending 1 3/32" shaft 3/8" diam x 2 3/4" 1g; round 


shaft adj; nine aluminum plates rear sect, seventeen 


aluminum plates front sect; ceramic ins; solder lug 
term; three mtg etude on 1 3/4" x 4 15/64" mtg/c. 


16~-C -62955-7480 


S.0.80160 


cze 


52081882 


REE 


RESTRICTED 
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SHEET 48-9h2 


iCTED 


RESTR 


F 


L 


NAVY TYPE 
DESIGNATION 


MAME AND DESCRIPTION 


NAVY DWG 


STANDARD NAVY 
STOCK NO 


—g9 0 
STOCK NO 


Ago 
STOCK NO 


SIGNAL CORPS FGR MANUFACTURER'S: 
STOCK NO bi PART NUMBER 


Con. | CONTRACTORS DWG 


TRACTOR 
4 


-4.83204 


-483205 


CAPACITOR, variable: 5/1/45 
air; plate meeking type, duel sect w/split etator; 
9/12 to 125/250 maf; SIC; 500 vdct; 2 1/b" lg x 


3 3/16" wa x 2 3/4" b shart 3/8" diam x 1 3/32" 1g; 
round shaft adj; nine aluminum plates rear sect, 


seventeen aluminum platea front sect; ceramic ine; 


solder lug term; three thd mtg studa on 1 3/k" x 
2 3/64" mtg/c. 


CAPACITOR, veriable; 5/7/45 
air; plate meshing type, dual sect; 8.5 to 140 mf 
ea sect; SLC ea sect; 0.0245" air gap; 3 7/le" lg x 
11/2" wd x 2 3/16" h shaft 1/4" diam x 1/2" lg 
bushing 13/32" 1g x 3/8"-32 thd; round shaft adj; 


nineteen silver pl brags plates ea sect; 


semi-circular; soider lug term; base mtg by three 
mtg holes for #6 ecrew in line 1 21/32" c toc. 


OR SPEC NO L JAN NO 


16-C-@2959-1480 


16-C-62762-7740 


CRE {8.0.80159 


MCD-140-8 spel 
orr | 11AG-140-aG2B 


ze 


EQUIPMENT 
OR PART WO USED IN 
52071 se2 REE 


F-39680-12-3 
ieeH 


AN/ARQ-10 


~483206 


CAPACITOR, variable: 3/7/45 
air; plate meshing plates single asct; 9 to 110 mf; 


SLC; 0.025" air gap; 1 29/32" lg x 1 11/16" wd x 
111/16" h shaft 1/4" diem x 11/32" 1g; rounded 
shaft adj; fifteen silver pl. brase plates, 
semi-circular; 3@0 deg rotation counterclockwise; 


ceramic ins; lug term; base mtg vy two mtg feet ea 


w/one #6-32 tapped hole on 1 13/32" mtg/c. 


16-C-60952-2500 


l 


cr? | NCP-10-3A-83 


NCP-10-3A-83revq AN/ARQ-10 


~483207 


CAPACITOR, fixed: 5/8/45 
paper dielectric; 15 mf plue 10 minua 3%; 330 vacw 


at 60 cyc; HS metal can; case 3 7/8" ig x 1 3/k" wd 


x & 49/64" 4 ofa; ofl impr and filled; two stud 

term 13/32" h located on top 2" c to c; no int gnd 
connections; two mtg fl 7/8" wd on aide of case, ea 
w/two 0,213" dian mtg holes on 4 3/8" x 5/8" mtg/c, 


RELGAL5B 
RE13A489 


16-C-52022-3935 


N16-C-11692-32 


CG alrek 


BA-10243-3is8a3 | QA 


t 
bos sel 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC KO 


JAN NO 


STANDARD NAVY 
STOCK NO 


AsO 
sTOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACT@R'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


-483208 


CAPACITOR, fixed: 5/8/45 
paper dielectric; 2 mf plue 10 minus 3%; 330 vacw at 
@0 cyc; HS metal can; case 1 7/8" 1g x 1 1/8" wa x 
2 59/64" h ofa; o11 impr and filled; two stud 

term 13/32" h located on top 1" c to o; no int gnd 
connections; two mtg fl 7/8" wa on side of case, 


ea w/two 0.213" diam mtg holes. on 2 3/8" x 13/32" 
mtg/c. 


RE13A488 
REWBA158 


16-C-9172-3920 


cG 


2lFl2 


Cw 


BA-10242-9iss3 


QA 


-483209 


CAPACITOR, variable: 5/8/45 

air; plate meshing type, dual sect; 12 to 102 mf 
ea sect; SLC; 0,070" air gap; 5 13/16"lg x 3 3/16"wd 
2 5/32" h shaft 1/4" diam x 1 1/16" 1g; round shaft 
adj; twenty-one silver pl brass plates ea sect, 


semi-circular; 360 deg rotation; ceramic ins; 
screw term. 


16-C -62678- 3908 


CFT 


CIT 


NL-34755-3168E 


AN/ARQ-10 


-483210 


CAPACITOR, variable: 5/8/45 

alr; plate meshing type, dual sect; 11 to 150 mf ea 
sect; SLC ea sect; 0.020" air gap; 3 23/32" lg x 

1 3/8" wa x 1 3/8" h shaft 1/4" diam x 3/8" lg 
bushing 1/2" 1g x 3/8"-32 NEF 2 thd; round shaft 


adj; twenty-seven silver pl brass plates ea sect; 


semi-circular; 360 deg rotation; ceramic ins; 

solder lug term; single hole mtg by 3/8" diam mtg 
bushing; two extreme rotor platea have five alota 
1/32" wa x 11/32" d 30 deg apart. : 


16-C-62794-4347 


CHC 


CFT 


NCP-10-32-48 


revi, 


AN/ARQ-10 


-483211 


CAPACITOR, fixed: 5/9/45 
mica; 125 mmf; 500 vdew; case 51/64" 1g max x 15/32" 
wd. max x 7/32" d max; molded bakelite case; two axial 


wire leads. 


REYBALKS 
16cho 


Ni6-C-11469-80 


-483211-B5 


CAPACITOR, fixed: 5/9/45 
INT-483211 w/125 omf p/m 5%; temp coef ltr B. 


[REYSA148 
6cho 


116-C-28790-4796 


cGG 


21R6694 


|AN/CPN-6 


-483211-B10 


CAPACITOR, fixed: 5/9/45 
NT-483211 w/125 mmf p/m 10%; temp coef ltr B. 


REKBALKB 
1L6ChO 


16~C-28795~5276 


CDU 


3-320 


OBR 


-483211-D5 


CAPACITOR, FIXED; 3/10/48 
Navy Type 483211 w/125 mmf p/m %; temp coef 
letter D. 


16-C-28790-4806 


CAW 


1469 


RDE 


RESTRICTED 
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NAVY TYPE 
DESIGNATION 


NAME AND ‘DESCRIPTION 


NAVY DWG 


OR SPEC NO 


| 


T STANDARD :NAVY 


TAN NO STOCK NO 


Eso 
STOCK NO 


ASO 
STOCK ‘NO 


SIGNAL CORPS 
STOCK No |MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
@R PART NO 


EQUIPMENT 
USE® IN 


-463212 


CAPACITOR, vertable: 5/9/45 
air; plate meshing type, single sect; 7 to 29 mmf; 
SLC; 0.070" air gap; 2 1/8" lg x 1 13/16" wa x 
1 13/16" h shaft 1/4" diam x 7/16" 1g bushing 3/8" 
lg x 5/16"-32 thd; round shaft adj; elght eilver pl 


brass plates, semi-circular; 360 deg rotation; 


ceramic ine; selder lug term; two mtg wkt on top ea 
w/ two 7/64" diam holes on 1 31/32" x 5/8" mtg/c. 


i 


16-C-5929i-3173 


HEB-25E 


oFT 


| NCP-10-2D-20 


revD 


483213 


CAPACITOR, variable: 5/9/45 

air; plate meshing type eingle sect; 3.5 te 22 mf; 
SLC} 0.030" air gap; 27/32" lg x 1 3/2" wa x 1 13/32" 
h sheft 1/4" diam x 6 15/16" 1g pushing 7/16" 1g x 
3/8"-32 thd; extension shaft adj; seven plates, 


semi-circular; 360 deg rotation in either direction; 


iug term; single hole mtg by 3/2" diam mtg 


bushing. 
+ 


16~C-58828-6575 


CFT 


RF-2334-2 


CET 


RF-4418-liseA 


DAU 
DAU-1 


-483214 


-4.83215 


CAPACITOR, variable: 5/9/45 
CANCELLED 
air; 10 mmf to 50 mmf; 500 vdew, 1500v AC peak test. 


CAPACITOR, fixed: 5/9/45 
ceramic dielectric; 55 mf; temp coef neg'750 mf/mf/ 
°C nem; 1000 vdcw; case 5/8" ig x 1/8" diam; "J" type 


axial wire leade 3/16" 1g; mts wy means of #12-28 
thd bushing @.281" 1g fitted w/cad pl brase mtg nut 
10.3125" hex; unineulated; 12 wax impr; add suffix 


indicating capacity tolerance in per cent. 


CBN 


82382 


CBM 


100CE-2baltoO 


-483215-10 


CAPACITOR, fixed: 5/9/45 
NT-483215 w/55 mmf p/m 10h. 


}26-0-16639-6100 


N16-C-8144-120 


817-00]. 
127 


K-251.125-50Lrev6 
251125-502 


DBM-1 


ee 


SR-2 (30) 


-483216 


CAPACITOR, fixed: 5/10/45 
electrolytic; 80 mf; 100 vdcw; working temp range 
minue 20°C te plus 65°C; case 3 5/8" lg x 1 1/4" 
diam; tubr metal can; feu bayonet term 0.355" le x 


0.093" diam; #1 term neg, #3, 7 no connection, #5 


REKBA2D4 
RELZ3A549 


term pos; plug in mtg using std octal socket. 


+ 


16-C-20311.6676 


INL6-C~9693-60 


D-11127 


A-100255-lrev® 


AN/SPT-6A 
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NAVY TYPE 
OESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY Eso 
STOCK NO stock NO 


ASO 
STOCK NO 


SIGNAL CcoRPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


-483217 


CAPACITOR, fixed: 5/10/45 
paper dielectric; 5 mf plus 10 minus 3%; 220 vacw, 

60 cpa, 600 vdct; HS metal can; case 4 15/64" n x 

2 43/64" lg x 1 3/16" wa; pyranol filled; two solder 
lug term 1 1/8" c to c on top; no int gnd connectionsd 


two removable looped mtg bkt ea w/ two hole on 
3 1/8" x 0.406" mtg/c. 


RELBA2BO 
RE13A488 


16-C-50308-8350 


-483217-10 


CAPACITOR, fixed: 5/10745 
NT-483217 w/5 mf p/m 10p. 


RE GADBO 
RE13A488 


16-C-50331-8200 


CG 


25F855 


/ CRV 


N-95654-3rev3 


SR 
SR-2 (3) 


483218 


CAPACITOR, variable: 5/10/45 
air; plate meshing type singie sect; 8 to 80 mf; 
SLC; 0.0245" air gap max; 1 23/32" 1g x 1 11/16" wa 
x 111/16" h shaft 1/4" diam x 1/2" 1g bushing 3/8" 


lg x 3/8"-32 thd; rounded shaft adj; eleven nickel 
pl brass plates; 180 deg clockwise rotation; ceramic 
or isolantite ins; Jug term; single hole mtg by 


3/8" diam mtg bushing or base mtg by two mtg feot 
ea w/ one #6-32 tapped hole on 1 7/32” mtg/c; ine 
teat 500v AC. 


16-C-60427-5411 | NL6-C-12236-75 


CEC 
CTN 


MC-75-S 
AP-16-80 


cw 
cw 


CBM 


B-409835-26T 


BA-10267-lisel 


1OOOE-31a1to 


FSA 


-483219 


CAPACITOR, fixed: 5/10/45 
CANCELLED: paper dielectric; dual; 1 mf ea sect; 
7500 vdew ea sect; c/o of three capacitors in series 
ea shunted by 50 megohm p/m 5% resistor int. 


AN/CPN-6 


-483220 


CAPACITOR, fixed: 5/11/45 
paper dielectric; 20,000 mmf plus 10 minus 3%; 600 
vdcew; HS metal can; case 1 13/16" lg x 1" wa x 3/h" 
h o/a; ofl impr and filled; two solder lug term 3/k" 


h on side 1" c to cj no int gnd connections; two 
mtg ft 3/9" wd, flush w/ bottom ea w/ 3/16" diam 
mtg hole 2 1/8" c toc. 


RE48A129 
RE13A488 


16-C-43096-3114 


~483220-10 


CAPACITOR, fixed: 5/11/85 
NT-483220 w/20,000 mf p/m 104. 


REUSALSD 
RE13A488 


CBY 
cre 


8219-P 
6BA02 


| cze 


5066-2 
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RESTRICTED 


NAVY TYPE 


DESIGNATION 


NAVY DWG 
OR SPEC HO 


STANDARD NAVY 


AsO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. | CONTRACTOR'S DWG 
TRACTOR OR PART NO 


— 
EQUIPMENT 
USE® IN 


~483221 


fie oe 


-483221-A 


NAME ANDO DESCRIPTION | 


CAPACITOR, variable: 5/10/45 
air; plate meshing type single sect; 9 to 135 mf; | 
SLC; 0.015" air gap, 6C0v RMS teat; 1 25/32" lg x 
15/16" wa x 1 7/32" h shaft aesembied w/ split Hl 
bushing and nut 9/32" diam x 17/32" 1g o/a locking 

type; acdr adj; thirty-seven silver pl >brase plates; 


36@ deg rotation; ceramic ina; post term for stator, 


lug term for rotor on RH aide; two mtg etude 3/32" 
1g w/ 0.11240 thd on 21/32" mtg/c. 


SATE NG: STOCK NO | 


16-C-61 06-5852 


CAPACITOR, variadle: 11/23/45 
air; plate meshing type, single eect; 9 to 135 mf; 
SLC; 0.015" air gap, 600v RMS test; 1 25/32" lg x 
15/16" wd x 1 7/32" h shaft assembled w/ split 


bushing and nut 9/32" diam x 17/32” lg o/a iocking 
type; ecdr adj; thirty-eeven ailver pl) brass plates; 


36@ deg rotation; ceramic ins; post term for atator, 


lug term for rotor on RH side; two mtg etude 3/32" lg 
iv/@,112"-4@ thd on 21/32" mtg/c; slot cut in mt 1/321 
fwd x 1/64" d filled red, line horiz indicates plates 


are fully engaged; same as NT-483221 except end of 
shaft ie cut 1/32" wi x 1/64" d filled w/red paint to 


indicate position of rotor plates. 


ee ere 
16-C-61006-5862 


CHC 


cw ESA-682070-15 
teak 


FSF 


2 


Ene 
| BA-463610 1882 
cw 3BX-4615@4L3 


FRF (3) 


-4B3222 


CAPACITOR, variable: 5/10/45 
air; plate meshing type, single sect; 9 to 135 nmf; 
SLC; 0.015" air gap, 600v RMS teat; 2 25/32" lg x: 
15/16" wa x 1 7/32" h shaft enc] in bushing 1/k" 
diam x 21/32" lg; ecdr edj; thirty-seven sliver pi 
braes pilates; 360 deg rotation; ceramic ina; post 
term for stator, lug term for rotor en RH side; two 


mtg etude 3/32” 1g w/ 0.112"-36 tha on 21/32" ntg/c. 


Eee 1 


CHC 


APC-140-B 
uodified 


cw ESA-682070-2) 
dasok 


PSE 
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JAN NO 


STANDARD NAVY 
STOCK NO 


ESO 
STOCK NO 


ASO 
STOCK NO 


SIGNAL, CORPS 
sTOcK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con 
TRACTOR 


RESTRICTED 


CONTRACTOR'S OWG 
OR PART NO 


Equi 
USED IN 


= 


-483222-A 


CAPACIT@R, variable: 11/23/45 

air; plate meshing type single sect; 9 to 135 umf; 
SLC; 0.015" air gap, 600v RMS test; 1 25/32" 1g x 
15/16" wa x 1 7/32" h ehaft encl in bushing 1/4" diam] 
x 21/32" 1g; ecdr adj; thirty-seven eilver pl brace 
plates; 360 deg rotation; ceramic ina; poet term for 


stator, lug term for rotor on RH side; two mtg stude 
3/32" 1g w/ 0.112"-36 tha on 21/32" mtg/c; slot cut 
in end of shaft 1/32" wd x 1/64" ad filled red, line 
horiz indicates plates are fully engaged; same as 


INT-483220 except end of sheft is cut 1/32" wd by 


1/64" a filled w/ red paint to indicate position of 
rotor plate. 


- 483223 


CAPACITOR, variable: 5/10/45 
air; plate meshing type single sect; 7.5 to 99 mmf; 
SLC; 0,015" air gap, 600v RMS test; 1 15/32" 1g x 
15/16" wd x 1 7/32" h shaft assembled w/ eplit 


bushing and lock nut 9/32" diam x 17/32" 1g o/a lock- 
ing type; ecdr adj; twenty-seven silver pl brass 


Iplates; 360 deg rotation; ceramic ina; poet term for 


etator, lug term for rotor on RH side; two mtg etude 
3/32" 1g w/O.112"-4O thd on 21/32" mtg/c 31/64" from 


top. 


16-C~61006-5882 


0528-2580 


cw 


BA-463611lies2 


FRE 


cw 


ESA-682070.25 
iee2k 


FSF 


~483224 


(APACITOR, variable: 5/10/45 


lair; plate meshing type, eingle sect; 12 to 281 mmf, 
4 rotation/capacity 25/24.1 p/m 1 umf, 50/84.8 p/m 


ISLC; 0.0235" air gap, 1000v AC teat; 1 27/32" le x 
3 3/16" wa x 1 27/32" h ohaft 1/4" diem x 11/32" 1g; 


round shaft adj; nineteen silver pl brass plates; 180 


deg clockwise rotation; steatite ins; solder lug 


term; three mtg holes in front and rear plates in 
line 0.166" diem 1/2" x 1/2" ¢ toc. 


1.4 umf, 75/182.6 p/m 2.1 mmf, 100/281.3 p/m 2.8 mmf; |. 


16-C-61664-6941 jN16-C-12286-50 


CRE 


817099 


BO-106785iss1 


KS-9959 
B- 409800-68 


FSA (2) 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


Ravy DWS 
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STANDARD NAVY 


GATS NS, STOCK NO 


ES @ 
sTOCK NO 


ASO SIGNAL CORPS 
STOCK NO STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTORS DWG 
OR PART NO 


EQUIPMENT 
USED IN 


- 463225 


CAPACITOR, variable: 5/10/45 
lair; plate meshing type, single sect; 12 to 281 mmf, 
I~ rotetion/capacity, 25/2h.1 p/m i maf, 50/84.8 p/w 


1.4 mnt, 75/182.6 p/m 2.1 umf, 100/281.3 p/m 2.8 mmf; 
SIC; 0.0235" air gap, 1000v AC test; 1 27/32" 1g x 

3 3/16" wa x 1 27/32" bh ohaft 1/h" diem x 11/32" 1g 
rear shaft extension 1 5/16" 1g; round shaft adj; 
nineteen silver pl brass plates; 180 deg clockwise 


rotation; steatite ins; solder lug term; three mtg 


holes in front and rear plates in line 0.166" diam eg 
1fe" & toc. 


|re-. é1664-70h1 | 


NL6-C-12286-51 


CRK 


le17i00 


cw 
Cw 
Cw 


B- 409800-78 
KS-9960 


|BO-20678hias1 


FSA 


~4.83226 


CAPACITOR, variable: 5/11/45 
air; plate meshing type single sect; 2.8 to 17,5 umf; 
SLC; 0.015" air gap, 500 vdew; 11/16" ig x 2 5/16" wa 


x 13/16" b shaft 1/4" diam x 5 15/16" lg bushing 
7/16" 1g x 5/16"-32 thé; extension shaft adj; five 
dull nickel pl wrass plates; 350 deg rotatien;ceramic 
ine; post term for stator, lug term for rotor on IR 
side; single hole mtg by 5/16" diam mtg bushing or 
penel mtg wy means ef two i/8"diem heles on 1" mtg/c. 


16-C-58626-8201 


CHC 


EF-15 


CRY 


W-303275-260 


revié 


acs-§ 
QcL-7 
acu 


~483227 


CAPACITOR, fixed: 5/12/45 
ceramic dielectric; 7.5 umf; neg temp ceef 750 (tol 
p/m 75) amf/mt/°c; 500 vécw; case 0.4" 1g x 0.2" OD; 


jradial wire leads; uninsulated; add suffix indicating 


capacity tolerance in per cent. 


"2483227-10 


ICAPACTIOR, fixed: ~ 5/1a/u5 
nr-4@3227 w/7.5 mmf p/m .75 maf. 


}16-C-15790- 3571 


N750A7.5p/m.75 | 


i 


P-7763930- lfrev7 


MK 36 


t 


- 483228 


CAPACITOR, fixed: 5/12/45 
paper @ielectric; 6000 mmf plus 10 minus 3%; 600 
vdew; HS metal can; case 1. 5/26" 1g x 11/16" diam; 


mineral oil impr and filled; two axial wire leada; 
no int gnd connection; radial mtg strap w/ene 5/32" 


diam hole 21/32" ‘from outside of capaciter. 


REL3A488 
REYBAL62 


-4.83228-10 


CAPACITOR, fixedt ; 5/12/45 
NT-483228 w/6000 maf p/m 10%. 


RRSOA16S 
REL3A488 


16-C-41597-1053 


1 3DA6-54 


Sees 


RESTRICTED 
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- 4.83229 CAPACITOR, fixed: 5/12/45 IREYSA2BEC 16-C-48803-4010 WEB 
lpaper dielectric; 1 mf plus 10 minus 3%; 2000 vdcw; |RE13A488 
IHS metal can; case 4 3/k" h x 2 1/2" 1g x 1 3/16" wd; 
mineral oil filled; two stud and nut term on por 
Ipillare 1 7/16" h and 1 1/8" c to c located on top 
ctr line; no int gnd connections; two removable mtg 
Ibkt' ea w/otg stud 2 3/4" c toc. 

-483229-10 CAPACITOR, fixed: 5/12/45 RELBA2B6C- 16-C-48824-3998 csL [xtMJ20-1 CBM | 744-425 WEB 
INT-483229 w/1 mf p/m lof. REL3A488 

- 483230 CAPACITOR, fixed: 5/12/45 RELBA2BEC 16-C- 49183-5980 WEB 
paper dielectric; 2 mf plus 10 minus 3%; 2000 vdew; {RB13A488 
HS metal can; case 4 3/4" bh x 3 3/4" 1p x1 1/K" was 
mineral ofl filled; two stud and nut term on por 
pillars 1 7/16" h and 2" c to c located on top ctr 
line; no int gnd connections; two removable mtg bkt 
ea w/one mtg stud 4" c toc. 

~483230-10 CAPACITOR, fixed ; 5/1a/a5 IRE SASBOG 16-0-89204-5908 CSL |XIMJW20-2 CBM | 74b-406 WEB 
wr-483230 w/2 mf p/m log. REL 3A468 

-483231 CAPACITOR, fixed: 5/12/45 IRE13A549 16-C-22987 -5398 CSL |DY-1073 CADU }10381-48rev0 OAE-3 
electrolytic; four sect; 40/8/8/20 mf; 450/450/450/ IrekBA310 
250 vdew; working temp renge minus 20°C to plus 65°; 
case 3" 1g x 1 3/8" diam; tubr metal can; four solder 
lug term on bottom spaced 90 deg on 0.4375" rad; neg 
‘term gnd internally; four mtg ears spaced 9@ deg on 
0.5" rad. 

“483232 CAPACITOR, fixed: 5/12/45 REL3A486 16-c-45946-3109 
paper dielectric; 150,000 mmf plus 10 minus 3%; 600 |RB46A129 
vdew; HS metal can; case 1 13/16" lg x i" wd x 3/4"h 
o/a; oil impr and filled; two solder lug term 5/16” 
hon side 1" c to co; no int gnd connection; two mtg 
ft 3/8" wa, flush w/bottom ea w/ 3/16" diam mtg hole 
2 3/1e" c toc. 

i 

-4.83232-10 CAPACITOR, fixed: 5/12/45 REL3A488 16-C-45967-3109 cD DYR6015 CEM [744-319 QFB(3) 

WWT-483232 w/150,000 umf p/m log. RE4BA129 arB-2(3) 
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NAME AND DESCRIPTION 


NAVY OWG 
OR SPEC NO 


‘a STANDARD NAVY 
JAN: ING STOCK NO 


Eso ASO SIGNAL CORPS 


sTOCcK NO sTocK No stock No |MFOR 


MANUFACTURER'S 
PART NUMBER 


con: 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


DESIGNATION 
-483233 


CAPACITOR, variable: 5/14/45 

lair; plate meshing type, single sect; 6 mmf min to 
26 maf max; 3/32" air gap; i 3/4” lg x 3 3/16" wi x 
2 3/k" b shart 7/32" diam x 7/16" 1g w/rear’ shaft 
extension 7/16" 1g; round shaft adj; five silver pl 
‘brass plates; 182 deg rotation; micalex ine; drilled 


16 -C-59261-6779 


CHL 


483066 


CHL 


4OBO66isaB 


RBE 


483234 


_[hote in front and rear plates for mtg. | 


CAPACITOR, variable: 5/14/45 
lair; plate meshing type, three sect w/trimmer ; sect A 
6 omf min, 20 mmf max, sect B and C 6 mf ain, 28 mf 


max ea sect trimmer 4.5 mf; SLC; 1/16" air gap; 
6 3/4" 1g x 3 3/16" wa x 5 5/16" b shaft 1/h" diem x 


1" 1g; gear adj; feur silver pl brass plates ea sect 
A, Band C, four silver pl wrass plates triger; 162 
deg rotation; micalex tne; drilled holes in front and 


_|rear plates for mtg. 


16-C-63205-5321 


CHL 


48co67 


483235 


~483235-10 


-483236 


CAPACITOR, fixed: 5/14/45 
paper dielectric; 6000 mmf plus 10 minus 3%; 600 
lvdcw; molded bakelite case; case 1 3/16" 1g x 0.35" 


diam; mineral o11 impr and filled; two axial wire 


leéde; no int gnd cennection. 


RE13A488 
IREYGA163 


CAPACITOR, fixed: 5/14/45 
INT-483235 w/6000 mmf p/m 10%. 

CAPACITOR, fixed: 5/14/45 
jpaper dielectric; 10,000 mmf plus 10 minus 34; 400 
lvdcw; HS metal canj case 2 13/16" 1g x 1" wd x 3/4"h 


less term and mtg ft; oil inpr end filled; 2 solder 
lug term 5/8" h on side spaced 1" c te o; ne int grid 
comectiona; 2 mtg ft 3/8" wa, flush w/bottom w/3/16" 


dian mtg holes on 2 1/6" mtg/c. 


RELBA163 
RE13A488 


RE13A488 
IRELBAI29 


16-C-41596-9539 


1.6-C- 42712-9445 


3DA6-3 cD 


BT-606 


48Co67i ask 


Thk-613revO 


tr 


EEE 


RBK 


WEB 


| -483236-10 


CAPACITOR, Pixed? STUN TNS “| 
INT-483236 w/10,000 omf p/m 10%. 


|RETSALBE 
IRBYBAIZ9 


ence 


CSL 


XDMAWL-.O1 


10381-lgrevd 


OAH- 3 


- 


~483236-20 


CAPACITOR, FIXED: 5/7/49 
Navy Typo 483236 w/10000 mmr p/m 20%. 


RRL ZANBS 


16 ~C-42765-7123 


CAW 


130 


Tol 
42-688 


far 
oi 
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EQUIPMENT 
USED IN 


[navy tvee NAVY DWG STANDARD NAVY —eso AsO SIGNAL CORPS MANUFACTURER'S | Com. | CONTRACTOR'S OWG 
DESIGNATION NAME: SND / DESCRIPTION OR SPEC NO JAN: NO. STOCK NO STOCK NO STOCK NO stock no |™FSRI part NuMBER | TRACTOR OR PART KO 


-483237 CAPACITOR, fixed: 5/15/45 FREL3ANGS 6 C-49936-5991 
lpaper dielectric; 4 mf plus 10 minus 3%; 600 vdcw; IREYGA139 
IHS metal can; case 2 1/2" 1g x 1 3/16" wa x 4 1/8"n; 


oil] impr and filled; two por ins ea w/atud term 7/8" 
h, located on top 1 1/8" c to c; no int gna connec- 

tions. a 

CAPACITOR, fixed: 5715745 REL SAROS 16-6-19957-5981 3DB4-66,1 CIR | 6SA400 cpt | B-88-6033rev8 = |'78-28/0EN 
INT -483237 w/4 mf p/m 10%. RELGA139 P 

CAPACITOR, fixed: 5/15/45. (REKBALLO '16-C-53815-7565 
paper dielectric; two sect; 1 mf plus 10 minus 3% ea |RE13A488 
sect; 600 vdcw ea sect; HS metal can; case 2 7/8" h 


-483237-10 


-483238 


x 113/16" wa x 11/16" 4; mineral or vegetable oil 
filled; three solder lug term 5/16" h located on top; 
ne int gnd connections; bkt mtd; same as NT-483239 
except w/o mtg strap. 


-483238-15 CAPACITOR, fixed: : 5/15/¥5 aaron 
INT-483238 w/l mf p/m 15 ea sect. 1 3A488 


-483239 CAPACITOR, fixed: 5/15/45 [REL8A278 16-c-53815-7585 


16-C-53892-9809 CDL |[A-6B-605hreve | TS-28/UPN 


paper dielectric; 2 sections; 1/1 mf plus 10 minus 3%4RE13A488 
600/600 vdcw; HS metal cen; case 2 7/8" h x 1 13/16" 
lg x 11/16" wd; oil filled; three ine solder lug 
term 1/2" c toc on top 5/16" hb; one side of ea 


sect 1s common but not int gnd to case; universal mtg 
bkt; same aa nr-4a3238 except has universal mtg strap1 
~483239-15 CAPACITOR, fixed: 5/15/45 REYBALTS 16-C-53892-9819 TS-28/0PN 
INT-483239 w/1 /1 mf p/m 1%. (RE13A488 
-483240 CAPACITOR, variable: 5/16/45 
air; plate meshing type, dual sect; 35 to 500 mf ea 27A-100 
sect; SIC ea sect; 0.084" air gap, 3600v test; 7 5/16 CBM | 753-19 


16-C-63066-7803 CNA | TMA~-500DR CBM |753 sheet QCH-3 


18 x 7 3/8" wa-x 4" b shart 3/8" diam x 1/2" 1g; 
round shaft adj; forty-three aluminum plates ea sect, 


Bemi-circvlar; isolantite ins; screw type term; four 
mtg bet ea w/#9 drill holes on 5" x 5 13/16" mtg/c. 


SHEET 48-951 
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NAVY TYPE NAYY DWG 
DESIGNATION NAME AND DESCRIPTION OR SPEC NO JAN NO 


r -483241 CAPACITOR, variable: 5/16/45 16-C~63245-9356 
air; plate meshing type, dual sect; 24 te 1060 mf ea 


STANDARD NAVY eso ASO SIGNAL CORPS F MANUFACTURER'S | Con. | CONTRACTOR'S OWS | EQUIPMENT 
sTOCK NO STOCK NO STOCK NO STOCK NO MFGR | PART NUMBER [rracton OR PART NO USED IN 


CNA | TMA-10003R cpa [753 sheet QCH-3 


e27A-10L 


sect; SLC ea sect; 0.044" alr wap, 1500v test; CBM | 753-20 | 


5 23/32" lg x 7 3/8" wa x 4" h shaft 3/8" diam x 
113/16" ig,shaft 3/3" diam x 7/8" 1g; lg shaft 
drilled end slotted for acdr adj,7/8" 1g shaft round; 

' 


ferty-seven aluminum plates ea sect, semi-circular; 
| 1 


isolantite ins; screw type term; feu mtg dkt ea w/#9 


drill holes on 5" x 4 7/32" mtg/c. 


“hB3ANE CAPACITOR, fixed: 5/16 /u5 REL3A488 16-C -51832-3970 
paper dielectric; 10 mf plus 10 minus 34; 330 vacw REYBA307 
at 60 cyc; HS metal can; case 5 1/16" lg x 2 1/2" 


diam; pyranol impr and filled; twe radial wire lead 
term #18 AWG 6" 1g 5/16" from end; no int gna 
connections; cylindrical mtg bkt 2 5/8" diem w/fi 


curyed on 2 5/8" rad and two 0.213" diam holes 1 1/4"! 


ce toc, 


-RO32U2-10 (CAPACITOR, fixed: 5/16/45 REI3ZAR08 16 -C-51853-3915 - ce = |aar129 cBM [744-674 su 


T-483242 w/10 nf p/m 10h. Reha307 | _joD__jema-3100 —_ ; | 
~hB32h3 CAPACITOR, fixed: 5/16/45 RE13A488 : 16-C -42721-5759 | ca =| 23F312 CG =| K-9230941revO = | WFA(2) 
paper dielectric; 10,000 mmf plus 10 minus 36; REUBA326 cam | 744-812 
1,500 vdew; HS metal can; case 13/16'"wa x1 3/8" lg i 


x 19/32" h; pyranol impr; two rivet lug term 

located on. top; no int gnd connections; chamniel mtg 
vkt w/two 5/32" x 3/8" slots 1 15/16"¢ toc. H 
cp = |CR-2080 CNA |1560-5 aubO RDZ 


“483248 lcapactron, fixed: 5/16/45 16-C-51515-3210 
paper dielectric; one sect; nominal capacity 8 mf 
{not to be lese than 6 mf at minus 20°C); 220 vacw, 
800 vdct; HS metal case; 4 1/2" lg x 2" diam; 

dykanol B impr; two solder lug term 5/16" h en top of H i 
case; unit shall withetand 100 hr salt spray test. 


"hOZON5 CAPACITOR, FIXED: STI fas TSCuS 

mica; 1750 mmf; 500 vdew; temp coef minus 5 plus 25 {RE4SA332 
pulses per min/°C fran 21°C to 71°C; 1 1/4" le x 
27/ wa x 9/32" thc; melded lew-less bakelite case; i 


2 axial wire leads; similar to Navy Type 482516 
jexceyt spcl temp characteristic; add suffix indicat- | 
Hi | 


ing capacity tolerance in per cent, 


TD-175178 Cw [BA-102726-7 WET 


1 -H832N5-1 CAPACITOR, FIED: STLTAS Trecho H 16-6-21623-3¢0E | ] icw 
ies 7 


Navy Type 483245 w/1750 mmf p/m 1%, 


= j_ 


= sia 
SHEET 48-952 
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-483246 CAPACITOR, fixed: 5/17 [45 RE13a488 SP 
paper dielectric; 2,300 umf plus 10 minus 3%; 1,500 |RE48A187 SP-1M 
vdew; HS metal can; case 3 3/4" lg x 21/2" wa x 3" 

h; one ing stud term 2 7/16" h and one stud term 
21/64" h on top epaced 1 1/2" c to c; int gnd. 
| -W832h6-10 ~~ |CAPACITOR, fixed: 5/ut ss REBA187 16-C-40211-2810 cof a5ré54 cc | K-9230980revo | sp. 

ee INT-483246 w/2,300 mmf »/m 0p. REL 3A488 SP-1M 

-483 CAPACITOR, fixed: 5h 1/5 RE48A278 16-C-48796-3129 CIE | 6SAU100 CAOS | B19065B MK-32Modl 
paper dielectric; 1 mf plus 10 minus 34; 600 vdew; [RB13a488 
IHS metal can; case 2 7/8" hx 1 13/16" lg x 1 1/16" 
wd; oil filled; two atud and nut term 57/64" bh en 
por pillars 3/4" c to c on top; no int gnd connec- 
tions; universal mtg bkt. 

i 

-483248 CAPACITOR, fixed: 5/14/45 REL8A312 16-C-19958-9751 cD AVL-10065-1 cD AVL-10065-1rev0 | CCI-491120 
electrolytic; 50 mf; 50 vdcw; working temp range JAN-C 62 ccr | 51-044 CCI-50272 
minus 20°C to plus 65°C; case 1 13/16" 1g x 1" wd x alec 
7/8" hi metal case; one solder lug term 7/16" max h 
located on side of can 9/16" from ctr; neg term gnd 
internally; two mtg ft on bottom 3/16" diam hole in 
ea on 2 1/8" mtg/c; electrically in accordance 
w/JAN spec # JAN-C-62. 

-483249 CAPACITOR, fixed: 5/14/45 REL8AL61 2.6-C-22460-1069 cD | AvL10067 CD } AVL10067revoO ccI-49112 
electrolytic; three sect; 8/8/68 mf; 450 vdcw ea sect;|JAN-c-62 CCI | 51-046 CCI-50272 
werking temp range minus 20°C to plus 65°C; case elec 
21/2" 1g x 1 3/16" wa x 2 3/4" h3 metal case; three 
rivet lug term 5/16" 1g on top spaced 5/8" c to c3 
can is common neg. 

-483250 CAPACITOR, fixed: 5/14/45 RE13A488 16-C-51832-3910 
paper dielectric; 10 mf plus 10 minus 3%; 330v AC, RE48A139 
60 cyc; HS metal can; case 3 3/16" lg x 1 5/16" wa x 
4 11/16" h; pyranol impr and filled; two por ine ea 
w/stud term 13/16" h located on top 2" ¢ to c; no int 
gnd connections. 

res fess ce a ee 

-483250-10 CAPACITOR, fixed: 5/14/45 RE13A488 26-C-51853-3905 CG | 26F303 Cem | 803 sheet 186A | WBA (3) 

NT-483250 w/10 mf p/m LOM. RE48A139 cBM | 744-183 WDA (3) 
| = WDA-1 (3) 


REST 
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OR PART HO 


4. 


EQUIPMENT 
USED IN 


-483251 


CAPACITOR, variable: 5/15/45 
air; plate meshing type, four sect, three sect 
w/spiit stater; sect #1, 2, and 3 20 amf min, 360 
mmf max ea sect, sect #4 20 to 80 mmf; log freq 
characteristic; 10 3/4" 1g x 4 1/%" wa x 4 1/k" he, 
shaft 3/8" diam x 11/16" 1g, bushing 7/16" lg x 
5/8"-28 thd; round abaft adj; aect #1, 2 and 3, 
thirty-four aluminum plates ea sect; sect #4, nine 


aluminwua plates; counterclockwise rotation; phenolic 


ins; acrew type term; three mtg screws for panel mtg. 


16-C-63573-1001 


-483252 


CAPACITOR, variable: §/15/45 

air; plate meshing type, dual sect; 49 to 1020 omf ca 
sect; SLF; 0.172" air gap; 13" lg x 12 3/8" wax 

13 1/8" h, shaft 1/2" diam x 2 1/16" 1g; exteneion 
type shaft adj; fifteen aluminum plates ea, sect; 


isolantite ins; screw type term; three mtg holes on 


16-C-63140-9856 


cB 


$-3849 Modified] CBM 


1000E-6alt2 


NM-i4 


CNA 


TUD-1000D 


CBM 


T53eh2a-1072 
733-21. 


i 


~483253 


bottom w/ 5/16"-18 thd on 11 1/k" x 11 7/8" mtg/o. 
CAPACITOR, fixed: 5/e7/ss 

paper dielectric; 48 mf plus 10 minus 34; 330 vacw 
60 cyc; HS metal can; case 7 3/4" h x 4 9/16" lg x 


3 3/4" wa ofa; wineral ofl impr; two stud term ea 


w/lug 13/16" h located on top; no int gad connections 


RELBALIO 
REL3A488. 


16-C-52662-9696 |n16-c-11696-500 


CGF 


7289-1 


csy 


4352-2 


-483254 


CAPACITOR, fixed: 5/1/45 
paper dielectric; 50,000 mmf plus 10 minus 3%; 400 


vdew; HS metal can w/acetate ins tube; case 1 7/16" 


1g x 43/64" diam; mineral eil impr and filled; two 


RELZALES 
Reh BA163 


-483254-10 


axial wire leads; no int gnd comnection. 


CAPACITOR, fixed: 5/1/45 
NT-463254 w/50,000 mmf p/m 10. 


RE13A488 
REXBA163 


16-C-44253-7963 


A-8260EH 
489mm 


CRV 


= 


A-8260rev0 
P-7 268-525 


sue 19 


AN/AP: 


15-TL 


4e3254-20 


CAPACITOR, FIRMED: a 5/20/48 
Navy Type 483254 w/50000 mmf p/m 20%. 


“116-c-44285-6356 


72068-525 
68447 


ae 


RDM 
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483255, CAPACITOR, fixed: 5/18/45 RE4SAL62 16-C-20500-1500 }|N16-C-9697-100 ce | 9C¢G105s30 COL }234 0001 OOrevl | TDE 
electrolytic; 240 mf; 150 vacw; working temp range JAN-C-62 
minue 20°C to plue 65°C; case 5 3/16" 1g x 2 9/32” elec 
diam; metal case; two screw type term beneath end 
cap; term ine from can; cir mtg bkt to fit 3 3/4" 
rad circle, one side of »kt has three linear elote 
3/16" x 1/4" apaced 7/8" c to c, other aide has 
three holes 3/16" diam apaced'7/8" c toc, 2 11/16" 
distance between mtg/c of holes ani mtg/c of slote. 
- ——| 
-483256 CAPACITOR, fixed: 5/18/45 IRE13A488 16~C-43096-3124 {N16-C-11022-125 cD DYR COL | 956NSL4Wrevo 
paper dielectric; 20,000 mmf plus 10 minus 3%; 600 REL8A128 csF |663 
‘vdew; HS metal can; case 1 13/16" 1g x 1” wd x 13/16" 
h ofa; oil impr and filled; two solder lug term 
3/8" bh on top, spaced 1" ¢ to c; no int gnd connec- 
tione; two mtg ft 3/8" wd flueh w/bottom ea w/ 3/16" 
diam mtg holes epaced 2 1/8" c toc. 
=483256-10 CAPACITOR, fixed: 5/18/45 REL 3A486 16-C-43217-3190 3DA20-12) cD DYR COL 1956 2146 20rev0 
INT-483256 w/20,000 omf p/m 10f. REYSA126 CSF |668 
~483256-20 CAPACITOR, fixed: 5/18/45 REBALOS 1e@-C~43143-4788 cD DYR COL |956 2146 horevo | TDH 
NT-483056 w/20,000 mmf p/m 2ef. JREL3AKG8 car |66s TDH-2(2) 
CTH TDH-3(2) 
CSL TDH-4(2) 
-483257 CAPACITOR, fixed: 5/18/45 IREL3A488 16-C-49945-7767 
paper dielectric; 4 mf plus 10 minus 34; 7500 vdew; |RE48A139 
HS metal can;:case 12" lg x 4" wd x 13" h o/a; 
dykanol "A" impr and filled; two por ins ea v/etud 
term 2 5/16" h located on top 6” c to c; no int gnd 
connections. 
-483257-20 CAPACITOR, fixea: 5/18/45 IRE13A486 16-C-49993~6508 |N16~C-11584-5 cD |TK-70040 COL [930 9140 OOrev2 | TDH 
INT-483257 w/4 mf p/m 20f. RE48A139 TDH-3 
TDH-2 
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RESTRICTED 


NAVY TYPE i = NAVY DWG TAN Re a I. “TO! ‘S _ 
DESIGNATION NAME AND DESCRIPTION on sree No | © JAN NO i “Stock No | stock ‘NO stock No | “stock No /MFSR | “ExRy “NUMBER |rmscton| “com pant NO | USED IN 
8325 fo 4 : 52/45 ; P Tepes , 4 
- 483258 CAPACITOR, fixed: x 5/18/45 REL3A458 16-0 -49944, 9391 cD TI-4OCKOA COL | 936 4514 Go TDE 
CANCELLED: same as NT-481053. RELBAL39 | fate [DHS 
{ t { 
7 a “ ue se & i I | TDH-3 
483259 CA ACITOR, fixedr 5/18/45 REWGA237 | 
nica; 2000 mmf; 10,000v test, 16 amp at 3000 ke, ik faccug 
jamp at 1000 ke, 8 amp at 30@ kc, 4 amp at 10® kc; casq 
| 
3" h x 3.1/2" diem; ceramic case; twe elliptical caot!} | i 
eluminun end cap term ea w/two 0.2/2" diam holes on j 
t 
ho 1/4" mtg/e. 
t 7 — “ t 
~493259-B20 CAPACITOR, fixed: 3/18/ 4s RELIA237 | N16-C-10288 cD PL-223-50 COL |900 2204 OGrevo |TDH 
NIT- 483259 w/2000 wmf p/m 204; temp coef ltr B. 36040 TDH-2thru 
TDH-4 
~483260 CAPACITOR, fixed: 5/19/45 RELAZ35 CD {PL-217.6L COL [906 2208 4orevo |TDH 
CANCELLED: use NT-48279. MECN 
o — L 4 
~483261 CAPACIT@R, fixed; 5/19/4 
ceramic dielectric; 20 maf; neg temp cvef 400 (tol 
p/m 60) mmt/mt/*c; $00 vdew; cease @.46" 1g x 0.225" 
diam; radial wire leada; uninsulated; sad suffix 
indicating capacity tolerance in per cent. i i H 
- —— co — re. }. Ieicand me ~ m= Laie _-| i eects “4 
~483261-2 CAPACITOR, fixed: 5/19/45 | 1.6-C- 16076-9313 jN16-C-8097-1 CBN |D COL 913 00Ch oOrevo |TDR 
brr-463261 w/20 xmt p/m 2%. | TDH-¥ 
— - —} 2 = mw 3 =| 
4.83262 CAPACITOR, fixed: 5/ig/5 é 
ceraaic dielectric; 2300 mf; neg temp coef 36 (tol 
p/m 5) mmf/mf/°c; 590 vdew; case 15/16" ig x 15/36" 
diam; one solder post located axially on top 3/16" h H 
x i/Le" diam, single etud #6-32 tha x 9/16" 1g on | 
bettom; mta upright by stud; uninsulated; add suffix 
indicating capacity telerance in per cent. 
- f. 
-483262-5 CAPACIT@R, fixed: 5/19/45 16-C-1888644158 |n16-c-8378 CBN }950 COL, 913 0006 OOrevo |IDK-3 
INZ-483262 w/2300 mmf p/m Sp. DH-& 
qe 
Be \ — eeee ee eh \ = no 
= = = ive Sons = Oe = Bera ay : 7 are 
L i ees 2 
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~T NAVY DWG STANDARD NAVY —eSsS oO IGNAL CORPS MANUFACTURER'S Con- CONTRACTOR'S DWG EQUIPMENT 
Pa Ra ot NAME AND DESCRIPTION OR SPEC HO JAN NO STOCK NO sTocK NO STOCK ‘No Stock No” |MFSR | EART NUMBER [tractor OR PART NO USED IN 
483263, CAPACITOR, fixed: 5/21/45 
ceramic dielectric; 20 mmf; neg temp coef 600(tol 
p/m 90) mmf/mr/°c; 500 vdew; case 0.46" ig x 0.225" 
diam; radial wire leads; uninsulated; add suffix 
indicating capacity tolerance in per cent. 
~483263-2 CAPACITOR, fixed: 5/21/45 16-C~16077-1693 : cen |D COL }913 0003 OOrevO |TDH-3 
NT-483263 w/20 mf p/m 2%, [ 
-483264 CAPACITOR, fixed: 5/21/45 116-C -15157-7035 COL |50@ 1309 00B leon 500 1309 OOBrevl|TDH-2 
air; 300 omf p/m 10%; 0.5" air gap; 16 3/4" lg x TDE-3 
5 7/8" wa x 6 3/8" hn; one solder lug term, four stud TDE-4 
term; two mtg bkt ea w/two slots 5/32" x 3/8" in 
line 3/4" x 13" x 3/4" ¢ to c; twenty-six plates. 
pe eS it 
-483265 (APACITOR, variable: 5/21/45 1.6-C-59566- 3148 3d90K4V-3 CFW |ATR-1 COL |922.3200 OOrevo | TDR(9) 
lair; plate meshing type, single sect; 7 to 44 mmf; TCH(9) 
SLF; 0-019’ air gap; 1 11/32" 1g x 31/32" wd x 1" h, TCH-1(9) 
shaft assembled w/collar end hex nut 1/h" diam x TDH-1(9) 
1/4" 1g o/a; scdr adj; twenty-one brass plates; 360 TDH-2(9) 
deg rotation in either direction; isolantite ine; lug TDH-3(9) 
term; two mtg studs 3/32" 1g w/#-36 thd on 21/32" TDH-4(9) 
mtg/c. 
483266 CAPACITOR, variable: 5/21/45 |16-c-61676-2296 CEJ | 300£20 COL {920 1160 OOrevl | 1DH 
air; plate meshing type, single sect; 15 to 300 mmf; TDHE-2( ) 
SLF; 0.045" air gap, 3500 vact; 4 1/2" 1¢ x 2 5/8" wa TDH-3(2) 
x 2.19/32" h, shaft 1/4" diam x 1 1/2" 1g; round TDH-~4 (2) 
shaft adj; twenty-nine aluminum plates; 360 deg 
rotation; steatite ins; screw type term; two mtg bkt 
ea w/one 0.140" diam hole on 3 45/64" mtg/c. 
483267 CAPACITOR, fixed: 5/21/45 16-C-15152-3296 cen |572.1734 20 fcon {173kB-LrevD4794 |roE-4 


lair; 56 mmf p/m 10f; 0.171" air gap; 5" lg x 2 7/8" 
wd x 1 5/8" h; two mtg etude #6-32 thd x 3/4" 1g 2” 


c to ci ten plates; isolantite ins. 


RESTRICTED 


SHEET 48-957 


WIGSLYW DINOULDATA = AdAL AAVN 4O SDOWLYD 


L # LNIW3ddNS 
(¥}401'006 SdIHSAVN 


SHEET 46-958 


RESTRICTED 


NAVY TYPE 
DESIGNATION 


i NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


STANDARD NAVY 
TAN RO. STOCK NO 


eso 
STOCK NO 


SIGNAL CORPS 
sTOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


cow. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


-483268 


- 


ICAPACITOR, variable: s/ei/ks 
lair; plate meshing type, dual sect; 32 te 258 mmr) 
ISLC ea sect; 0.100" air gap; 10 9/16" 1g x & 5/8" wa 


x 31/4" h, shaft 1/4" diam x 1 1/2" 1g; reund shaft 
adj; thirty-three aluminum plates ea sect; 360 deg 


retation; isolantite ins; screw term; panel mtg by 


three stude w/#8-32 tapped holes in hal? circle of 
1 1/k" rad spaced 1 5/8" c to c aleng circum. 


€-C- 62965-1242 


IN16-C-12286-49-5 


CHC 


TCD-2h0-J 


COL, 


920 3710 OOrevo 


TDA 
Tec(7) 
TCC-1(7) 


tec-3(7) 
Tec-4(7) 
TDE-2 


TDE-3 
TDH-4 


fo 


-483269 


CAPACITOR, variable: 5/21/45 
lair; plate meshing type, dual sect; 55 to 50@ mf ea 
eect; SLF; 2000v RF peak; 12 1/8" 1g x 6 1/2" wd x 


4 15/16" ig, shaft 3/8" diam x 11/16" 1g in front, 
ehaft 3/8" diam x 1/2" lg in rear; round shaft adJ; 
twenty-nine plates ea sect; solder lug term; panel 
ntd by four tapped steud-offs on 5 25/32" x 3 7/42" 


ntg/c. 


16-C-63071- 4002 


coL 


500 7576 OOD 


coL. 


500 7576 OODreva 


TDH 


— 


~48327@ 


CAPACITOR, variable: 5/21/45 
lair; plate meshing type, dual sect, split stater; 
40/4@ to 840/840 maf; SLE, 3500v RF peak; 0.452" air 


gap; 22.447" 1g x 6 3/4" wd, shaft assembled w/spline 


coupler 11/16" diam; eighteen plates ea stator, 


thirty-eight roter plates; mtd on chassis jn TDH; 


spel var air capacitor, stator and rotor are 


separate until mtd en chassis; p/o NT-52291 Radio 
Tranemitter . 


‘t16-c-63218-5176 


coL, 
coL 
coL 


500 7614 OOD 
571 1173 30 
571 0565 ko 


coL 


500 7614 OODrev2 
971 1173 30 
revD10683 


STL 0565 he 
revD{086 


TDH 
TDH-4 


~483271. 


CAPACITOR, variable; 5/21/45 
air; plate meshing type, dual sect, split stator; 
35/35 to 1k@/140 mmf; SLF; 1¢,000v RF peak; 20.447" 


lg x 6 3/4" wa, shaft assembled w/sp).lne coupler 


11/16" diam o/a; seven plates ea stator, sixteen 


rotor plates; mtd en chassis in TDK; spcl ver 


capacitor, stater and rotor are separate until mtd 


on chasais; p/o NT-52291 Radie Tranemitter. 


16-C-62780- 2287 


cOL 
col, 
coL 


500 7615 OCR 
571 i175 30 
571 0566 Lu 


cOoL 
coL 


506 7615 UCDrev i 
571 1175 3 
rev D1C678 


‘TRH 
‘Ten-% 


oo 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


STOCK NO stTOocK NO 


wage mes wavy pacar 


| 


Aso 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


483272 


CAPACITOR, fixed: 5/21/45 

mica; 100 mmf; 750 vdew, 1500 vdct; case 1 3/8" lg x 
1.012" wd ofa x 1/k" thk; molded bakelite case; two 
solder lug term on ends ea vfhole 0.14" diam, holes 


1 3/4" c toc; twe mtg ears on side ea w/alot 0.14" 
x 0.188", slot 0.70 ¢ toc. 


RE4GA276 
16cho 


-483272-B10 


CAPACITOR, FLXED: 4/22/46 
Navy Type 483272 w/100 mmf p/m 10%; temp coef 
letter B. 


16-C-28558-4776 


CAN 


BE-15 


coL 


COL 


915 3105 20 
rev 0 
915N310E 


-483272-B20 


CAPACITOR, fixed: 5/21/45 
INT-483272 w/100 umf p/m 20f; temp coef ltr B. 


REL &A276 
16C4o 


16~C-28563-7285 


CAN 


BE-15 


coL 


915 3105 4orevo 


‘Icc 


haw 
-483273 


CAPACITOR, variable: 5/22/45 


air; plate meshing type, three gang, two sect ea 
gang; 2.9 to 66 mf ea sect; SLF; 500v RMS peak; 


8.0h1" Ig x 1/2" wa x 3.1/k" h, shaft 1/4" diam 
x 1/2" 1g beyond knurled end cap; adj by knurled 


cap; eleven silver pl plates ea sect; 270 deg 


rotation; mylcroy ins; solder lug term; six mtg 
holes in base 5 1/4" x1 1/4" x 1 1/k" mtg/c. 


16-C-63671-4997 I16-c-12288-35 


CAGO 


e7Al 


CHL 


48D136revB 


-483274 


|CAPACITOR, variable: 5/22/45 
lair; plate meshing type, two sect, two trimmers; sect 


‘Land #2, 5.2 to 39.7 mmf ea sect, trimmers #1 and 


#2, 3 to 7.5 omf ea sect; semi-log freq character- 
istic; sect #1 and #2, SeOv AC RMS test, trimmera 


#2 and #2, 350v AC BMS test, 4 7/16" lg x 2 1/4" wa 


x 2 3/4" bh, shaft 5/16" diam x 9/16" 1g, trimmer 


shaft 1/8" diam x 3/16" 1g; round shaft adj, trimmer 


abaft scdr adj; sect #1 and #2, seventeen silver pl 


‘orase plates ea sect, trimmers #1 and #2 nine silver 


pl brass plates ea sect; 240 deg rotation; ceramic 


ins; solder lug term; two mtg ft, one w/two 3/16" 
rad holes in back and one w/one 3/16" rad hole in 


front on 3 3/4" x 7/8" mtg/c. 


16-C 62368-3160 {N16-C-12268-10k 


CRK 
CNA 


cN800092 


CNA 


8664 ~3eub1 


RDZ 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY OWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


—ESsSoO 
STOCK NO 


ASO 
STOCK NO 


SIGNAL CORPS. 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


CONTRACTOR'S OWG 


ca} 
OR PART NO 


TRACTOR 


EQUIPMENT 
USED iN 


-483275 


CAPACITOR, variable: 5/22/45 


air; plate meshing type, two sect and “wo trimmers; 


sect #1, 5.2 to 39.7 mmf, sect #2, 5.2 to 46.6 amr | 


[trimmers #1 and #2, 3 to 7.5 umf ea sect; sect “A, 
semi-log capacitor, sect #2, SLC; sect #1 ana #2 
500v AC RMS test, trimmer #1 and #2,350v AC RMS teet; 


4 oi/h" 1g x 2 i/k" wa x 2 3/6" bh, shaft 5/26" diam 
x 13/32" lg, trimmer shaft 1/8" diam x 3/16" 1g; 


round shaft adj, trimmer shaft scdr adj; sect #2 


and #2 seventeen ailver pl brass plates ea sect, 


trimmers #1 and #2 nine silver pl brass plates ea 


eect; 240 deg rotation; ceramic ins; solder lug term; 


two mtg ft, one w/one 3/36" rad hole on front and 


w/two #6-32 tha hole on back on 7/8" 


} 
x 3 5/16" ntg/c.| 


4 


16-C-62372-4757 


W16-C-12288-106 


CRE 
CRA 


€N800093 


CNA | B664-Uoue2 


RBZ 


-483276 


5/23/45 
ceramic dielectric; 50 mmf; neg temp coef 75@ (tel 
p/m 112.5) mmf/mf/°C; 300 vdew; case 0.4" Ig x 0.25" 


CAPACITOR, fixed: 


OD; radjal wire leads; uninsulated; add suffix 


indicating capacity tolerance in per cent. 


~483276-10 


CAPACITOR, fixed: 5 [23/5 
NE-483276 w/50 mmf p/m 10%. 


16-€-16568-9606 | 


CER 
CHM 


N750A50p/m'5 


crn | 301803-lrevi 


BP 


-483277 


CAPACLYOR, fixed: 5/23/45 
ceramic dielectric; 4.5 mmf; zero temp coef (tol p/m 


30) umf /mf/OC; 5000 vdews case 0.525" 1g x 25/32" 


diam; one lug term 3/4" ig x 5/16" wi and one lug 
term 3/16" lg, term located at ea end outside mtg 
block; assembled on mtg block 1-1/2" lg x 3/4" wa 
x 11/4" fb, two mtg holes on bottom ea w/#6-32 thd 
on 0.687" mtg/c; ceramic ins, c/o NT-482950 Fixed 


Capacitor assembled w/ mtg; aed suffix indicating 


capacity tolerance in per cent. 


-483277-10 


CAPACITOR, fixed: 
NP-483277 w/k.5 mmf p/m 0.45 mmf. 


16-C-155C0-5190 |S C-S0G5-35 


CrR 


300L83-2 


'CRN | 300153-Arev6 


CAPACITOR, fixed: 5/23/45 


ceramic dielectric; 6 mmf; zero temp ceef (tol p/m 
30) maf/mt/°c; 5€0 vdew; case 7/16" ig x 7/32" diam; 
axial wire leads; ceramic ins; add suffix indicating | 


capacity tolerance in per cent. 


~483278-10 


1 
| ~483278 


CAPACITOR, fixed: 5/23/45 


NT-463278 w/6 mmf p/m 0.6 mmf. 


16-C-1 69-2026 [NI6-C-8O71 


3D9006-5 


NPORGp/m. 


a 


crn {| 300442-Lrev4 


BN 
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-483279 CAPACITOR, fixed: 5/23/45 RE13A488 
paper feil dielectric; 0.25 mfd plus 4@% minus 106; | RE48A187 
6000 vdew; RS metal case; 3 13/16" 1g x 2 1/4" wa x 
3 25/32" h; oil filled and impr; one stud term on 


16-C-46387-7078 38A250-294 cD GC107G CFN |300443-l rev 5 {| BN 
25F659 


ins 1 13/16" h max, and one solder lug term on 
small bushing, 2" c to c; small term int gnd; ambient 


Q 
o 


temp range minus 40°C to plus 75%C. 


-483280 CAPACITOR, VARIABLE: 5/21/45 

air; plate meshing type, single sect; 30 to 950 maf; 
SLC; 0.030" air gap; 4 1/32" 1g x 4 1/8" wa x 3 3/8" 
hy shaft 1/4" diam x 11/2" 1g; round shaft adj; 41 


16-C-61976-1352 CBK | XR-1000-PS CDF | B2k65A rev O YR 
CDF 


aluminum plates; 360 deg rotation; mycalex ins; screw 
type term; 3 mtg atude for panel mtg 1/2" 1g ea 
lw /#6-32 x 7/8" 1g screws, 90 deg apart on 1 1/4" rad. 


L # LN3SWaldd NS 
(W)601‘006 SdiIHSAYN 


es ee a | ——__—— 


16-C-63415-5501 CHC CRV {T-601410-1rev18 | RAK-7 


~483281 CAPACITOR, variable: 5/23/45 
air; plate meshing type, three sect; 23.6 to 467 
mmf ea sect; SLF ea sect; 1000v AC RMS 60 cyc work- 


ings 10" 1g x 5" wi x 5 1/8" h, shaft 1/4” diem x 
5/8" 1g beyond housing and bushing, bushing 19/32" 
lg x 5/16"-32 thd, housing 4 13/32" 1g x 1 3/32" 


diam; round shaft adj; twenty-six plates ea sect; 
isolantite ins; wire leads; three mtg holes on 
3.13/16" x 8 17/32" mtg/c, 1/4"-20 thd. 

-483282 CAPACITOR, fixed: 5/24/45 RELBALB2 


16-C-52663-1550 
paper dielectric; 50 mf plue 10 minue 3%; 25 vdew, REL 3A488 
50 vdet; HS metal can; case 5 3/8" h x 3 3/4" ag x 


3 3/16" wa; dykanol impr and filled; two solder lug 
term on top; no int gnd connections; two removable 


mtg bdkt ea w/two #10-32 thd mtg studs on 3 7/16" x 


1 3/4" approx mtg/c. | 


4 
16-C-52663-1750 cD 6C-195 cG K-7110348rev0 MK-36 
ce 


-483282-10 CAPACITOR, fixed: 57ab TNS RERDADSO 
NT-483282 w/50 mf p/m los. RE13A488 
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483283 CAPACITOR, fixed: 5/24/45 RELBA3Z41 16-C -19686-8821 CSF | A3219 cw BA-10263-1 OBC 


electrolytic; 18 to 22 mf; 110 vacw 20 cycs working 
temp range minue 20°C to plus @5°C; case 2 5/8" leg 


x 17/16" diam; metal caee w/ins sleeve; two solder 


lug term 5/16" h on top epaced 1/2" c to c; term 
4 


ine from case; non-polarized. 
+ + 


t 
~48328 CAPACITOR, variable: 5/25 /45~ 16-C-61363 -94a2 CEB CEB | 38-A3099-4 chee | TS-323/UB 
air; plate meehing type, single sect; 1@ to 160 mf; 

SLC; 3 15/32" 1g x 3" wd x 3 1/32" h, shaft 1/4" diam) 


x 17/32" 1g; gear adj w/dial drum; twenty-five 
i 


semicircular plates; 270 deg rotation; solder lug 


term; two mtg holes. i | 
5/25/45 16-C-63507-1001 CNA |SA1723 CNA | J165rev0 RDG 


-483285 CAPACITOR, variabie: 
air; plate meshing type, four sect ea w/eplit etator; 
15 to Pho mmf en sect; SLF; 0.028" air gap; 


15 25/32" lg x 5 3/4" wd x 6 12/32" h;round shaft adJ; 


twenty rotor plates ea sect,nine plates ea stater ea 


sect; solder lug term; two mtg bdkt ea w/two #10-32 
tapped holes front dkt 3” c toc, rear bkt 5 1/i" 


¢ to ¢ x 13 27/32" mtg/c. 


| : } 
-483286 CAPACITOR, fixed: 5/2/45 REYEAL1O 16-C-52087 -4640 cGF | 7003-1 csy | 1019-4 SR-2 


CANCELIED: same ae NT-482968. REi3A483 


483287 IRECKIVER SET SUB-ASSHMBLY, radio: 5/29/45 16 -R ~33591-1064 {N16-C-12732-4 cRV crv |w-b4i690-lrevo | RDR 


c/o eix high K ceramic capacitore and one male 


connector AN-3102PR-22-16P; cylindrical aluminum 


body w/molded black bakelite insert; ix capacitore 
ea rated 180@ umf plus 50 minus 20%; connector has 
nine round cont streight type; 2 15/32" 1g x 1 5/8" 


h; four mtg holes 0.156" diem on 1 1/4" x 1 1/h" 
mtg/c, 


f- : : ~ 
__t | 
Se ae ee ae io 
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-483288 CAPACITOR, fixed: 5/25/45 RE13A488 16-C-44619-7092 |N16-C-11204 cp |pyR 
paper dielectric; 60,000 mmf plus 10 minus 3%; 1000 {RE48A129 
vdcw; HS metal can; case 1 13/16" 1g x 1" wa x 3/4" 
b; oil impr and filled; two solder lug term 5/16" h 
on side 1" c to c; no int gad connections; two mtg 
feet 3/8" wd flush w/bottom ea w/ 3/16" diam mtg 
hole 2 3/16" c toc. 
~483288-10 CAPACITOR, fixed: 5/25/45 BE13A488 16-C-LGL0-7092 CD | DYR WCA~2 
NT183288 w/60,000 mmf p/m 10%. REK8A129 5 
- 483289 CAPACITOR, variable: 5/28/45 16-C-57682-6725 CEJ | TN-500 ‘CFT | F-19092-2iseB TDN-2 
airj;neut; concentric type; 5 to 17 mmf; 13,000v AC CFD TDN 
peak; 8 15/32" lg x 3 1/8" wi x 4 17/32" h; two TDN-3 
atud term; two mtg holes for #10 screw 5 7/16" c to J TDN-& 
ateatite ins; adj stud w/ scar slot; 1/2" air gap, 
two cylindrical cup shaped aluminum plates. 1 4 
-483290 CAPACITOR, variable: 5/28/45 16-C-60886-5001 | CET | 3B-105-E1B cry | ¥-27020-14-31 | TDN-2 
air; plate meshing type, single sect; 8 to 105 amf; leak TDN-3 
SLC; 0.0305" air gap; 2 1/16" 1g x 3 3/16" wix CFY | F-29159-12-31 TDN-4 
25/32" h, shaft 1/4" diam x 13/16" 1g; round shaft ies S 
adj; eleven aluminum plates semi-circular; screw type 
term; capacitor furnished w/o mtg arrangement. 
a Sa SS 
-483291 CAPACITOR, variable: 5/28/45 16-C-61846-1701 * 9B~400-AA1B CFT | F-38700-12-1 TDN-2 
air; plate meshing type, single sect; 31 to 400 mf; iasE TDN 
SIC; 0.125" air gap, 4500v peek; 7 9/16" 1g x 5 1/e" TDN-3 
wd x 5 11/32" h, shaft 1/4" diam x 11/2" 1g; round TDN-4 
shaft adj; twenty-nine aluminum plates; semi-circular: 
lug term; mtg bkt not incl. | 
- 483292 CAPACITOR, variable: 5/28/45 16-C-61614-1801 9¥-251-AA1B CET |F-38700-12-2 TON-2 thru 
air; plate meshing type, single sect; 65 to 251 mf; ies EB | TDN-4 
ISLC; 0.350" air yap 11,000v peak; 19 1/32" 1g x 
5 1/2" wa x 5 11/32" h ehaft 1/k" diam x 1 1/2" lg; 
round shaft adj; forty-one aluminum plates, semi- 
cd4rcular; solder lug term; mtg bkt not incl. 
af i 
i | J if i 
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-483293 CAPACITOR, variable: 5/28/45 16-C -62B)4-2689 CFP | ue-165-W2A CFT | F-27000-14-12 TDN -2 
air; Plate meshing type, dual eect; 23 te 165 amf ca OBK | XP_165-xD i ise =| TON-3 i 
sect; SLC ea sect; 0.034" air gap, 8000v peak test; CFT | F-29160-i2-i1 | roy_d 
6" 1g x 4 1/8" wa x 3 3/8" h, shaft 1/4" diam x iseR 
1 1/2" 1g; round shaft adj; nineteen buffed semi - 
circular aluminum plates ea sect; 360 deg rotation; { 
screw type term; no mtg arrangement furnished. 
~483294 CAPACITOR, variable: 5/28/45 26-C-61379-2021 |N16-C-12429-4h CFT | 4K-160-LIA CFT |F-27000-14-12 | TDN-2 
air; plate meshing type, single sect; 28 to 160 maf; 1 CEBK | Xp-160-x%5 isa L | TDN-3 
SLC; 0.125" air gap, 4500v peak; 6" 1g x4 1/8" wa x CFT | F-29160-12-12 | TDN-& 
3 3/8" h; shaft 1/4" diam, shaft and buehing together ies R 
1 1/2" 1g; round shaft adj; twenty-seven buffed semi-~ 
circular aluminum plates; 360 deg rotation; screw 
type term; no atg arrangement furnished. 
sedi ces 1 
-483295 CAPACIT@R, variable: 5/28/45 ]16-c-60978-2927 CFT | 9¥-120-ABIB CFT | F-38700-12-4 TDN -2 
air; plate meshing type, eingle eect; 45 to 120 maf; iss TRN-3 
SLC; 0.50 air gap, 13000v peak;15 19/32" lg x 5 1/2" TDN-l 
wi x 5 11/32" h, ehaft 1/4" diam x 1 i/2" 1g at one 
end and 1/4" diam x 3/4" 1g at other end; round shaft ! 
adj; twenty-three aluminuz plates seni-circular; 
solder lug term; mtg bt not Incl, 
483296 CAPACITOR, variable: 5/28/45 | 16-C-61566-1281 CFT CET | F-38960-1.2~1 TDN-2 
air; plate meshing type, single sect; 45 to See mnt; iasC ‘TDN 
SLC; 0.080" air gap, 3500v peak; 16 7/32" lg x TDN-3 
; } 
k 3/k" wa x 315/16", shaft 1/4" diem x 1 2/2" 1g; TONG 
round shaft adj; sixty-two aluminum plates; selder 
lug term; mtg bkt not incl. 
i 4 
~483297 CAPACITOR, variable: 5/28/45 16~C-61608-5501 crr cer | F-36960-12-2 TDN-2 
air; plate meshing type, single sect; 45 to 250 mf; ieeC TDN-1 
SLC; @.175" air gap, 7O00Ov peak; 11 1/26" 1g x 4 1/k" TDN-3 
wi x 3 15/16" h, shaft 1/4" diem x 1 1/2" hn; round [DN-& 
shaft adj; thirty-seven aluminum piates; solder 
| 
tern; * 
lug tera; mtg bkt not incl | L | i . [ ie 
~483298 ICAPACTTOR, variable: 5/28/45 16-C-61768- 3913 CFT CFP | F-38960-12-3iseC |TDN-2 
air; plate meshing type, single sect; 62 to 350 mmf; TDN-2. 
ISIC; 0.175" air gap, 7000v peak; 14 3/32" 1g x 4 1/4" TDN-3 
wd x 3 15/16" h shaft 1/4" diem x 1 1/2" 1g; round TDN-& | 
ehaft adj; fifty-three aluminum plates; solder lug 
term; mtg bkt not incl. i 
i +— 
a - is - aaa | J 
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- 483299 CAPACITOR, fixed: 


5/29/45 


IRE48A311 
JAN-C-62 


electrolytic; 24 mf; 150 vdew; working temp range 
Iminus 20°C to plus 65°C; case 1 3/k" lg x 1" wa x 
17/8" nh; HS metal case; two solder lug term 9/16" h 


apaced 1" c to c, located on side of can} both term 
ins from can; two mtg ft on bottom, 3/16" diam hole 
in’ea, on 2 1/8" atg/c. 


16-C-19763-8501 


BS-46 


CAN 


60274Oaitl 


CAN-55181 


-483300 


CAPACITOR, fixed: 5/29/45 
electrolytic; 30 mf; 450 vdcw; working temp renge 
Iminue 20°C to plus 60°C; case 3" 1g x 1" diam; tubular 
metal can; one solder lug term on bottom; neg term 


gnd internally; three mtg ears spaced 120 deg on 
10. 368" rad. 


16-C-19868-9281 


CMA 
CSF 


FPS 
D-8290 


CAN 
CHL 


800200a1t1 
42A030rev0 


-463301 


CAPACITOR, fixed: 6/2/45 
electrolytic; 25 mf; 50 vdew; working temp range 
minus 40°C to plue 65%; case 1 11/16" 1g x 13/16" 


diem; aluminum case w/cardboard sieeve; two axial wird 


leads 3" 1g; neg term gnd internally. 


16-C-19783-9201 


csi 


IM-5025 


cDU 


3-528 


OBr 


483302 


CAPACITOR, fixed: 6/2/45 
electrolytic; 100 mf; 50 vdcew; working temp range 


Iminue 40°C to plus 65°C; case 1 11/16" 1g x 15/16" 
diam; aluminum case w/cardboard sleeve; two axial 


wire leade 3" 1g; neg term gnd internally. 


16-C-20183-9211 


N16-C-9694~9 


3DB100-14 


cs 
CMA 


IM-50100 
wD (#95363) 


3-529 


OBT 


~ 483303 


CAPACITOR, fixed: 6/4/45 
electrolytic; 100 mf; 50 vdew; working temp range 
mine 20°C to plus 65°C; case 2" 1g x 3/k" diam; metal 
case; two axial solder lug term 1/2" lg; neg term gnd 


internally; tangential mtg clamp w/one hole 0.15" 
dian. 


16-C-2018h4~1051 


CAGM. 


CAGM 


1000revO 


CAGM-20350 


483304 


CAPACITOR, fixed: 6/4/45 
lelectrolytic; 4000 mf; 30 vdew; working temp range 
minus 20°C to plue 65°C; case 4 1/8" ig x 3" diam; 


metal case; two solder lug term 1/2" 1g on top; term 


ine from can. 


IREL BAK 6L 


16-C-21182-3001 


CAGM 


FA10160 
FA3040 


CAGM 


1001revO 


CAGM-20350 
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: 


483305 


CAPACITOR, fixed: 6/4/45 
paper dielectric; 100000 mmf plus 10 minus 3%; 400 
vaew; HS metal can; case 1 9/16" 1g x 5/8" diam; 


mineral oii impr and filled; two axial wire leads; 


no int gnd connection. 


(RE4BA163 
REL 3A488 


es, 


-483305-10 


CAPACITOR, fixed: 6/4/45 
___|Nt-483305 w/100000 om p/m 10%. 


RELGA163 
REL3A488 


16-C-47293-8457 


CBYV 
CHC 


(a-6141-EL 


CHC 


23911-3revG 


- 483306 


CAPACITOR, fixed: 6/5/45 

paper dielectric; 2 mf plus 10 minus 3%; 1000 vdew; 
HS metal can; case 4 3/4" bh x 1 3/K" ig x 1" wa; 
mineral of] filled; two stud and nut term on por 
pillars 1 1/4" h and 13/16" c to c located on top ctr, 
line; no int gnd connectione; two removable mtg bkt 


jee w/mtg stud 2" c toc. 


RENBACBES 
RE13A488 


16-C-49179~6957 


csL 


XLMIW1LO-2 


chen 


WCA-2 


~483306-10 


CAPACITOR, fixed: 6/5/45 
INT-483306 w/2 mf p/m 10%. 


L 
BLSAZEEG 
RE13A488 


16-C-49200..6952 


483307 


CAPACTTOR , VARIABLE: 6/5] 

air dielectric; osc trimmer; concentric type; 40 to 
00 mmf; 500v, AC, peak 300 vdew; 3/4" diam x 1 7/16" 
lg, excluding adj screw and 2 1/16" lg, o/a; brass 
plates sealed in brass case; 1 stud term, case gnd; 
2 mtg screws #h-35 thd, 9/16” c to c; ceramic ins; 


adj screw w/scdr alot, 3600 deg (10 turns) rotation; 


dustproof and mp, stamped @22-5200". 


pec 57785-9281 | 


WCA-2 


CBM 


“WER 


~483308 


IcAPACTTOR, variable: 6/5/45 

lair; plate meshing type, single sect; 145 to 208 mmf; 
ISLC; 0.015" air gap; 1 1/2" lg x 29/32" wa x 15/16" 
, shaft 1/4" diam x 1" 1g; scdr adj; twenty-eight 


Plates; 360 deg rotation; lug term for stator, rotor 
gnd; two mtg studs for panel mtg w/Ph-36 tha 7/16" 


e toc. 


16-C-52510-8742 


INL6-RC-1LL6L6 


cce 


38-45-29 


CGG 


j19A103715ised 


AN/APR-2 


483309 


CAPACITOR, variable: 6/5/45 

air; plate meshing type, single sect; 2-4 to 7-9 mmf; 
ISLC; 0.015" air gap; 7/8" 1g x 1” wa x 1" h, shaft 
3/16" diam x 3/16" 1g w/ 1/32" x 45 deg cham on end, 


bushing 7/32" lg x 5/16"-32 thd; ecdr adj; four 
silver pl brass pilates; 360 deg rotation .in either 
direction; ceramic ine; lug term for stator, rotor 


gnd; singie hole mtg by 5/16" diam mtg bushing. 


“Ty6-62581 51-6660 


38-45-27 


I9ALO371biasA 


r 
-483310 


CAPACITOR, variable: 6/5/45 
lair; plate meshing type, dual sect gang; 8.5 to 120 
mf ea sect; SIC; 0.0255" air gap; 4 11/64" 1g x 


1 5/8" wd x 29/32" h, shaft 1/4" diam x 9/16" 1¢; 
round shaft adj; twenty-five cad pl steel plates ea 


sect; ceramic ins; solder lug term. 


pee -62713-8370 


N16-RC-14550-75 


a2 


Wwe521 


CGG 


19C10371e@iscA 


AN/APR-1 
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- 483311 


CAPACITOR, fixed: 6/5/45 RE4GA311 
electrolytic; 50 mf; 50 vdews working temp range JAN-C-62 
minus 40°c to plus 85°C;case 1 3/k"1g x 1" wa x 7/8"b} = elec 
HS metal case; two solder lug term 9/16"1g spaced 1" 
c¢ to c, located on side of can; both term ins from 


can; two mtg ft on bottom, 0.187" diam hole in ea 


on 2 1/8" sate/c. 


16-C-19958-9501 


N16-C-9688-4 


3DB50 -22 


CMA 


BS-39 Cac | 23A48624 iss B 


AN /APR-1 


483312 


RECEIVER SET-SUB ASSEMBLY, radio: 5/29/45 
c/o two high K ceramic capacitors and one male 
connector, AN-3102PR-20-6P; cylindrical aluminum 


body w/molded black bakelite insert; two capacitors 
ea rated 55 mmf 10%; connector has nine round cont, 
straight type; 2 17/32" lg x 1 1/2" wa x 1 1/2" bh; 


four mtg holes 0.156" diam on 1 5/32" x 1 5/32" mtg/c 


16 -R- 33591-1011 


N16-C-12732-9 


CRV 


CRV {M-441686-lrev® 


RDR 


-483312-A 


IBYPASS CAPACITOR AND CONNECTOR ASSEMBLY: 11/21/46 

AF cable receptacle; c/o 2 high K ceramic capacitors 
land 1 male connector AN-3102-PR-20-6P; HS cylindrical 
laluminum body w/molded black bakelite insert; 2 
capacitors ea rated 55 maf plus 20%, minus 10%, 500 
ydcw, total cap 1800 mmf; connector has 3 round cont, 
straight type; 2 3/16" lg x 11/2" wa x 1 1/2" nh, ofag 
4 mtg holes 0.156" diam on 1 5/32" x 1 5/32" mtg/c; 
has Navy nemeplate; seme as Navy Type 483312 except 
tol of capacitors is plus 20 minus 10f; same as Navy 


Type 482979-A except pin and term A gnd to shell. 


~W6-R-33591-1198 


fu. 


CRV 


IM-442840-2 CRY jM-42840 sub 1 


4 


483313 


CAPACITOR, fixed: 6/5/45 RELBAZKL 
electrolytic; 200 mf; 4O vdcw; working temp range JAN-C-62 
minus 20°C to plus 65°C; case 3 9/32" 1g x 1 7/16" elec 


diam; metal case; two solder lug term on top spaced 


1/2" c to c; term ins from can. 


16-C-20458-2301 


N16 -C-969'-20 


3DB200-13 


CLG 


CLG [c-22a-1 chgd 
crv |896205-4 


483314 


CAPACITOR, FIXED: 6/5/45 iREBA332 
mica; 1060 mmf; 500 vdcw; 1 1/4" lg x 27/32" wa x 1L6C4O 
io/32" h; molded low~loss bakelite case; 2 wire leads; 


lada suffix indicating capacitor tolerance in per cent 


-483314-D1/2 


CAPACITOR, fixed: 6/5/45 IRE4BA332 
NT-483314 w/1,060 mmf p/m 1/26; temp coef ltr D. 16cho 


16-C-31.132-1120 


N16 -C-10104 


D-168343 CW | ESA-645305ise6 


MK-3(2) 
MK-3 Modal 
MK-4 


f- 
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483315 ICAPACITOR, variable: 6/6/45 16-C-61676-2276 3n9300V-2 CNA |'TMS~ 390 CBM | 772-225 
air; plate meshing type, single sect; 15 te 300 mz; 1 1 
SLC} 0.026" air gap; 3” ig x 2 1/2" wa x 2 13/32" h, 


shaft 1/2" 1g x 1/4" Op w/bushing; rounded shaft; Qcu- 
twenty-seven aluminum plates; 360 deg rotation in QcL-~4 
either direction; isolantite ins; lug term; twe QCL-8 
tapped holes (6-32 thd for base mtg on 1 1/16" mtg/c QCN-2thru 
or two 13/32" stand-eff ins w/screw for psnel atg Qcr-4 
on 1 3/16" mtg/c. | Hl | Qco-1. 
QC0-2; 9CO-35 QCG-1; OCQ-3; QCR-1; 4 NOTE 


HNO! 


-483316 CAPACITOR, fixed: 6/7/45 REWBALSL 16-C-46319-4035 cBv }h902 
REL 3A488 ccc 


BA312071 86D 


paper dielectric; 250,000 amf plus 20 minus 3 
vdew; HS metal can; case 1 15/16" le x 3/4" diam; 


mineral oil impr and filled; one wire term 2 3/8" 1g | : 
in ctr of mtg end; one side int gnd; one fixed mtg 
bkt en end w/one #6-32 thd hele in ctr. i 


FIKGD: 6/7/45 REWSALSL 15-0 -45373-5032 |NLS-RC-1hodo 


1:83316-20 ICABAT 


RMT ZALES CaS 


~483317 CAPACIT@R, fixed: 6/7/45 RELGALT 3 16-C-49184-2750 
paper dielectric; 2 mf plus 10 mints 3%; 2,500 vdew; |REL3ALBA 
"5 metal can; case 3 3/4" lg x 3 3/16" wa x & 1/8" h; 


oil impr and filled; two stud term 1" h en top 

spaced 2" c te c on por pillars; no int gnd connec-~-. 
tions; two mtg bkt ea w/two 3/16" diam hoies 4 3/8" 
x 1 15/16" mtg/c. re a2 
~483317-10 CAPACITOR, fixed: 6/1/45 REGGAL73 116-6-19205~2698 ;CAW | 2509 CRV | K-981021iae2 SR-2 
NT-483317 w/2 mf p/m lof. RE13A488 i cRy i 
~483318 CAPACITOR, fixed: 6/1/45 REYGALE5 16-C-48828-9810 |n16-C-11437-15-1 csr |3s-3-LkS CRY |M-439099in62 GR-2 


paper dielectric; 1 mf plus 10 minus 20%; 7500 vdew; |RE13A488 cRV 
HS metal can; case 6" h x 6" lg x 3 15/16" wa; oil 


impr &nd filled; two term on por pillars 2 5/16" h 
and 4” ¢ to c located on top; no int gnd connections; 


two angle bkt integral w/two dlagonal corners of cage H 
ea w/four slotted holes 1 3/4" ¢ toc in ea bkt. i 


ste ne 
-483316-10 CAPACITOR, fixed: 6/7/45 RELBALES 1.6~-C-4.8826-7483 SR-2 
INT-483318 w/1 mf p/m 10%. RE13A488 
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| NAIM OND. DesenIrTioN Se me a aca (a ge a re 

-483319 CAPACITOR, fixed: 6/7/45 RE4BA139 16-C-48791~3306 ca | 23Fr121 CG | P-7763477-5iee9 | TDY-2 
paper dielectric; 1 mf plua 10 minus 34; 2500 vdcw; |RE13A488 
BQ metal can; case 3 3/4" lg x1 3/k" wa x 3:1/k" bh 
o/e; pyranol impr and fillea; two por ins ea w/stud 
term 1" h, located on top 2" c to c; no int gnd 
connections, 

-483320 CAPACITOR, variable: 6/7/45 16-C-59261-4526 crt |¥-36851-2-1 ort |¥-38851-2-11eeC }TDN-2(3) 
lair; plate meshing type, single sect; 3,5 to 28 mf; TDN-3(3) 
SLC; 0.025" air gap; 1 9/16"1% x 15/16" wi x 1 7/32" TDN-4(3) 
In, shaft encl in collar 1/2" 1g; acdr adj; twelrs FN (3) 
cad pl brass plates; 360 deg rotation; post term for 
stator, lug term for rotor on top; two mtg studs 
7/16" 1g w/#h-lo thd _on 21/32" mtg/c. 7 

-483321 VARIABLE AIR CAPACITOR: 6/7/45 16-C-60699-2441 ort | F-38851-2-2 ised TDN-2 
air; plate meshing type, single sect; 7 to 100 omf; TDN-3 
SLC; 0.025" air gap; 2 25/32" 1g x 15/16" wa x 1 7/32] TDN-4 
h, shaft encl in coilar 1fe" lg; scdr adj; forty-one TDN 
cad pl brass plates; 360 deg rotation; post term for 
agator, lug term for rotor on top; two mtg posta 
7/16" 1g w/#h-40 tha on 21/32" mtg/c. 

-483322 CAPACITOR, variable: 6/7/45 16-C-60703-2512 CHC. |MC-100-M 


air; plate meshing type, single sect; 7.5 to 100 mf; 
MLF; 0.0245" air gap; 1 29/32" 1g x 2 3/32" wi x 


1 15/16" b, shaft 1/4" diam x 1/2" 1g, bushing 13/32" 
1g x 3/8"-32 thd; rounded shaft adj; fourteen cad pl 
brass plates; 180 deg clockwise rotation; isolantite 
ine; lug term; single hole mtg by 3/8" diam mtg 
bushing or base mtg by two mtg feet ea w/one #6-32 
thd hole on 1 13/32" ntg/c. 
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-483323 CAPACITOR, variable: 7/20/39 CHC |MC-325-K COL |922 1406 @0 TCA (8) 
CANCELIED: same as NT-h89@5-A, i” ceL | 92en14 revi. 
jero ‘ = =e 
-483324 CAPACITOR, fixed: 6/8/45 
ceramic dielectric; 500 mmf; var temp coef; 300 vdew; 
case 3/8" 1g.x 3/16" diam; radial wire leads; bake- 
lite ine: add suffix indicating capacity tolerance in 
per cent. | | 
bess {* ; 4 { 
~483324 -20 CAPACITOR, fixed: 6/8/45 16-C-18209-8429 CAKD | 101.200 cGG |21Al023hireve =| an/cPN-4(9) 
NT-46332k w/500 mmr p/m 20%. ised a {| GRV_._| M-95630-129un6 _ | 
~483325 CAPACITOR, fixed: 6/8/45 H CARD | B-B-K1200 CGG | 21A100982ia860 AN/CPN-5 
CANCELLED: use NI-462092. 
—— + ee Or ie Sa ea —— eee 
483326 CAPACITOR ASSEMBLY: 6/8/45 26-C-66299-1383 cRV CRV | W-305251-33rev15| acQ-2 
c/o one NT-482609 Variable Air Capacitor, four acw 
NT-462610 Variable Air Capacitors, one NT-482608 Qck 
Variable Air Capacitor, and one NT-483041 Variable acy 
Air Capacitor contained in common housing w/capacitor| Qc 
drive; 12 5/8" 1g x & 3/16" wi x 4 7/16" h; two mtg 
mtg ft ea w/two holes #10~32 thd on 2 3/16" x 10 1/2” 
approx mtg/c. 
PP eh | 1 4 
-483327 CAPACITOR, fixed: 6/12/45 REKBAL3B |: 16-¢-53584-2020 CABL a CABL | 45B40134rev0 CABL-7403¢ 
paper dielectric; two sect; 500,000 mmf plus 10 minus|RE]3AKSS CIE | 6BABS5ucdified 
3% ea sect; 600 vdcw ea sect; HS metal can; case 2" 
lg x 1 3/h" wa x 7/8" b ofa; vii impr and filled; 
three solder lug term 3/8" h on bottom of case 1/2" 
c to c; no int gnd connections, but #2 term common, 
483328 CAPACITOR, fixed: 65a ELAR] i Cru J-EF CG ata eek 7 ised ~~ AN/APR-1 
CANCELLED: use NT-483562.. | | { 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


MAVY DWG 
OR SPEC NO 


JAN NO | 


STANDARD NAVY 
STOCK NO 


ASO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


-483329 


CAPACITOR, variable: 6/7/45 

air; plate meshing type single sect; 4 to 12 mmf; SLC; 
0.019" nom air gap; 1 3/8" 1g x 31/32" wa x1" bh, 
shaft assembled w/collar and nut, locking type; scdr 
adj; five plates, 3 stator, 2 rotor; 360 deg rotation 
in either direction; ceramic ins; lug term; two mtg 
studs w/#h-4O thd 21/32" c to c. 


ATR-17 


CWI 


50-12 


TS-186/UP 


-483330 


CAPACITOR, fixed: 6/8/45 

mica; 500 mmf; 500 vdew; case 29/64" diam x 1/16" this 
metal case; eyelet term 0.040" min ID; three mtg 
prongs 5/32" Ye spaced 120 deg on 3/16" rad circle; 


add suffix indicating capacity tolerance in per cent. 


RE48A357 
16Ch1 


16-¢-58375-3872 


-483330-10 


CAPACITOR, fixed: 676755 
NT-483330 w/500 mmf p/m 10p. 


RENONSST 
16c42 


16-C-30167-1867 


CER 


370-CH 


TS -186/uP 


-483331 


CAPACITOR, variable: 6/8/45 
air; plate meshing type, dual sect; 17 to 150 mf ea 
sect; SLC ea sect; 0.100" air gap, 4200v DC max peak; 


9 3/4" 1g x 3 3/4" wa x -4 7/8" bh, shaft 1/4" 1g; 
round shaft adj; seventeen aluminum plates ea sect; 


360 deg rotation; micalex ins; solder lug term; two 


mtg ft, ea w/three holes. 


16-C-62796-2887 


3D9150V-18 


CDB 


BC-1628 


cry 


Pwll-5 


-483332 


CAPACITOR, variable: 6/8/45 
air; pkate meshing type, single sect; 30 to 398 mf; 
SL¥; 0.038" air gap, 1750 vact 60 cyc; 4 7/32" 1g x 


3 1/2" wa x 3.1/2" h, shart 1/4" diam x 23/32" 1g 
undercut 0-148" from end; round shaft adj; twenty- 
seven braes plates; solder lug term; two mtg ft ea 


w/two holes on 2.7/8" x 3 25/32" mtg/c. 


46-C 61843-3797 


CHC 
CG 


P-7767654-1. 


CG 


P-7767654rev0 


1WJ-2 


483333 


CAPACITOR, variable: 6/8/45 
air; plate meshing type, single sect; 7.5 to 75.5 mmf} 
SLC; 0.040" air gap 2 7/16" 1g x 113/16" wa x 


1 31/32" h, shaft 1/4" diam x 7/16" 1g, bushing 3/8” 
lg x 3/8"-32 thd locking type; acdr sdj; fourteen 


brass plates; 360 deg counterclockwise rotation; 


isolantite ins; solder lug term; two mtg ft ea x/two 
0.154" diam holes on 2 5/8" x 5/8" mtg/c. 
+. 


16-C-60355-5994 


CHC 
cG 


CG 


P~7762991-7revl 


TCJ-2 
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NAVY TYPR NAVY DWG STANDARD NAVY ESO : T< ' 7 
NA AND DESCRIPTION ASO SIGNAL CORPS MANUFACTURER'S Com. CONTRACTOR'S DWG EQUIPMENT 

DEBIGNATION ME Fach OR SPEC NO JAN NO STOCK NO STOCK NO STOCK NO STOCK NO MFGR I paRT NUMBER | rpacron OR PART HO USED IN 
483334 CAPACIT@R, variable: 6/8/45 16 -C-59504-7793 | | CEC | HF-B cc P-776299i-Grevi | TCU-2 i 


air; plate meshing type, single sect; 5 to 36 mmf; CG 


SLC; 0.040" air gap, 1750 vact 60 cyc; 2" lg x 


1 13/16" wa x 131/32" h, ehaft 1/4" diam x 7/16" le, 
bushing 3/8" 1g x 3/8"-32 tha; round skaft adJ; seven 


iprass plates; 50@ deg counterclockwise rotation; 


teolantite ins; solder. lug term; two mtg ft ea w/twe | 
0.154" diam holes on 2 3/16" x 5/8" mtg/c- H | a ell i 

ot 26-C-61853-3126 CEC fee P-7762974-lrev6 | TCJ-2 
CG | P-7762974-1 


4 
~483335 loMicinon, variable: 6/8/45 

air; plate meshing type, single sect; 32.5 te 425.5 
mnf; SLF; 0.05" air gap, 2500 vact 60 cpe; 4 3/32" lg 


x 3.ife" wax kh" bh, ohatt 1/k" diam x 7/8" 1g under- 
cut, rear shaft exteneion 2 3/8" lg undercut; round 
shaft adj; thirty-four brass plates; solder lug term; 


two mtg ft ea w/two holes on 2 7/8" x 4 27/32" mtg/c. 


483336 CAPACITOR, variable: 6/8/45 16-C-60465-9365 cHc )HF-B cG | P-7'762991~Lirevi] 1Cu-2 


air; plate meehing type, single sect; 12.5 to 32.5 oy 


maf; SLC; 0.085" air gap, 3750 vdet 60 cps; 4 5/8" 1g! 


x 1 13/16" wa x 1 31/32" h, shart 1/4" @iam x 7/16" ? | 


1g, eushing 3/8" 1g x 3/8"-32 thd, locking type; ecdr 
adj; twenty-nine brass plates; 360 deg counterclock- ' 


wise rotation; 1solantite Ins; solder iug term; two 
mtg ft ea w/two 0.154" diam holes en 4 13/16" x 5/8" 


ik ____|nte/e. 7 a: 7 2 


483337 CAPACITOR, VARIABLE: 6/8/45 i 16~0-59561-2157 3D90K5V-20 og | P-7762991-6 ce 


LNAW31dd AS 
(V)601'006 SdIHSAVN 


rev 3 
air Glelectric; plate moshing type, 1 sect; 6 te 9 i pes 
maf min, 41 to 45 ismf max; SLC; 3750v EMS test, 

0.085" air gap; 3.1/8" lg x 1 13/16" wa x 1 31/32" bh, 


CHO ) HF-B 


ofa, excluding shoft, shaft 1/4" diam x 7/16" 1g, 
bushing 3/8" 1g x 3/8"-32; extension ahaft adj; 15 


cad pl crass plates; 360 deg counterclockwise reta- 


tion; isolantite ins; solder iug term; 4 mtg holes 
0.154" dtam on 3 5/16" x 5/8" mtg/c; rotor ins for 
3300v RMS, stator ins for 5500v RMS; p/o Navy Type 

( 


52299 Radio Tranemitter, + 
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NAVY DWG STANDARD so MANUFACTURER'S Con- CONTRACTOR'S DWG EQUIPMENT 
[ pea third NAME AND DESCRIPTION OR SPEC NO JAN NO stock NO” | STOCK NO Brock SAS ereTOcK NOT” MFGR | MPaRT NUMBER [rector OR PART NO USED IN 
-483336 CAPACITOR, variable: 6/8/45 2.6-C-61885-3602 cue co | P-7762981-Srev5 | tes-2 
air; plate meshing type, single sect; 48.5 to 447 co P-7762981-2 
amf; SLF; 0.085" air gap, 3750 vact 60 cpe; 7 1/2" 1g 
x 3 1/e" wa x 3 1/2" & approx, shaft 1/4" diem x 
9/16" 1g wadercut; round shaft adj; fifty-five braee 
plates; solder lug term; two mtg ft ea w/two holes on 
2 7/8" x 8 1/h4" aote/c. 
t 
-483339 ICAPACTTOR, variable: 6/8/45 JAN-c-81  |cV13A300 16-C-64067-6357 3D9030V-15 CER |TS5D-NPO CG |P-7763949-14 Tes-2(2) 
ceramic; rotery type, single eect; 5 mf plus 10% ca revik 
minus 30% to 30 mmf plus 25 minus 0%; 500 vdew; zero 
temp coef; 1 57/64" 1g x 1 1/h" wa x 27/64" hseolder 
lug term; two 0.145" diem holes in base on 1.578" ! | 
mtg /c; acdr slot adj; steatite base. 
-483340 CAPACITOR, fixed: 6/11/45 (REI 3A488 
paper dielectric; 50,000 omf plus 10 minue 3%; 600 RE&GA163 
Zz vdcw; HS metal case w/ine tube; case 1 7/16" lg x 
> 
= 9/16" diam; mineral oil impr; two axial wire leads; 
ia no int gnd connections. Le. 
, eet ae 
a] -483340-10 CAPACITOR, fixed: 6/12/45 RE48A163 nai cor [Pxobs cEz | G0-649 RCU-2 
he Ir -483340 w/50,000 mmf p/m 10h. RE13A488 CBV | A7633 YJ-2 
10 w/90;, 000 ‘mm p/m 108. | oe 
Ne) -483340-20 CAPACITOR, fixed: 6/11/45 RE48A163 16-C-44287-6504 CMK CMK |B-250104-2rev2 |RcT 
Ss € NT-483340 w/50,000 mmf p/m 20%. RE13A488 cay |A7633 RCU 
=; RCU-1 
S 
=> ~483341 CAPACITOR, fixed: 6/11/45 TREkenK66 
= Imica; 340 mmf; 300 vdcw; case 7/32" wd x 1 3/16"diam; | 26C41 
c/o two brass washere and two mica ine washers; 
capacitor sect mtd on meter stud w/two 1/k"-20 thd 
bvrase hex nuts, no mtg hardware incl; add suffix 
indicating capacity tolerance in per cent. 
~483341-20 CAPACTTOR, fixed: 6/11/45 RELGALGE 16-C-29750-2546 Crp /183-4A CFD {163-4-A Iz-1 
NE-483341 w/340 mmf p/m 20%. 16ch2 
-4833h2 CAPACITOR, fixed: 6/11/45 REL BA139 16-C~51836-8007 
paper dielectric; 10 mf plue 10 minus 3%; 600 vdcw; {RE13A488 - 
IHS metal cen; case 3" 1g x 1 3/4" wa x 4 1/2" h; 
synthetic oil impr and filled; two por ine 6a w/stud 
term 1 1/8" h, located on top 1 1/4" c to c} no int 
gnd connections. 
Con't 
L 
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Senter NAME ANB DESCRIPTION Me | van we | MBG NS | srbck Ro | arb Sho | MSS ROT® [wren [Att Rtmen” [mscton| Moeam no" [Geom 
-483342-10 CAPACITOR, fixed: 6/11/45 RELEA139 “116-0-51857-8012 N16-RC-14491-22 CAY |$-1318745 CRP /835~5255iee3 SG-3 
ie _____|NP-483342 w/10 mf p/m 108. RELZANBS | De ai i fe 

483343 CAPACITOR, fixed: 6/11/45 REL GA2T9 16-C- 49552-3900 CG 21F269 SG-3 

paper dielectric; 3 mf plus 10 minus 3%; 330 vacw IRE13A488 CRP 

60 cps; HS metal can; case 1 13/16"lg x 1 1/16" wax 

3 7/8" b o/a; ofl filled; two ins solder lug term ! 

13/16" c to c on top; no int gnd connections; txo 

removable mtg bkt for top or bottom mtg ea w/ bole \ 

2 3/8" c toc. 

| emer z = en ae a= nee 

-483343-10 CAPACITOR, fixed: 6/11/45 RELGA279 16-C-49573-3910 cG 21F269 CRP | 35-5279-21881 SG-3 


is INT -483343 w/3__ mf p/m 10%. REI 3A488 i ome 
~ 48334 CAPACITOR, variable: 6/11/45 16-C- 62788-9620 CFT crt |¥-39680-22-41e6K|AN/ARQ-10 


lair; plate meshing type, dual sect; 9 to 148 mmf ea 
sect; SIC ea sect; 0.0245" air gap; 3 7/16" lg x 


11/2" wa x 2 3/16" h, shart 1/4" diam x 1/2" 1g; 
bushing 13/32" 1g x 3/8"-32 thd; round shaft adj; 


twenty silver pl brass plates ea sect; solder lug 


term; base mtg by three mtg holes for #6 screw in 
line 1 21/32" x 1 21/32" ¢ to c. L 
-483345 CAPACIT@R, fixed: 6/12/45 REYBALES 16-C-54 776-7735 cay | 7h15448-1 CAY |M-74325448-1 rev3! TS-148/UP 
paper dielectric; three sect; 8/8/8.mf plua 20 REL3A4BE | { 1CSL | BAZA-LOK] cHZ | A-KObl issA 
minus 10%; 600/600/600 vdcw, HS metal can; case 3 4/4" 


nx 4 3/k" 1g x 2" wd; ofl impr and filled; four ina 
stud term along ctr line of one end; no int gnd con- 
nections; mtg foot along top and two ends w/two 3/16" 
holes 3" c to c on top and two 3/16" holes 2 i/h" 

c to c on ea end; spcl mtg bkt for corner mtg made by: 


CAY, the capacitor proper is made by CSL. 


-483346 CAPACITOR, fixed: 6/12/45 [REL3A483 16-C-44236-1048 
paper dielectric; 50,000 mmf plus 10 minus 3%; 600 REY SA 325 
vdcw; HS metal can; case 11/16"wd x 1 5/16" lg x 


17/16" h; o11 filled; two rivet lug term located on 


bottom; no int gnd connections; channel mtg bkt w/two 


5/32" x 3/8" slota 1 15/16" c toc. 
48334610 CAPACITOR, fixed: 6/12/45 REL3A408 16-6-44257-1073 = cs. /xK cRP |8-35-5303ies2 | sc-3 
INE-483346 w/50,000 mmf p/m 10%. RELBA325 CRP ELS 


i x 


: 7 ~ SHEET 48-97" 


RESTRICTED. 


TWINSLVW DINOALDATA = AdAL AAVN JO SDOIWLVD 


L # INaWalddAs 
(V)601'006 SdiIHSAWN 


RESTRICTED 


SHEET 48-975 


NAVY TYPE NAVY DWG r ® — 
[ DESIGNATION NAME: \-AND!- DESCRIPTION OR SPEC NO JAN NO Lp eas no. stock No roc “We serock wat MEGR: MEART NUMGER weacean SSIORCEART: RO rosea ane 
: +f 
-483347 CAPACITOR, fixed: 6/12/45 REL3A468 16-C-45765-2019 
paper dielectric; 100,000 mmf plus 10 minus 3%; 5000 |RE48A139 
lvdcw; HS metal can; case 3" 1g x 1" wd x 3 3/4" h o/a 
oil impr and filled; two por ins ea w/stud term 
1 1/2" b located on top 1 1/4" c to cj; no int gnd 
connections. 
-483347-10 CAPACITOR, fixed: 6/12/45 IREL3A488 16-C-45786-2104 cAy |S-1310709 CRP |S-35-5293iss81 SG-3 
INT-83347 w/100,000 mf p/m 10%. IRE4BA139 CRP 
~483348 CAPACTTOR, fixed: 6/13/45 RE13A549 16-C-19764-1415 cst |XD CRP |S-35-5288ise1 |gc-3 
electrolytic; 25 mf; 50 vdew; working temp range REMBALHA CRP 
tuinus 20°C to plus 65°C; case 2 1/4" lg x1" wd x1" 
hj} HS metal can; two solder lug term on top 1 1/2” 
;¢ toc; term ins from can. 
- 
483349 CAPACITOR, fixed: 6/13/45 IRE4EA110 N6--C-50692-3910 CG = |67X7A CRP |§-35-5399iss2 = |SG-3 
paper dielectric; 6 mf plus 10 minus 3%; 330 vacw REL3A468 CRP 


60 cyc; HS metal can; case 4 5/8" hx 21/2" lg x 


1 3/16" wd o/a; mineral oil filled; two solder lug 
term 1/2" h located on top; no int gnd connections. 


CAPACITOR, fixed: 6/13/45 [RE13AK88 


~483350 


paper dielectric; 250,000 amf plus 10 minus 3%; 600 fers6ases 
lvdew; HS metal can; case 11/16"wd x 15/16" lex 


111/16" bh; ofl filled; two rivet lug term located on 
bottom; no int gnd connections; channel mtg bkt w/two 
5/32" x 3/8" slots 1 15/16" c toc. 


-483350-10 CAPACITOR, fixed: 6/13/45 RE13A488 16-C-46347-1033 csi [Xx CRP |S-35-5266iss2 |sc-3 
WE -483350_ w/250,000 om? p/m 10%. REL8A325 
-483351 CAPACITOR, fixed: 6/13/45 | cHc {MC-2@-S CEM [1000E-27 alt O | QcA 
1 CANCELLED: same as NT-482634. 7 | 
-483352 CAPACITOR, fixed: 6/13/45 RE13A488 16--C 48796-1093 


paper dielectric; 1 mf plus 10 minus 3%; 600 vdew; RELBAZO6 
HS metal can; case 11/16" wd x 15/16" lg x 2 9/16"h; 


oil filled; two rivet lug term located on top; no 
int gnd connections; channel mtg bkt w/two 5/32" x 
3/8" slots 1 15/16" c toc. 
~483352-10 CAPACITOR, fixed: 6/13/45 RE13A468 16-C-48817-1130 | cst |XIK CRP [S-35-5305iss3 | S¢-3 
INT-463352 w/1 mf p/m 10%, RELGA326 
a 
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DESIGNATION NAME: AND.T DESCRIPTION [ontSrec"yo | JAN NO | STANBANP UOT | orSck “ho ea cs Cea ee ie ea equipment | 
- 483353 CAPACITOR, fixed: 6/13/45 REL 3A480 ia 16-¢-47284-4952 CAN |BE-1110 CFT SG-3 
paper dielectric; 500,000 mmf plus 10 minus 3%; 3000 /RE48A139 i lop (9) 
vdew; HS metal can; case 1 1/2" le x 1 3/16" wa x TpN-2(9) 
4 1/8" h; of] impr and filled; two por ins ea w/stud | YBN- 3(9) 
term 1 1/h" h located on top 1 1/16" ¢ to c; no int TDN-4(9) 
gnd cennections. 
~483353-10 CAPACITOR, fixed: i” 6/13/45 REL3AK00 | 16-C-47305-4766 | co | 26rA01 crp [8-35-shtiies2  |S¢-3 
ies NE-483353 w/508,000 mmf p/m 10%. REYBAI39 _ _ CRP moe ; 
483398 CAPACITOR, fixed: 6/14/45 REKSAMOU ~ 116-0 -46371-9810 7 aan osF CRP ]S35-5426 ise 1 [86-5 
paper dislectr ),000 mmf plus 20 minus 106; 500 | 
vdcw; HS metas. can; 1 25/32" 1g x i" diwn; mineral ! 
oil impr; two ins bushings w/f10-32 int tha 1/k" a 
at ctr of ea end are common term to one side; other 
aide int gndj i" stray partly encircling body w/mtg i | 
ear w/one 0,170" atg hole. 
-483354-10 CAPACITOR, fixed: 6/14/45 RpBAbeh 16-C-46346-1215 i CRP 36 | 
NT-483354 w/250,000 mmf p/m 1%. 2 rat ie [8-3 
-483355 EIECTROLYT1C CAPACITOR: 6/15/85 Tpatanagh 16-C-22736-3710 |N26-c-12722-65 cD COL |184 9000 OOrev2 | MBI 
electroiytic; three sect; 40/0/80 mf; 250/250/250 —_|RE13A549 H 
vdacw; working temp range minus 20°C to plus 85%; i Hl 
case ko i/h" lg x 1 3/8" diam; tuer metal can; four | i H 
bayonet term 9.355" lg x 0.093" atan; term #1 neg, if 
term #3, 5, 7 pos; plug-in mtg uaing std octal i 
socket. 
-483356 CAPACITOR, fixed: 6/15/45 IREkakéo 16-C-22631-1333 3DB20-63 con [183 1001 OOrev2 |MBF 
electrolytic; three sect; 20/20/20 mf; 25/25/25 |RELZA549 | i 
vdcw; working temp range minus 2@°C to plus 85°C; j 
case 2 1/k" 1g x 1 3/8" diam; metal case; four knife | 
blade term 5/8" 1m, i | 
463357 CAPACITOR, fixed: 6/35/45 REM8A357 16-0-39177-1150 |N16-c-10027-6 cay [B-831 apcl con | 912 0009 @0 revi| MBF 
mica; 500 mmf plus 100% minus Of; 250 vaow; 29/6)" 6041 CAN |M-42 
diam x 1/i@" ‘thk; metal case; one lug term i/k" tg x 
3/32" wa ea aide of case, one w/open slot 3/6L" x 
1/32 "5 three mtg prongs 3/32" Lg x 1/16" wi spaced 
120 deg apart on 3/16" rad. j 
: ' ——_—++ 
-483357-20 CAPACITOR, FIXED: 1/12/48 REYBA357 16-C~30172-4351 CBN |B831 special 912 0009 00 Mar 
Navy TyPc 483357 ¥/500 mmf p/m 206. : 
A = te 
2 Beemer Ne ae ee ee eee Steet 2 3 : eee ea Surat ed Se a 
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-483358 


CAPACITOR, fixed: 6/20/45 

mica; 100,000 mmf; 1,000 vdcw; case 2” 1g x 15/16" wa 
x 1 1/2" h; molded bakelite case; two ecrew term 
7/16" 1g 11/2" c to c on top; two mtg ft on bottom 
ea w/hole 0.15" diam, holes 2 3/8" c toc. 


-483358-B10 


483359 


CAPACITOR, fixed: 6/20/45 
NT-483358 w/100,000 mmf p/m 10%; temp coef ltr B. 


CAPACITOR, fixed: 6/22/45 
jpaper dielectric; 15 mfa plus 10 minus 3%; 6@v RMS 
60 cpe; HS metal can; 4 5/8" h x 3 3/4" 1g approx x 


1 3/4" wi; mineral o11 impr and filled; two ing ea 
w/eolder lug term 2" c to c on top; no int gnd con. 


nections; two removable mtg bkt ea.w/mtg hole 4 3/8" 


c toc. 


SEEEEENINn 74-77-97 
16-C-52017-7570 


16-c-36155-3915 


CAN 


r 
FILN-101 


CAN 


4 


CAN-55181 


CAW 
cD 


RYMS 


wf 


-483359-10 


CAPACITOR, fixed: 6/22/45 
NT-483359 w/15 mf p/m 10$. 


16-C-52038-7570 


RYMS 


22 


Ks9586 
ESL663606ieel 


ME-2 Modl 


~ 483360 


CAPACITOR, fixed: 6/11/45 

lpaper dielectric; 1 mfd plue 10 minus 36; 12,500 
vdew; HS metal can; 12 5/32" h x 13 3/3" lg x 4 1/4" 
wd; pyranol impr and filled; one stud and nut term 
3 5/8" h on por pillar and one gnd stud term approx 
1" h spaced 6 3/4" c to c; one side gnd to can; one 
1 1/8" wi fl along tap edge and one fl along bottom 


edge, flat diagonal corners ef case for corner mtg, 


three holes 3/8" diam in ea fl spaced 5 7/16"c toc. 


116-C 48805-9990 


cat 


14F250 
FP-1346390 


+483360-10 


CAPACITOR, fixed: 6/12/45 
NT-483360 w/l mf p/m 10%. 


16-C-48826-9990 


cc 
CAY 


1 
14F250 
FP-1346390 


CRP 


S-35-5272 1883 


-483361 


CAPACITOR, variable: 6/12/45 

air; plate meshing type, single sect; 3.2 to 25 mmf; 

SLC; 0.015" air gap; 7/8" lg x 15/16" wa x 1 7/32" h, 
shaft 1/4" diam x 7/16" 1g beyond collar threaded for 


3/8" hex lock nut 5/16" from collar, collar 9/32" 
diam x 5/32" lg; ecdr adj; seven nickel pl brass 
plates; 360 deg rotation; ceramic ine; post term for 


atator, lug term for rotor on RH side; two mtg etude 


|1/8" 1g w/ #0.112"-40 tha,82 deg csk 1/32" a. 


16-C-59025-5621 


CEC 
coc 
CFW 


APC-25 
AT 
ARL-21 


218838rev0 


DBE (20) 


-483362 


CAPACITOR, wariable: 6/13/45 
CANCELLED: same as NT-481595. 


CFT 


F-34356-2-6 


CFT 


F-36316-1isaE 


DEF 
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NAVY TYPE NAVY Dwé STANDARD NAVY Es As SIGNA: corPs MANUFACTURER'S Cox. CONTRACTOR'S DWG EQUIPMENT 
Pema NAME? CAND.DEACAIPTION oR SPEC NO JAN NS ‘STOCK NO STOCK \NO STOCK No "Stock NO [MFGR | Paper NUMBER |rnacron OR PART HO USED IN 
-4.83363 CAPACITOR, variable: 6/13/45 JAN-C-81 j|CV14A070 16 -v -63900-6862 | CER | NPO-TS2B CFT | AF-4217-lissA DEF 
ceramic; rotary type, single sect; 1.5 to 7.0 emf; 
500 vadew; zero temp coef; 1 1/8" lg x 5/8" wi.x 
13/32" thk; solder lug term right angle wend; twe 
0.145" diam holes in base on 27/32" mtg/c; scdr slot 
jadj; steatite base. 
483364 CAPACITOR, fixed: €/13/45 RELBA Luk 16-C-21057-5801 cD FV-3520 CFT DEF 
lelectrolytic; 2000 mf; 35 vdcw; working temp range IREL3A549. 
Iminue 2@°C to plus 65°C; case 3" ig x 3” wa x 6 1/b" 
Ih; metal can; two selder type term diagonally on top, 
21/2" ¢ to c; term ins from can. 
-4.83365 CAPACITOR, fixed: 6/13/45 IRESGA163 
paper dielectric; 55,000 mmr plue 10 minus 34; 1@@0 jRELIA438 
vdew; HS metal can; case i 11/16" ig x 5/8" diam; 
mineral o11 impr and filled; two axial wire ieads; i] 
no int and connectien. ‘ 
4a 
-483365-20 CAPACITOR, fixed: 6/13/45 REUBA163 16-C-44479-8450 CSF | PXOuB CFT | RF-4551-ifseA | DBF 
NT-483365 w/55,000 mmf p/m 20%. REL3AL88 
= nf 
~ 4183366 CAPACITOR, f1xed: 6/23/45 RELSA 286 16-C-52961-5137 | corr jRP-hob3-1C Dar 
lpaper dielectric; two sect; 1 mf/50,900 mmf plus 10 fRE13A486 
Imtnus 3%; 2000/2000 vdew; HS metal can; 21/8" nh x | 
2 3/" 1g x 1" wd; of} impr and filled; twe stud and 
mut term en per pillars 27/32" h x 3/K" ¢ to co 5 | 
and eng selder jug term on side; ne int gnd cen- 
nections; two removable "J" mtg bkt ea w/#1@-32 thd 
Imtg stud 2" c to c; vxts placed fer inverted mig. | 
3 | , = 
-483367 CAPACITOR, fixed: 6/14/45 RERSALAB 
mica; 62 umf; 500 vdcw; case 51/64" 1g x 15/32" wa x PAN-C-5 
7/32" 4 max dimen;molded bakelite case; two axial 
wire leads, } 
i= 
-483367-C2 CAPACITOR, PLXED: 4/3/48 ‘TJAN-C-5 CM20@C6206 16-C-27835-6921 BBE-1 
Navy Type 483367 w/62 amf p/m Of; temp coef letter c. t 
~4833567-C5 CAPACITOR, FIXED: 19/6/48 | JAN-C-5 cm2ecé20s |] x6-c-e7840-2401 ME-25 
Navy Type 463367 w/62 mmf p/m Sh; temp cocf letter C. Mod 2 
-483367-Cle CAPACIT@R, FIXED: k/oq/ag 16-C-27845-8382 CMR | PO CwQ | 47x295 RBF-3 
Navy Type 483367 w/62 mmf p/m 10%; temp coef 
letter C. 
; = ait | iy 
I 
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r NAVY TYPE 


NAVY DWS 


STANDARD NAVY 


Eso 


ASO 


SIGNAL CORPS 


MANUFACTURER'S 


Con 


] CONTRACTOR'S OWG 


EQUIPMENT 


DESIGNATION NAME. <AND: cOBSCRIETION OR SPEC NO JAN ENO STOCK NO sTocK NO STOCK NO stock No {MFGR/paRT NUMBER |TaacTor OR PART NO USED IN 
-483367-D2 CAPACITOR, FIXED: 8/8/47 FELSA148 16-C-27835-6926 caw | 1469 cry | P-722013-568 RAK-7 
Navy Type 483367 w/62 maf p/m 24; temp coef letter D.| RE13A389 cp | 5R8 , 
csL | MesDw 
cMR | Pe 
CMF } 603M 
an ' 
-483367-D5 ICAPACITOR, fixed: 6/14/45, JREYBA14S — |cM20D6207 116-C-27840-8406 caw |1k69 cs 011-26revD DBE 
INT-483367 w/62 mmf p/m 5%; temp coef ltr D. JAN-C-5 cD SRS 
cur |603M 
cMR [PO 
-483368 CAPACITOR, fixed: 6/14/45 RELBALLS 
mica; 91 mmf; 500 vdew; case 51/64" 1g x 15/32" wa x [JAN-C-5 
7/32" max dimen; molded bakelite case; two axial wire 
leads. 
-483368-D5 CAPACITOR, fixed: 6/14/45 REUSAILE = |emeon910s 16-C-28394-7806 cMF |603M cs 011-30revD DBE 
NT-483368 w/91 mm? p/m 5%; temp coef ltr D. IJAN-C-5 CAW /1469 
CD i5RS 
CSL /MOSDW 
CMR | PO 
-483369 CAPACITOR, fixed: 6/15/45 RE13A488 16-C -49936-3109 cEU /10682-c 
lpaper dielectric; 4 mf plus 10 minus 34; 600 vdew; RELBAZBL 
gS metal can; case 3 7/6" h x 1 13/16" ig x 1 1/16" 
heal 5 castor oil impr and filled; two etud and nut 
term on por pillars 7/8" h x 3/k" ¢ toc; no int gna 
connections; two removable "L" type mtg bkt ea with 
3/16" diam holes 2 1/4" c toc. { 
-483369-10 CAPACITOR, fixed: 6/15/45 RE13A488 16-C-49957-3109 CAN [811283 CEM QA 
INT-483369 w/4 me p/m 1e%. RELBA2BY cku {10682 CRY | W-306494-135 QGB 
revl2 
CEU | 10682revc 
-483370 CAPACITOR, variable: 6/15/45 16-C-63062-8577 CRE { FR-500-PD crv | W-303241-16rev13| acJ-8 
air; plate meshing type, duel sect; 18 mf min, 500 QCL-7 
mmf max ea sect; SLC; 0.030" air gap; 4 5/16" lg x 
3 7/8" wa x 4 3/16" h, ohaft 1/4" diam x 21/32" 1g, 
bushing 1/4" 1g x 5/16" diam, rear ehaft extension 
25/32" 1g; round shaft adj; twenty-one plates ea sect 
two stator, eleven rotor per sect; screw type tern; 
three mtg ft ea w/ one 0.173" diam holes, two on 
front, one in back on 3 9/16" x 15/16" x 15/16" 
mtg/c. 
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pees NAME AND DESCRIPTION et | san one | PARORT ATF ~ ee Sis, | gee ea, | SieMReC eee phan) Maer seroneers | cone | Pen aete <i cuenta 
1 4 
-483371 CAPACITOR, fixed: 6/17/45 RELSALSS 
mica; 7.5 maf; 2500 vdew, 5000 vdct; case 23/32" Ig ji6Ch0 \ 
x 15/32" wd x 7/32" d max; molded vakelite case; two 
axial wire leads. 
-483371-D33 CAPACITOR, fixed: 6/17/45 RELSA148 16-C-25614-1730 CAN |K spel CKV |A-61073-75Arevi | AN/SPT-6A 
INT-483371 w/7.5 emf p/m 33%; temp coef ltr D. 1€6ChO L 
-———___+ 4 
-483372 CAPACITOR, fixed: 6/17/45 REYSA LES 
mica; 10 mmf; 2500 vdew, 5000 vdet; case 23/32" lg x [16046 
15/32" wd x 7/32" d max; molded bakelite case; two 
axial wire leads. 
L- se cis cE | eee (ed Eeeereweer eee 
~483372-D20 CAPACITOR, fixed: 6/17/45 [REsGAIKG 16-C-26032-3767 CAN |K speci cKV |A-61073-1@erev1 |AN/SPT-6A 
NT-483372 w/10 mmf p/m 2@%; temp coef ltr DP. 1640 
+ 
-483373 CAPACITOR, fixed: 6/22/45 REL3A488 
paper dielectric; 250,000 mmf plus 10 minun 3%; 400 jRwkAAL62 
Z | dew; HS metal can; case 1 1/2" 1g x 3/4" diem; 
= balowax impr and superia filled; one axial lug term; 
(ae) one term gnd int; iH mtg bkt w/one 13/32" diam kole; 
<Je same as NT-483374 except has LH bkt. 
s ass L as 
P -493373-10 CAPACITOR, fixed: 6/21/45 REL 3AL88 16-C~46343~8210 cPpc |z1222 CFC | 10-21222 CKO-212414 
iNP-493373 w/250,000 um? p/m 10%. [RELBALGS 
| 5 
2 483374 IcapactTor, fixed: 6/21/45 IRE4BA162 
oO Ipaper dielectric; 250,@0@ mmf plus 10 anus 3%; 400 jRELZAKES 
= vdcew, ®0@ vdct; HS metal can; case 1 1/2" ig x 3/k" 
xe) 
— diam; balownx impr aad superle filled; ome axial lug 
ez term; one term gnd int; RE mtg wkt w/one 13/32" diam 
hole; same as NT-483373 except has RH bkt. 
~46 3374-10 CAPACITOR, fixed: 6/21/45 RELBALE2 16-C-h63h3-6215 | cee 21223 CPC | 10~21223 CKO-22 1414 
INT-483374 w/250,000 amf p/m 10%. IRE13A488 { 
483375 CAPACITOR, fixed: 6/22/45 IRE4BAI39 16-C-48806-hK05 
paper dielectric; 1 mfd plus 10 minus 3%; 15008 vacw; PREL3A46S 
Hs metal can; 23 1/2" lg x 5 1/8" wi x 12 7/6" h; 
loi] impr and filled; two por ina stud term 3 1/16" h | | 
' located on top 6 3/4” c¢ to c no int gnd connections. 
-483375-10 CAPACITOR, fixed: 6/22/k5 fRELAAL39 16~C-4,.8627 1407 ca = |ikr203 cq |K-9230900rev2 8x(2) 
INT-483375 w/l mf p/m 1O$. fRe1 38488 
oS ee ——t r ta 
483376 CAPACITOR, variable: 6/15/45 16-C-63855-9997 |N16-C-12557-3 819-006 cot |o17 1002 Ooreve |mBF 
ceramic; rotary type, single sect; 0.65 to 1.5 mmf; 
500 vdew; 1 9/16” 1g at max extension of mach screw 
x 5/16" diam; one wire term; #4-40NC-2 thé hole 3/16" 
deep in bottom; scdr slot adj; ceramic ina. 
is 
-| — 


au 
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-483377 


APACITOR, VARIABLE: 6/15/55 

ceramic; rotary type, single sect; less than 10 to 
ore than 100 mmf; 500 vdcw; neg te p coef 650 (tol 
/m 100) maf /mfa/°C; 1.218" 1g x 0.937" wa x 0.406"a, 
o/a; solder lug term w/right engle bend; 2 mtg holes 
in vase tapped for #4-ONC-2 tha x 3/16" d, 0.656" 


lc to c; scdr slot adj; steatite base. 


16-C-64215-420L 


CBY 


823BN 


coL 


917 1003 00 


rev 3 


MBF 


- 483378 


laPacttor, variable: 6/15/45 

air; plate meshing type single sect; 3.6 to 26 mf; 
ISIC; 0.0195" air gap; 7/8" 1g x 15/16" wa x 1 7/32" b 
ehaft encl in housing w/split ashing 3/16" diam x 
17/32" 1g locking type; ecdr adj; nine eilver pl 
brass plates; 360 deg rotation; ceramic, isolantite 
or eteatite ina; post term for etator, lug ter for 
rotor on LE side; two mtg etude w/#4-40 tap on 

21/32" mtg/cjaa e as NT-482989 except for mtg, sa e 
ae NT-484346 except for lug term on LH side. 


16-C -59224-1601 


N16~c-12331-11 


CHC 
coc 


COL 


922 0009 OOrev1 


Mar 


-483379 


CAPACTTOR, variable: 6/15/55 

lair; plate meshing type dual eect; 3.8 to 16/3.8 to 
16 mmf; SIC/SLC; 0.030" air gap; 3 1/16" 1g x 1" wa 
Ix 11/2" bh shaft 13/64" diam x 7/64" 1g eplit bushing 
5/16" diam x 27/64" 1g locking type; sedr. addseleven 
cad pl brass plates per sect; 360 deg rotation; 
ceremic ine; lug term; two mtg feet ea w/#6-32 NC-2 


tapped hole on 2 5/16" mtg/c. 


16-C-62111-2603 


N16~C-12334-50 


CIN 


AP-111-6 


15ED15 


coL 


922 0010 OOrevh 


MBF 


-483380 


CAPACITOR, variable: 6/15/45 

air; plate meshing type dual sect; 5 to 28.5 ea sect; 
SLC/SLC; 0.030" air gap; 3 11/16" 1g x 1 3/16" wi x 
11/2" bh shaft 13/64" diem x 1/8" 1g eplit bushing 


5/16" diem x 13/32" 1g locking type; ecdr adj; 
nineteen cad pl brass plates per sect; 360 deg rota- 
tion; ceramic ins; lug ter ; two mtg feet ea w/#6-32 


INC-2 tapped hole on 2 15/16" mtg/c. 


16-C-62239-8955 


N16~C-12338 


CIN 


AP-12L-6 


coL. 


922 0011 O0rev4 


MBF 


= 
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483361 


CAPACITOR, variable: 6/15/45 

lair; plate meshing type single sect; 3 to 35 mf; SIL 
10.0195" air gap, 1000 vdct; 1" 1g x 15/16" wd x 
7/32" h shaft encl in housing w/split bushing 3/16" 
diam x 17/32" 1g locking type; sedr adj; twelve 
ativer pl brasa plates; 360 deg rotation; ceramic, 
Lsolantite, c~> ateatite ins; post term for stator, 


lug term for rotor on RH side; two mtg atuda 3/32" 1g 
w/#4-40 tap on 21/32" mtg/cj same aa NT-484347 except 


for term lug on RH aide. 


16-C-59388-4471 |RI6-C-12235-20 


-483362 


CAPACITOR, fixed: 6/15/45 
mica; 500/500 mmf plus 100% minus 0%; 300 vdcw ea 
sect; case 31/64" diam x 5/32" thk; metal case; two 
lug term 5/i@” lg x 0.093” wd ea w/one alot 3/32” lg 
x @.031" wh. 


REYGA 398 
eck 


2 7-C-39425-5376 


me 


CHC 
coc 


APC 


coL 


922 0012 00rev2 


Mar 


CBN 
CAN 


837 


M-39 


ceL 


> | 
912 0004 OOrevl 


MBE 


~483363 


CAPACITOR, fixed: 6/22/45 
paper dielectric; 4000 mf plus 10 minus 3%; 10,000 
vdew; HS metal can; case 3 3/4" lg x 21/4" wd x 

3 if) "hj oll impr and filled; two por ing stud term 


2 1/32" h, located on top 2" ¢ to o; ne int gnd 


connectiens. ° 


i 


IREYBA139 
Ie 3A488 


16-C-40825-8607 


-483363-10 


CAPACITOR, fixed: 6/22/45 
INT-483383 w/4000 mmf p/m 10%. 


RE4GA139 
IREI3A4K88 


16-C- 40846-8607 


cG 


K-8399535rev0 


8x(2) 


-483364 


jcAPACETOR, fixed: 6/22/45 
paper ‘dielectric; twe eect; 5€@0,000 mmf plue 10 
minus 3% ea sect; 5000 vdcw ea sect; HS metal can; 
5 3/8" h x 4 9/26" 1g x 3 3/4" wd; pyranol filled; 
three solder lug tera, two on por bushings 2” h 
located on top 2" c to c, three lugs form a triangle; 


one aide of ea sect ie cemmon and is int gnd. 


IRELBALTO 
REL3A488 


{ 


16-C-53610-7327 


P 


~483384~10 


ao 


CAPACITOR, fixed: 6/22/45 


RELaAK7O 
REL3A468 


16-C-53667-~4350 


Veer 


ae ime 


cc 


K-8399532 


jt-483364 ¥/500,000 maf p/m 10% ea sect, 


+— 
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4——___ 
-483385 CAPACITOR, fixed: 6/22/45 IRELBALT 16-C- 39530-1212 
paper dielectric; 200 mmf plus 10 minua 3%; 10,00U REL 3A488 
lvdew, 21000 vdct; glaaa body; case 4 1/8" 1g x 1 3/16" 
diam; mineral oil filled; ferrule type term at ea end| 
mo int gnd connections; ferrule type mtg 1 3/16" diam 
x 1/2" 1g. : 
-4.83385-20 CAPACITOR, fixed: 6/22/45 ~TRENGAL7 1 16-C-39530-2115 csr {5873 ToRP $-35-5435revl SG-3 
tt-483385 w/200 umf p/m 20%. FREL3AL88 
: + ; i ‘SEhOAby 7 z laa 
|. -483386 CAPACITOR, fixed: 6/23/45 eae 16-0-46319-4800 csr [5878 cee |$-35.5456 rev 0 laws 
paper dielectric; 250,000 umf plus 20 minus 1ef;115  |RELZAKES 
vacw, 6@ cps; HS metal can; 1 13/16" 1g x 3/4" dian; 
mineral oii filled; term in ctr of ea end ea w/#10-32 
‘tapped hola; no int @Md connectiona; diamond ahape 
htg £1 3/4" from one end w/two 0.157" diam holes 
h 1/8" c toc. 
-483386-10 CAPACITOR, fixed: : 6/23/45 REGAL 72 16-C-46339-4815 56-3 
Int-483386 w/250,000 mmf p/m 10%. (RE13A488 k 4 
+ 
~483387 CAPACITOR, fixed: 6/23/45 (RE13A488 16-C-48796-1113 
paper dielectric; 1 mf plus 10 minua 3%; 600 vdew; IREYSA325 
IBS metal can; case 49/64"wa x 15/16" le x 2 3/4" b; 
leil filled; two rivet lug term, located on bottom; no 
int gnd connections; channel mtg bkt w/two 5/32" x 
3/8" alote 1 15/16" c toc. | 
_—|.. ee Ite 
-483387-10 (CAPACITOR, fixed: 6/23/45 RE13A486 - 16-C-48827-1083 csr |Pgpen CRP jS$-35-5429ie82 | s¢-3 
INT-483387 w/l mf p/m 10%. IREYGA325 
5 Th 
- 483388 CAPACITOR, fixed: 6/23/45 [RE48A110 16-C-4.4236-1053 CSL |XEMR-6-05 
paper dielectric; 50,000 mmf plua 10 minua 3%; 600 IREL3A488 
lvdcws HS metal can; case 17/16" h x 1 5/16"1g x 
11/16" ofa; oil filled; two aolder lug term 9/16" b 
located on top; no int gnd connections. 
f 
~483388-10 CAPACITOR, fixed: 6/23/45 IREKBALIO 16-C-44257-1083 CSL | XKMR-6-05-10 CRP }|S-35-5440-1 “Tees 
INT-483388 w/50,000 mmf p/m lof. REL3ANEB daa 2 
L — —= 
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- 483389 


CAPACITOR, variable: 7/7/45 

lair; plate meshing type single sect; 3 to 13.8 umf; 
SIC; 0.015" air gap; 29/32" 1g x 15/16" wa x 1 7/32" 
Ih, shaft 5/32" diam x 17/32" lg, eplit bushing, lock- 
ing type; round shaft adj; four cad pl rasa plates; 
360 deg rotation; iselantite ine; post term for 
stator, lug term for rotor on LH side; two mtg studs 
tapped for #4-40 screws en 21/32" mtg/c 31/64” trom 
top; aimilar to NT-48785-A except for shaft lg and 
eplit bushing. 


16-0-58420-9165 | 


CHC 


APCtypec 


I 
cG = | P-7767343-2rev3 | TDZ 


~483390 


CAPACITOR, variable: 6/23/45 

jair; plate meshing type, single sect; 21 te 220 mf; 
SLF; 0.03025" air gap; 4 5/16" 1g approx x 3 3/32" 
wd x 3 5/32" h shaft 5/16" diam x 9/16"1g, 

shaft for fast running dial 1/4" diam x 17/32" 1g; 
gear driven; twenty nine plates; 3@0 deg rotation; 
eteatite ins; selder lug term; three mtg holes in 
base en 1 15/16" x 2 11/16" mtg/c. 


16-C- 61523-4812 


CBK | 3~1546Arev0 oct 
CBK jA20@22 rev 2 
cuz |CO-1211 1e6 B 


-'483390-A 


CAPACITOR, VARIABLE: Tin us 

air dielectric; plate meshing type, single sect; 21 
ito 220 mmf; SLF tuning-characteristic; 0.03025" air 
gaps 4 9/32" le x 3 11/32"wd x3 5/32" h, ohaft 5/16" 
diam x 9/16" 1g; goar driven; 29 copper nickel silver 
lnlloy plates; 180 deg counterclockwise rotation; 
ceramic ine; solder lug term; three #8-32 thd mtg 
Inoles in base on 1 15/16" x 2 11/16" mtg/c; same ae 


evs Type 483390 except the "A" has two 0.157" diam 
wholes and one @.140" diam hole in the cover; gear 


shaft extending 5/8" from side 1/4" diam. 


16-C-61523-4801 


CBK |. 080 


iCHZ ‘CO-l21i iss B 


-483391 


APACITOR, fixed: 6/25/45 
ceramic dielectric; 55 mmf; pos tem coef 700 (tel p/m 


05) mmf/mf/°C; 1500 vacw 60 cyc; case 2 1/8" lg x 
3/16" wa x 0.170" thk; two slots 13/16" 1g x 25/32" 
wd, one at ea end; uninsulated; add suffix indicating 


capacity telerance in per cent. 


a ee Sh 


-483391-4 


CAPACITOR, fixed: 6/25/45 
INT-483391 ¥/55 mmf p/m 44. 


NOTE: TAJ-11; TAJ-13 thru TAJ-19. 
ae biorwies 


16-C-16622-4633 


CG = {K-7872603rev? TAS 


CAPACITOR, fixed: 6/25/45 
paper dielectric; 3 mf plus 10 minus 3%; 330 vacw; 
HS metal can; case 2 3/4" h x 21/2" ig x 1 3/16" wd 


on top; no int gnd connections. 


ofa; oil filled} two solder lug term 31/64" h located 


| RELAALO 
REL3A488 


| 


|, 16-C-49552-3910 


a 


CG 


26F 395 


+ 
CG =| K-6898638rev6 SJ-1 
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-4,83393 CAPACITOR, fixed: 6/25/45 : RELBALTS: 16-C-48796-1310 | 
paper dielectric; 1 mf plus 10 minus 3%; 600 vdew; {RE13A483 
HS metal can; case 3 1/8" h x 1 3/8"lg x 3/4" waz 


castor o11 impr and filled; two ina solder lug term 
5/8" c to ¢ on top; no int gnd connections; two 


integral mtg ft on top w/ 5/32" slot in ea and 1 7/8" 
1 to C. | \ | 

-483393-10 CAPACITOR, fixed: 6/25/45 FRISL3A488 |16-0-48817-1320 CRY |P-72076-50Lrev1l{sD-5 
INT-4.83393 w/1 mf p/m 10%. REKBAL75 

2483394 CAPACITOR, fixed: 6/25/45 fREvBa349 


mica; 150 mmf; 50C vdew; case 11/32" 1g x 7/16" diam; [26CH2 
metal case; one right angle term bent down 1/16” in 


front of dase and one radial lug term 1/16" lg, ea 
term w/open slot 3/64" x 1/32";#3-46 thd hole in one 


endi add suffix indicating capacity tolerance in per 


| cent. 
7 
~483394-10 CAPACITOR, fixed: 6/25/45 RELBA 349 16-C-28980-1903 cER |370A cmt, |u7A135-0 ae 
NT-4.83394 w/150 umf p/m 10p. 16ck1 \ 
-483395 CAPACITOR, fixed: 6/25/45 REKBALT3 16-C-41199-7092 


paper dielectric; 5,000 mf plus 10 minus 34; 1,000 |RE13A488 
vdew; HS metal canj case 1 13/16" 1g x 11/16" diam; 


mineral oil impr and filled} one solder lug term at 
ctr of one end; one side gnd; fl mtg at one end w/one 
0,178" diam hole 9/16" from ctr of body. 


~483395-20 CAPACITOR, fixed: 6/25/45 RELBAN73 16-C-k12h9-8652 CIE | 7633 CHL | 46a007-D RBX 
NI-483395 w/5,000 umf p/m 208. FRELZAMBS 
-483396 CAPACITOR, variable: 6/25/45 cuF | 152585 CHZ | SA-2249180806 BM 
air; plate meshing type, single sect; 75 mmf max; BO 
SLF; 3 1/2" 1g x 35/16" wi x 2 1/k" n; two plates; EM-1 
solder lug tern. BO-1 
483397 CAPACITOR, variable: 6/27/45 i 16-C-63432-8201 crx | cn617092 crx | 817091rev0 ocr 
air; plate meshing type, three sect; 14.6 omf min to cry | PW11-53 
525 umf max ea sect} SLC; 850 vact; 4 7/8" lg x 
3 3/16" wi x 2 3/k" b shaft 1/4" diam x 1" 1g; round 
shaft adj; thirty-one plates ea sect; clockwise 
rotation; solder lug termfouvr thd mtg studs on 
213/16" x 4 7/16" mtg/c. | 
_ 
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SHEET 48-986 
— 9 
N. Th + . : EQUIPMENT 
eetenaton | NAME AND DESCRIPTION oiaree’mo | san no | SEC WY | erbct So | arte wo | MENS RET® [wren | “Aten “acumen” fasten | on" wo"™ | “owt 
cade eee jn 
- 483398 CAPACITOR, fixed: 6/27/45 . 
ceramic dielectric; 85 mmf; neg temp coef 750 (tol 
| p/m 112.5) mmf/m¢/°C; 500 vdcw; case 5/8” 1g x 0.123" | 
OD, 0.79" ID; capacitor plates act as term; slip mtx; 
unineulateds silver pl; add auffix indicating 
capacity tolerance in per cent. 
1. i} —~ 7 
-483 398-10 CAPACITOR, fixed: 6/27/45 16-C -16958-5422 CHR | 20N750K85 CEB |36-A30A027-LrevO|AN/APA-17A 
'~483398 w/8! . ——+——- 
NT-483398 w/85 mmf p/m lop (as See a 
-483399 CAPACITOR, fixed: 6/28/45 
ceramic dielectric; 47 mmf; neg temp coef 750 (tol 
p/m 120) mm¢/mt/°c; 500 vdew; case 0.46" 1g x 0.25" 
diam; radial wire leads; uninsulated; add suffix 
indicating capacity tolerance in per cent. 
— 
-483399-10 CAPACITOR, fixed: 6/28/45 36 -C-16542-5728 CBM jclase D CRY |P-72052-325rev9 |SD-5 (4) 
NT-483399 w/47 mmf p/m lop. CRY |K~-90581-325rev0 
fs 4 4 
~483400 CAPACITOR, fixed: 6/28/45 
ceramic dielectric; 10 mmf; neg temp coef 750 (tol 
p/m 110) mmf/mP/°C; 500 vdew; case 0.46" lg x 0.24" 
max diam; radial wire leads; uninsulated; add suffix | 
indicating capacity tolerance in per cent. 
4 4 
~483400-10 CAPACITOR, fixed: 6/28/45 16-C-15924-9851 CRV [A CRY |P-72052-309rev9 | SD-5 (4) 
NT-483400 w/10 mmf p/m 1 mf. CRY | K-90581-309 
i= 
-483401 CAPACITOR, fixed: 6/28/45 CBN |Clesa D BC 
CANCELLED: use NT-481635. 
~483402 CAPACITOR, fixed: 6/29/45 
ceramic dielectric; 4 mmf; zero temp coef (tol p/m 
30) mmf/mt/°C; 500 vdcw; case 0.460" Ig x 0.225" 
diam; radial wire leads; unineulated; add suffix 
indicating capacity telerance in per cent. 
-483402-5 CAPACITOR, fixed: 6/29/45 16-C-15559-4837 |N16-C-8066-~2 cBN |class D ce sc (2) 
NT-483402 w/4 mmf p/m 0.2 mmf. 
—s bi a i Smet 
-483402-25 CAPACITOR, fixed: 6/29/45 16-C-15568- 8754 3D9004 -5 CBN }clase D cG LO-1 thru 
NT-483402 w/4 mmf p/m 1 mf. |e 
1 
~483403 CAPACITOR, fixed: 6/29/45 
ceramic dielectric; 300 mmf; neg temp coef 750 (tol 
p/m 112.5) mmf/mf/°c; 500 vdew; case 1.3" 1g x 0.34" 
max diam; radial wire leeds; unineulated; add suffix | 4 { 
indicating capacity tolerance in Per cent. | 
~483403-10 CAPACITOR, fixed: 6/29/45 16-C-17854 -5518 3D9300-13 CBN \B CG sc 
7 _}wr-483403 4/300 muf p/m 10h. | a | 
a SHEET 48-5) 
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SHEET 48-987 


ne, NAME AND DESCRIPTION eee a ee ee ee og a eae 
-483404 CAPACITOR, fixed: 6/29/45 (RES A221 
mica; 28,000 maf; 500 vdew; case 1 5/8" 1g x 11/8" [16cho 
wd x 29/64" thk; molded bakelite case; two lug term 
ea u/one 0.173" dism hole; two utg holes in case 
0-144" diam, 15/16" c¢ toc. 
. | 
-483ho4-B2 CAPACITOR, fixed: 6/29/45 FBBA221 16-C- 34693-942@ {N16-C-10574 cD AL cg K-27J77-12rev10 | SC 
WI-483404 w/28,000 mf p/m 4; temp coef ltr B. 16cho CSL | XQBW 
CAN | BL 
483405 CAPACITOR, fixed: 6/29/45 RELBAC2L 
mica; 26,000 maf; 500 vdcw; case 1 5/8" 1g x 11/8" hécne 
wa x 29/64" thk; molded bakelite case; two lug term 
ea w/one 0.173" diam hole; two mtg holes in case 
jo-Ta" diam 1 5/16" c toc. 
-483405-B2 CAPACITOR, fixed: 6/29/45 FeeA221 16-C-34588-4826 | N16-C-10572 cn yn ca K-27J77-17revlo | SC 
NT-483405 w/26,000 mmf p/m 2b; temp coef ltr B. 1640 CSL |XQBW 
-483406 CAPACITOR, fixed: 6/29/45 RELBA110 '16-C-50696-5926 {N1L6-RC-14470 
paper dielectric; 6 mf plus 10 minus 3%; 600 vdew; RE13A458 
HS metal can; case 4 19/32" h x 21/2" 1g x 1 3/16" 
wd; pyranol filled; two solder lug term 1/2" h located 
on top; no int gnd connections. 
-4.83406-3 CAPACITOR, fixed: 6/29/45 REBALLO 16-C-50666~1720 oc 23F116 CG | P-7763667-1rev0 | SC 
NT-83406 w/6 mf p/m 3b- RE13A488 ae i> 
~483407 CAPACITOR, fixed: 6/29/45 RE4L8A110 . 16-0-52212-3915 | N16-BC-14505 CG | a5F205 CG =} K-6813722revl0 | SC-2 
paper dielectric; 20 mf plus 10 minus 3%; 330 vacw © |REL3A488 
60 cpa; HS metal can; case 4 19/32" h x 3 3/h4"1@ x 
2 1/4" wa; two solder lug term 31/64" b located on topy 
no int gnd connections. 
- + 1 
-483408 CAPACITOR, fixed: 6/26/45 IREYSAL23 16..C-52089-3890 AAI |A1072 CAAI |Dwe#10070 BO 
paper dielectric; 16.8 mf plus 10 minus 3%; 25 vdews {RE13A488 
IHS metal can; case 4 1/2" 1g x 2" diam; oil impr and 
filled; two solder lug term on top; no int gnd 
leconnections; 1-14 thd painut mtg. 4 + 
-483408-10 CAPACITOR, fixed: 6/26/45 REYBAD23 '16-C-52089-3890 CAAI {A072 CAOR | #1059 ocr(5) 
NT-483408 w/16.8 mf p/m 10g. (RE1 34488 
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air; plate meshing type, single sect; 5.5 to 10 mmr; 
SLC; 0.015" air gap, 200 vdew; 1 25/32" 1g-x 15/16" 


wd x 1 7/32" h shaft assembled w/collar and nut 1/k" 
diam x 5/16" lg ofa; scdr adj; twenty-seven cad pl 
braee plates; 360 deg rotation; steatite ine; post 


term for statcr, lug term for rotor; twe mtg etude 


w/#4-40 tap on 21/32" mtg/c. 


BEE Manen NAME AND DESCRIPTION NAYY DWG JAN ORS: STANDARD NAVY Eso ASO SIGNAL CORPS jyecR | MANUFACTURER'S | Con. | CONTRACTOR'S DWG EQUIPMENT | 
ORSPEC: NO. STOCK NO STOCK NO STOCK NO STOCK NO PART NUMBER [tractor OR PART NO USED IN 
-483409 CAPACITOR, fixed: 6/26/45 IRE SA223 16-C-51457-5160 CAAT }A1053 ACAAI | 10070 OBO 
paper @felectric; 8 mf piue 10 minus 3%; 690 vdew; |mR13A488 ' 
HS metal can; case 4 1/2" ig x 2” diem; of] impr and 
filled; two solder lug term on top; no int gnd 
connections; 1-14 thd palnut aotg. | ut 
-483409-10 CAPACITOR, fixed: 6/26/45 REYBAL 3 16-C-51478-5160 CAAT [A1053 cAOR | #1058 acr(5) 
WT-483409 w/8 af p/m 10%. IRE BAL88 
~483410 CAPACITOR, fixed: 6/27 
, , (21/5 REL3AL88 16-c-49186-6437 cd | rK20020 TPA 
paper dielectric; 2 mfd plus 10 minus 3%; 20,000 RekBai39 | 
vdcw; HS metal can; 12” ig x 9 1/2" wa x 15" h; 
aykanol impr and filled; twu por ins stud tern 
4 9/16" h located on top 6" c to c; no tnt gad 
counestiona. 
~483410-5 CAPACITOR, fixed: 7 6/27/45 FE13A488 16-C-49165-6437 
hvr-483410 w/2 wo p/w 5%. IRBYBA139 5 
r 7 1 
~WB3411 CAPACITOR ASSEMBLY: 6/26/85 16-C-@6212-7733 CW /D-1 73527 CW | BL-106371 tes 1 /QBA 
c/o two paper capaciters ea rated 1.08 mfd, 400 vdew 
assembled w/a steel strap, the difference between 
the two shall not exceed 0.011 mfa; 5 3/8" h x 2" wa 
x i 37/64" a approx o/a; four mtg studs on top on i” 
x 113/32" mta/c. 
| Serene ro en Lae RE ee ed Sees 
~483412 CAPACITOR, fixed: 6/26/45 CBK | EO-50-FS cYu | PW11-54 ocT 
air; 22 mf p/m 10%; 0.050" air gaps 1 1/8" 1g x modified |CBK | SK/60-llrevO 
1 7/16" wa x i 7/16" h; four solder lug term; two mtg) 
atude 9/16" 1g ea w/ #6-32 thd screw 1 3/32" c toc; 
four platee; isolentite ins. 
ofan as 4 
483413 CAPACITOR, variable: 6/26/45 16-C-60609-7632 CDB | 1C-2081 cyy | PW11-57 ocr 
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ie | 
NAVY DWG STANDAR! NAVY eso fe} y CON. CONTRACTOR'S DWG EQ! MENT 
eee] NAME AND DESCRIPTION Gem me fSRM a | PNBARE, NRL (SEER Ses cf “mito Suess | Meteae Ser [enon | MARTUP ATR foe Puen | Seu 
~HO3414 CAPACITOR, fixed: 6/28/45 RE13A488 cre | 35-5491-1 sc-k 
CANCELLED: REBA2BO 
paper dielectric; three sect; 3 mf plus 10 minus 3% 
es. sect, 4.5 mf between term; 90v 3 ph 60 cpa work- 
ing; c/o three sect connected in delta, 
; 7 4 
-433415 CAPACITOR, fixed: 6/27/45 16-C-56785-6728 CG foi-1nak CG 1K-@639363 rev 5 {TPA 
vacuum dielectric; 100 muf plus 5%; 16,000v RF peak, 
15 amp at. 3000 kc, 7 amp at 1000 kc, 2 amp at 300 ke, 
0.7 amp at 100 kc; 4 9/16" 1g x 2.1/k" max dian ofa 
Giess case w/metal ends; two 25/32" 1g x 9/16" dian 
axial term; mts w/term slipped into mtg clips. 
i 
-483416 CAPACITOR, fixed: 6/28/45 RE13A488 
CANCELLED: RE48ALT7 
paper dielectric; three sect; 30 mf plus 10 minus 3% 
ea sect, 45 mf between term; 90v 3 ph 60 cps working; 
c/o three sect connected in delta. | 
t 
-483416-10 CAPACIT@R, fixed: 6/28/45 RE4BALTT CRP | 35-5501 SG-h 
CANCELLED: RE13A488 
NT-483416 w/30 mf p/m 10% ea sect 45 mf between term. 
-4B3417 CAPACITOR, fixed: 6/28/45 RE13A488 
CANCELLED: RELSALTT 
paper dielectric; three sect; 50 mf plus 10 minus 3% 
ea sect, 75 mf between term; 90v 3 ph, 60 cps work ing) 
‘ c/o three sect connected in delta. 
= 
~483417-10 CAPACITOR, fixed: 6/28/45 RER8ALT7 CRP | 35-5509-1 sG- 
CANCELIED: RELZAKSS 
NT-483417 w/50 mf p/m 10@ ea sect, 75 mf between tem, 
-483418 CAPACITOR, fixed: 6/29/45 REABALLG CSL | MO 80-2 
CANCELLED: use NT-481657. 16Ccho cs | MOS 
Caw | 1468 
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TRACTOR 


OR PART NO 


USED 


IN 


-4B3419 


CAPACITOR, variable: 6/29/45 

air; plate meshing type single sect; 3.5 to 35 mmf; 
SLO; 0.015" air gap, 500 vdcw; 31/32" lg x 15/16" wa 
x 1 7/32" h, shart 1/8" diem x 3/32" 1g split bushing 
7/16" ig x 1fA"-32 thd locking type; scdr adJ; ten 
cad or silver pl brase plates; 360 deg rotation; 


steatite ins; pest term fcr stator, lug term for” 
rotor on RH aide; two mtg studs 3/32" 1g w/#4-4O tap 
on 21/32" atg/c. 


16-C-59402-1812 


crw | aRL-18 


CRP 


U96-508 leche 


so-5 


483420 


capacitor, variable: 6/es/i5 
|eerantes rotary type, single sect; 2 to 6 mmf; 500 
vdew; temp coef minus 500 mmr/mf/*c; case 1 13/64" 1g! 


x 5/8" wd x 0.450" h ofa} solder lug term w/right 
angle bend; mtg bkt on top w/ene 0.149" diam hole; 


i i 
16-C-63876-1821 


\ 


CBN | B820-202 


CHL 


ALAOT9i sad 


RBX 
RCY 


~483421 


sacdr slot adj; ceramic base. 

CAPACITOR, fixed: 7 6/28/45 
paper dielectric; 30,000 mmf plua 10 minus 3%; 600 
vdew; HS metal can; case 1 13/16" lg x 1" wd x 3/4" 
h ofa; dykanol impr and filled; two aolder lug tern 
5/16" h on top, spaced 1" ¢ to c; no int gn@ connect- 
ion; two mtg ft 3/8" wd flush w/oottom, w/ 3/16" dian 


lmtg hole spaced 2 1/8" ¢ toc. 


RE13A488 
RE4BA1L28 


4 


i 


16-C-43476-3109 


cD BYT 


~483h21-10 


CAPACITOR, fixed: 6729/05 


)RELSALOO { 


ep | byt 
cD DYRT-6004 


~h83h21-25 


REWSAL2B 


16-0 -43527-7h53 


cp DYRT-6603 


483422 


electrolytic; two sect; 40/40 mf; 450 vdew; working 


temp range minus 20°C to plus 65°C; case 3 3/#" lg x 


1 3/4" wa x 37/8" bh; HS metal can; three solder 


lug term on top; term ina frem can. 


CAPACITOR, fixed: 6/29/65 — 


REL3A5US 


16-C-22000-7552 


Wi.6~C -9685-23 


cD AYL~10130 


483423 


CAPACITOR, fixed: 6/30/45 
paper dielectric; 2 mf plus 10 minus 36; 7500 vdew; 


HS metal can; case 5" ig x 4" wd x 7" hy cil impr 


and filled; one sclder lug term on glass bushing 
2 13/32" hb and one # 
2 i/k" ¢ toc; int gna. 


24 tha gnd stua 1/4" hn en top 


W13A48S 


RELBALET 


~483423-15 


L ‘ 
CAPACITOR, fixed: 6/30/45 


NT-483423 w/2 mf p/m 15. RE13A488 


REWBALOT 


£16-C-49220-5776 | 


csr |¥-1048 


CRP 
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er 


[ 


NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
08 SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


eso 
STOCK NO 


AsO 
sTOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S OWG 
@R PART NO 


EQUIPMENT 
USED IN 


483424 


(CAPACITOR, fixed: 6/26/45 
ceramic dielectric; 1 mmf; neg temp coef 30 (tel p/m 
30) mmf/mr/°C; 500 vdew; case @.460" 1g x 0.225" 


diam; radiai wire leade; uninsulated; add suffix 


Indicating capacity tolerance in per cent. 


“48342425 


CAPACITOR, fixed: 6/26/45 
nT-}8342h w/ 1 mmf p/m 0.2 mf. 


16-C-15368-7162 


N16-C-8052 


CBN 


CHEZ 


co-824revAlL 


483425 


CAPACITOR, fixed: 6/30/45 
paper dielectric; 10 wf plus 10. minus 3; 440 vacw; 
HS metal can; case 3 3/4" 1g x 1 3/4" wa x 4 19/32" 


ny oil itor and filled; two solder lug term 35/64" h 
Rocated on top 2" c to c; no int gnd connections; 
twe mtg fl on side of case ea w/two 13/32" x 9/32" 
lslots on 4 3/8" x 5/8" mte/c. 


REKGA158 
RE13A488 


16-C-51834-8550 


cG 


21F228 


BL-439896-lissl 


QDA 


{- 
-4.83426 


CAPACITOR, fixed: 6/30/45 
paper dielectric; 28 mf. plus 10 minus 34; 440 vacw; 
BS metal can; case 3 7/8" 1g x 4 9/16" wa x 4 19/32” 


In; ofl impr and filled; two solder lug term 35/64" h 
‘Located on top 2" ¢ to c; no int gnd connections; 
two atg fl on side of case, ea w/two 11/32" x 9/32" 
slots on,4 7/16" x 3 3/8" atg/c. 


RE468A158 
RE13A488 


16-C-52561-2810 


-4O3427 


CAPACITOR, fixed: 6/30/45 
paper dielectric; three sect; 100,000 mf plus 10 


minus 3f ea sect; 300 vdcw ea sect; AS metal can; 


case 1 3/4" 1g x 1" wd x 1 7/3" hj of] impr and 
filled; three riveted lug term 9/16" h located on top 
lof case; all sect int gnd; two mtg ft on bottom of 


case, ea w/mtg hole 21/4" c¢ toc. 


RESBAL4T 
RE13A488 


16-0-5bu29-3285 fyaé-c-21333-120 


CG 


21F230 


cw 


BL-439896-2iss1 


QDA 


-483427-10 


CAPACITOR, fixed: 6/30/45 
NT-483427 w/100,000 mmf p/m 10f ea sect. 


NOTE: TCP (4); TCP-1 (4); TCP-2 (4); TCP-3 (4). 


RELBALAT 
RE13A488 


16-C-54442-8372 


N16-C-11333-110 


cG 


5239320— 1 


CA~206 


sxere) 
TCO-1 


SEE N@TE 


~483428 


CAPACITOR, fixed: 6/30/45 
electrolytic; 25 mf; 50 vdew; working temp range 
minus 20°C to plus 65°C; case 1 27/32" lg x 5/8" diamy 
two axial wire leads 2 3/k” 1g, 


RE4Y8A340 
REL3A549 


csL 


D-8490 


TCO-1 
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oa MAME AND DESCRIPTION Leet Gane wen | Smee Gee Ree | gee tie 1 Men Ree [waar rm eatene gota SUMS yet PRCUEaTY 
-& 3429 CAPACITOR, fixed: 6/30/45 REYSA340 1@-C-19913-77/1 jN16-C-9685-15 CMA | WB- 4S TCo-2 
electrelytic; 40 mr; 150 vdcw; werking temp range RELBASLY CRM | CA-255. i 
te plus 65°C; case 1 i/2" 1g x 15/16" 
t 
diam; HS metal case w/cardboard sleeve; twe axial 
wire leads 2 3/4" 1g; neg term gnd internally. 
—t ee 
-483430 IcapACETOR, fixed: 6/30/45 REGBALLG 16-C-49939-8642 ce = | #9CE5A33 cG | P-5271176 TCO 
paper dielectric; 4 mf plus 10 minus 3$; 1,000 vdew; |RE13A488 CRM | CA-237 TCP-3 
HS metal case; case 2 1/2" lg x 1 3/16" wa x 4 21/30" | 
h; pyranol impr and filled; twe pillar type Ins stud 
term 1 3/16" bh en top 1 1/3" c to c; no lat gna con- 
nections; two mtg fl on side of case 7/16" wa, ea 
w/ 7/32" @iam mtg hole 3" c toc. 
| -L83432 CAPACITOR ASSEMBLY: Taps ; ae Aaa = ; B72 : 
16-C-66297-24u41 om |c-3487-2 ues) 
eix var mica capacitors ea rated 9 to 160 mmf, 300 crm | CA-30 
act assembled en metal strip; 4 3/k" 1g x 3/k" wa x 
5/8" h o/a; two 5/64" diam hole in strip en 4 3/16" 
ntg/c. 
L = an es : L ey 
-4834 32 CAPACITOR ASSEMBLY: T/e/45 16 -C-66296-2801 CSL TCO 
six var mica capacitors CSL type #1862 ea rated 5 to aca i 
50 mmf, 3@@ vact assembled en ene metal atrip; 4 3/4" rWe9-2 (2) 
dex i" wi x1" 4 ofa; two 5/64" diam holes in 
metal etrip on 4 3/3" mtg/c. 
ane i Emes ——} = 
~483433 CAPACITOR, fixed: 7/10/45 
ceramic dielectric; 20 mmf; neg temp coef 750 (tol 
p/m 130) mmf/mt/°Cc; 500 vdew; case 0.46" 1g x 0.225" 
diam; radial wire leads; uninsulated case; add suffix i 
indicating capacity tolerance in per cent. 
~483433-2 1/2 |CAPACITOR, fixed: 7/10/45 16-C-16078- 2291 CBN |D CBZ | Ce-945rev0, TCS-13 { 
te NT-483433 w/20 mmf p/m 2 1/2. { CBN | 813 N TCs-6 (2) 
48343 CAPACITOR, fixed: 7/2/45 RBLBALL3 ; caN |D TCO 
CANCELLED: use NYT-483009. 16ck0 TCO-1 J 
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DESIGNATION 


soiree 
WAVY DWG 
NAVY TYPE ‘| NAME AND DESCRIPTION OR SPEC HO 


7483435 


STANDARD NAVY eso 
JAN. NO. STOCK NO sTocK NO 


CAPACITOR, fixed: 7/2/45 RE48A138 
paper dielectric; two sect; 60,000 mmf from term to /|RE13A488 
point 'C' p/m 10%, 250,000 mmf from point 'C' to gnd 


p/m 206; 600 vdcw ea sect; HS metal can; case 

1 13/16" 1g x 1" wa x 3/4" h; oil impr and filled; 
two solder lug term 5/16" bh on bottom of case 1" 
from c tc c3; 250,000 mf sect int gnd; two mtg eare 
3/8" wa integral w/bottom of case ea w/ 3/16" dism 
mtg hole 21/8" c toc. 


16-C-53030-2806 


aso 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


cD 


DYBR 


cw 


ES-677187-2isal 


UN 


| -403036 


CAPACITOR, fixed: 7/18/45 RE13A488 
paper dielectric; two sect; 250,000 mmf plus 10 /RE48A1.28 
minus 34 ea sect; 600 vdcw ea sect; BS metal can; 


case 2" 1g x 1 3/K" wa x 13/16" h; mineral o11 impr 
and filled; three rivet lug term 3/8" h on top; 
spaced 9/16" c to c; no int gnd connections;two mtg fd 


3/8" wa flush w/bottom, w/ 3/16" diam mtg hole 
spaced 2 25/64" c toc. 


16-C-53334-1574 


MERT-6022 


ce 


E-9031343-Jrev1 


sx 


483437 


CAPACITOR, variable: 7/9/45 


air;plate meshing type single sect; 3.5 to 28 umf; 
SIC; 0.015" air gap, 600 view; 13/16" 1g x 15/16" ya 


x 17/32" b shaft 13/64" diam x 5/32" lg bushing 
9/32" diam x 3/8" lg locking type; acdr adj; eight 
plates; 260 deg rotation; ceramic ins; post term for 


for stator, lug term for rotor on LH aide; two mtg 
studs 1/8" 1g w/ #4-4O tap on 21/32" mte/c. 


16-C-59261-4376 


CAIM 


cin 


CO-H-799chgD6 


TCs-13 
TCs-14(10) 


-483438 


CAPACITOR, variable 7/10/45 
lair; plate meshing type, single sect; 9 to 78 maf; 
SLC; 0.040" air gap; 1 7/8" 1g x 1 13/16" wa x 


1 13/16" bh shaft 1/4" diam x 3/4" 1g w/ 5/16" diam 
collar; round shaft adj; fourteen aluminum plates; 


isolentite ins; solder lug term; panel mtg, two holes 


in front base and two in rear base 0.154" diam on 
1 3/32" x 17/8" mtg/c. 


16-C-60404-4347 |11.6-RC-14549 


CHC 


HEB spel 


cea 


M-7465809-1re vO 


sc 
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NAVY TYPE NAYY DWG PS MANUFACTURER'S Con CONTRACTOR'S DWG EQUIPMENT 
DESIGNATION Is NAME” (ANG «DESCRIPTION OR SPEC NO JAR NO svaTock NO.” stock ‘No Sock NO eGrock NO [MFGR OSE AR UMBen | reactor oR Fart no [USED IN 
1 — 

~483439 ICAPACITOR ASSEMBLY: 7/10/45 16-0 -66207-3701 |N16-RC-13457 cw cw BO-14735-liee6 | MK~12 Modo 
c/o two NT-481954 Paper Capacitors, 0.1 mf, 600 vdcw | 
laseembled 1n box w/two tip jacks and two banana plugs { j 
for connection; 3 9/16" 1g x 2 7/16" wi x 2 1/16"h 

i 
; mtd by two Lh 4u" ¢ toc. | 

approx; mtd by two banena plugs 3/4" c toc 

~483440 CAPACITOR, fixed: t/e/s5 B4BA162 16-C- 44257-1587 
paper dielectric; 50,000 mmf; 600 vdcw; HS metal case gXE13A483 
case 17/16" 1g x 5/8" diam; halowax impr; two axial 
wire leads; no int gmd connection; mtg clamp w/two | | 
5/32" diam holes spaced 1/4" c to c. 

-h83hhio- 10 CAPACITOR, fixed: 7/e]i5 | ReKBAI62 16-C-Wh257-1587 | i: [ep |MCBLO6 COL 1930 6612 00 
NT-463440 w/50,000 mmf p/m 10%, ; REIIASS | { revD11695 

-4.83440-20 CAPACITOR, fixed: 7/2/45 REKAALO2 16-C-44287-6519 [Ni6-C-11173-50-1 cp MC8KOG con 1930 6614 Oorevo | Tcz (3) 
|NT-4834%0 w/50,000 mmf p/m 20%. fREL3Anse aes 

UB 3441 CAPACITOR, fixed: 7/3145 FRE4@A 342. eeraucnoer CMA | HC2540 lesy mtg TPA 
electrolytic; 4000 mfd; 25 vdcw; working temp range [REL3A549 bracket 
Ininus 20°C to plus 65°C; case 4 3/8" 1g x 21/16" 
diam; metal case w/ins sleeve; two selder lug term | 
5/8" on top spaced 1" c to c; term ins from can. | H [ 

-4834K2 ICAPACITOR, fixed: 7/3/45 6-¢-56767-4165 [m6-c-1190k CIM | ¥C-25-32 cG P-7766389-3reve | TEL 
vacuum dielectric; 25 of; 32,0@0v RF peak, 1.0 amp at } 
100 kc, 3 amp at 300 kc, 10 amp at 100® kc, 30 amp at i 
3000 ke; 6 1/2" 1g x 2 1/4" max diam o/a glass case 
Ww/metal ende; two 11/16" 1g x 13/16" diam axial term; i 
imte w/term slipped into mtg clipe. 

pe 

-48343 CAPACITOR, variable: 7/3/45 1.6-C-6167h - 3836 CFT | NCP-10-3c-84 CFT | NCP-10-3C-84revBl AN/AR@-10 
air; plate meshing type, single sect; 23 to 297 mf; 
SLC; 0.070" air gap; 4 1/32” 1g x 3 7/6" wad x 3 1/2" 
h ehaft 1/4" diam x 3/4" 1g; round shaft adj; twenty- 
eight eilver pl brass plates end plates serrated; | 
counterclockwise rotation; ceramic ins; ecrew term; 
three holea in ea end plate 6-32 NC-2 tap for mtg 
in semi-circle of 1 1/4" rad. 
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NAVY TYPE 
DESIGNATION 


| 


NAME AND DESCRIPTION 


NAVY OWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 


Eso 
STOCK NO STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Cox. 
TRACTOR 


CONTRACTOR'S OWG 
OR PART NO 


EQUIPMENT 
USED IN 


-HOZKKL 


CAPACITOR, fixed: 


1/3/45 
electrolytic; four sect; 8/16/4/50 mf; 450/425/250/50 


° 
vdew; working temp range minis 20°C to plus 65 6; 
case 3 3/8" 1g x 1 3/8" diam; metal case; four wire 
leads on bottom; case is common neg; single hole mtg, 


mtg neck 7/8" 1g, lower 1/2" has 3/4"-16 thd, fur- 


niehed w/painut. 


RELBALLG 


16-C-22956-5268 j{N16-C-12731-100 


cD 
CSF 


FR-10041 
D8489 


TCO 
TCO-1 


-hO3hK5 


CAPACITOR, fixed: 7/3/45 
paper dielectric; 1.75 umf plus 10 minus 3%; 20,000 
vdew; HS metal can; case 13 11/16" 1g x 8" wa x 

13 1/16" h; oil impr and filled; two por ins atud 
term 4 5/16" hb located on top 6 3/k" ¢ to e3 no int 


gnd connections. 


RE13A488 
REV8A139 


16-c-49091-6502 


ca 


14F33 


CG 


P-7766168-3rev4 


TEE 


483446 


7/3/45 
paper dielectric; two sect; 500,000 mf plus 10 minus 


3% ea sect; 300 vdew ea sect; aS metal can; case 


CAPACITOR, fixed: 


13/16" wix 15/16" 1g x 115/16" bh; pyranol impr; 
two rivet lug term, located on top; two sect int 


gnd; channel mtg dkt w/two 5/32" x 3/8" elote 


1 15/16" ¢ toc. 


REL3A488 
REABA326 


16-C-53569-1746 


cG 


23F280-5 


cG 


P-7765502-lrev10| 


TEE 


483447 


CAPACITOR, variable: 7/3/45 

air; plate meshing type, single sect; 32.5 to 465 
muf; SLC; 0.070" air gap; 5" 1g x 4 5/8" wa x 3 1/h" 
b shaft 1/4" diam x 11/2" 1g; round shaft adj; 
forty-three aluminum plates; 360 deg rotation; 
steatite ina; solder lug term; panel mtg, three #8-32 


tapped holes in line on 1 3/16" x 1 3/16" mtg/c in 
front and rear plates. 


16-C-61903-6801 


CHC 


TC-bho~L, 


cG 


P-7764088-6rev9 


TEE 


=4O34K8 


CAPACITOR, variable: 7/3/45 
air; plate meshing type, single sect; 18 to 220 mf; 
SLO; 0.070" air gap} 3 3/16" 1g x 4 5/8" wa x 3 1/k" 


h shaft 1/4" diem x 1 1/2" 1g; rounded shaft; twenty- 
one aluminum plates; 360 deg rotation; steatite ina; 


solder lug term; panel mtg, three $8-32 tapped holes 


in line on 1 3/16" x 1 3/16" mtg/c, front and rear 
plates. 


16-C-61523-42b1 


CEC 


TC-220-L 


CG 


P-7764088-5rev9 


TER 


RESTRICTED 


SHEET 48-995 


WIGSLVW DINOULDATA ~AdAL AMAVN 40 SOWLVD 


t # LNIWdIddNS 
(V)601'006 SdIHSAVN 


SHEET 48-996 


RESTRICTED 


yY TY | y 
BESIONATION Hone ANG aesioniee ote no | san wo | SANBO NY | arSck So | srbck eo | MEEK SROS [ers | MANUTAGTOMEN® [pitt] “one ne" | Siseo" GN 
~4@34L9 CAPACITOR, variable: 7/3/45 Le@-0-@1528-9911 cnc {TC-220-K CG P-77@4088-Lrevg | TEE 
air; plate meshing type, single sect; 24.5 to 222 
mmf; SLC; 0,084" air gap; 3 3/4" le x 4 5/8" wa x 
3 1/4" bh shaft 1/4" diam x 1 1/2" 1g; round shaft 
ad}; twenty-five aluminum plates; 360 deg rotation; | 
steatite ine; selder lug term; panel mtg, four holes 
#8-32 tap, three holes in line on 1 3/16" x 1 3/16" 
mtg/c, 4th hole forming isosceles triangle w/two 
end, holes 1 13/16" h. | 
{ 
-4.83450 CAPACITOR, fixed: 9/3/45 RELGALY3 
mica; 4200 mmf; 300 vdcw; case 53/64" lg x 53/64" wa [LECKO 
x 11/32" a max; molded dDakelite case; twe axial wire 
ic leads. | 
a s his 
-463450-EL CAPACITOR, fixed: 7/3/45 REAGALL: 16-C-32503-7810 cD | 1R COL | 914 ebeh soreve | DAR thru 
NT-463450 w/4200 omf p/m 1h; temp coef ltr £. 16c40 caw | au6k DAB-3 
CSL | MWSEW 
+ 
483451 CAPACITOR, fixed: 7/4 /a5 REWBALH3 
mica; 3000 maf; 300 vdew; case 53/64" 1g x 53/64" wa JJAN-C-5 
x 9/32" da max; molded bakelite case; two axial wire 
leads. | ren) Beene nee 
-483451-A5 CAPACITOR, fixed: t/4/45 RELBALN3 | CM30A3027 32193-1015 3K3030212 cD |1W crv | M-42039h-23revi.1 
NT-483451 w/3000 mmf p/m 5%; temp coef ltr A. JaN-C-5 caw | 1467 
csL | Mw 
cMR |W | 
4 7 . 1 
~483451-E2 CAPACITOR, fixed: 7/4 [a5 REWSALN3 | CM30E302G 16-C-32187 -8555 cp |i cot |912 2301 7orey2 | DAB thru 
NP-483451 w/3000 mmf p/m 26; temp coef ltr #. JAN-C-5 be Caw f 1464 A DAB-3 
-483452 CAPACITOR, fixed: 7/e/45 REAC ALY 3 [ 
mica; 3250 mnf; 300 vdew; cass 3/4" Ig x 3/4" wax  hecyo 
9/32" a max; molded bakelite case; two axial wire 
leads. 
r = 
-483452-E1 CAPACITOR, fixed: 7/4/45 RUIBALL3 16-C-32237~4668 cD Jak con {914 0006 oOrev3 | DAB thru 
NE-L83452 w/3250 umt p/m 1$; temp coef ltr EB. 16CKQ cCAW | 1464 24 DAB-3 
~ 483453, CAPACITOR, fixed: 7/4 /es RE4BA143 cD IR coL 1912 4764 60 revl|DAB thru 
CANCELLED: use NT-481254. 16040 DAB-3 
1 
i ! l | } 
4 i J 
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= 
NAVY TYPE NAVY DWG STANDARD NAVY NU U i"! I. vs 1PMENT 
DESIGNATION NAME AND DESCRIPTION OR SPEC NO JAN NO STOCK NO Stock NO Sock: WO Sock Ne ror |"Panr NUMBER” ra Oe Tee ND. FUSED IN 
-483454 CAPACITOR, fixed: T/k/us iRe4SA1h3 
mica; 1330 mmf; 500 vdcw; case 3/4" lg x 3/4" wax fLécho 
9/32" a max; molded bakelite case; two axial wire 
| deades 
483454 -EL CAPACITOR, fixed: 7/4/45 RESBALL3 16-C-31369-5680 cp aR COL 914 0003 Ooreve | DAB thru 
NT-463454 w/1330 mmf p/m 1%; temp coef ltr E. 16cho CSL | MySEW DABH3 
CAW | 1h64 
483455 CAPACITOR, fixed: T/h/us RELGALE3 
mica; 1660 mmf; 500 véew; case 3/k" 1g x 3/k" wa x — fL6cho 
1/4" 4; molded bakelite case; two axial wire leade. 
-483455-EL CAPACITOR, fixed: 7/4/45 REBALL3 16-C-31629-9161 cp |iR COL |914 0004 OOrev2 |DAB thru 
T-483455 w/1660 mmf p/m 1%; temp coef ltr E. 16choO DAB-3 
2 
483456 CAPACITOR, variable: 1/3/45 16-C-57969-3401 CRK | 34 CoL |922 4400 OOrevO | DAB (2) 
air; plate meshing type,eingle sect; 1.5 to 2.25 mmf; thru 
SLC; 0.090" air gap; 11/4" lg x 15/16" wa x 1 7/32" DAB-2 (2) 
h shaft 1/4" diam x 5/16" 1g; ecdr adj; two etlver DAB-3 
pl brass plates; 360 deg rotation; ieolantite ins; 
post term for stator, lug term for rotor on top; 
single hole 9/32" diam hole, two mtg stude tapped 
for #4-4O screws in base on 21/32" mtg/c 31/64" from 
top. 
-483457 CAPACITOR, variable: 7/3/45 16-C-59059-4601 crK [34 COL |922 4500 OorevO | DAB (2) 
air; plate meshing type, single sect; 4 to 25 mmf; thru 
SLC; 0.0195" air gap; 55/64" 1g x 15/16" wa x 1 7/32" DAB-3 (2) 
h shaft assembled w/collar and nut 9/32" diam x 
5/16" 1g o/a; scdr adj; nine silver pl brass plates; 
360 deg rotation; igolantite ins; lug term; two mtg 
latude w/ #4-40 thd on 21/32” mtg/c. 
-483458 CAPACITOR, variable: 7/3/45 16-C-59766-4781 CRE | 34 COL |922 4300 OOrevO |DAB (4) 
air; plate meshing type, single sect; 4 to 50 mnf; CHC APC-50 thru 
SLC; 0.0195" air gap; 1 9/32" 1g x 15/16" wa x caKK | MV DAB-3 (4) 
1 7/32" h shaft encl in collar and nut 9/32" diam x 
5/16" 1g; ecdr adj; seventeen silver pl brass plates; 
360 deg rotation; ieolantite ine; lug term; two mtg 
atuds 3/32" 1g w/ #4-4O thd on 21/32" ntg/c. 
+ 
zl 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY RWG 
OR SPEC NO 


STOCK NO STOCK NO 


A Eso 
Sate Ne STANDARD NAVY 


Aso 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MANUFACTURER'S | Cox. | CONTRACTOR'S OWG 


PART NUMBER | TRACTOR OR PART NO 


EQUIPMENT | 
USEO IN 


483459 


Gere Y BIG. on 
lvacw;working temp range minus 20°C to plus 59°C; case 


21/2" lg x 1 7/16" diam; tubr metal case; four 
bayonet term 0.355" lg x 0,093" diam; can 1e common 
neg tera, term #1, 3, 5, 7 pos; plug in mtg ueing 


jetd octal socket. | 


CAPACITOR, fixed: 1/3/45 REGBAQS 
electrolytic; four sect; 8/4/16/50 mf; 450/250/450/50 Rai ashy 


16-C -22966-5468 


N16-C-12760 


26092 


CA-240 


TCO-2 


-483u60 


CAPACITOR, variable: 1/3/45 
air; plate meshing type, eingle sec 7 to 50 mmf; 
MLF; 0.0245" air gap; 1 23/32" lg x 2 3/32" wd x 


1 15/16" & ehaft 1/4" diam x 1/2" 1g buehing 7/16" 
1g x 3/8"-32 thd; rounded ehaft adj; veven ailver pl 
brass, plates; clockwise rotation; isolantite ins; lug 
term; eingle hole mtg by 3/8" diam mtg buehing or 

base mtg by two mtg feet ea w/one #6-32 tapped holes 
on 1 7/32" mte/c. 


16-¢-59888- 3107 


}—___— 


CHC 


MC-50-M 


-483461 


CAPACITOR, variable: 7/3/45 
alr; plate meshing type, three sect; sect #1,14 to 
267.8 mmf, sect #2,9.5 to 107.1 mmf, sect #3,9.0 to 


66.9 mnt; SEF; 0.024" aty gap; 2 19/32" 1g x 3 3/16" 
wd x 2 23/320" bh shaft 1/4" diam x 35/64" 1g; rear 
shaft extension 7/16" 1g; round shaft adj; eect #1 


six brasg plates, ailver pl, sect #2 nine brasa 
plates, eilver pl, eect #3 twenty-one brage plates, 


silver pl; 183 deg clockwise rotation; ceramic ins; 


two mtg heles #6-32 tha 2 11/16" c to c and one 
©.156" diam hole irreguiarly epaccd. came ae 


NT-483462 except for mtg holes. 


16-C-63287-7141 


CRK 


80036 


coL. 922 8100 O0rev3 


DAB (2) 


coL {92k 8300 Odrev3 


am T 


pom 
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SHEET 18-999 
—— say 


NAVY TYPE ‘| NAVY DWG STANDARD NAVY eso ASO SIGNAL CORPS |, MANUFACTURER'S Con. CONTRACTOR'S DWG EQUIPMENT 
DESIGNATION NAME AND DESCRIPTION OR SPEC NO JAN NO STOCK NO STOCK NO sTock NO stock No |MFSR iC paRT NuMBER |rractan| OR PART NO USED IN 
-483462 CAPACITOR, variable: 7/3/45 16-C-63287-7121 Tok 80035 COL {924 8200 OOrev3 ; DAB thru 


Jair; plate meshing type, three sect; sect #1,14 to DAB-3 
267.8 mmf, sect #2,9.5 to 107.1 mmf, sect #3,9.0 to 


66.9 mmf; SLF; 0.02h" air gap; 3 19/32" lg x 3 3/16" 
wi x 2 23/32" h shaft 1/h" diam x 35/64" 1g rear 
shaft extension 7/16" 1g; rounded shaft adj; sect 
lone 61x silver pl brass plates; sect two nine silver 
ipl brass plates, sect three twenty-one silver pl 
[brass plates; 183 deg counterclockwise rotatien; 
ceramic ins; twe mtg holes #6-32 tapped 2 11/16" c to 
to c and one 0.156" diam hole irregularaly spaced, 


same a6 NT-483461 except for mtg holes. 


- 483463 CAPACITOR, variable: 7/3/45 16-C-62838-8535 CRK |80037 COL [924 9100 OOrev2 }DAB thru 
air; plate meshing type, dual sect; 9,5 to 160.7 maf CoL |508 0394 30revl jDaB-3 
ea sect; SLF ea sect; 0.02" air gap; 3 5/8" lg x 


3 3/16" wd x 2 23/32" h shaft 1/4" diam x 3/16" 1g, 
rear shaft 23/64" 1g bushing 1/k" 1g x 5/8" diam; 
round shaft adj; twenty-one silver pl brass plates 


lea sect; 183 deg counterclockwise rotation; ceramic; 


solder lug term; panel mig four holes 0.147" diam 
drill on 2 1/4" x 1 3/4" mtg/c. 


-483464 CAPACITOR, variable: 7/3/45 16-C -63235-2891 [ CRK | 80038 coz | 92h 1010 cOreve | DAB (3) 
air; plate meshing type, three sect; 9.5 to 160.7 CoL | 508 ©393 30revl | DAB-l thru 
mmf ea cect; SLF ea sect; 0.02h" air gap; 5 17/64" pab-3 (3) 


lg x 3 3/16" wa x 2 23/32" bh shaft 1/4" diam x 


23/64" 1g, rear shaft 23/64" 1g bushing 1/k" lg x 
5/8" diem; round shaft adj; twenty-one silver pl 
fbrase plates sa sect; 183 deg counterclockwise 


trotation; ceramic ins; solder lug term; panel mtg, 


four holes 0.147" diam drill on 2 1/4" x 1 3/k" 
Imtg/c; same as NT-483464-A except does not have 
anotch on plate for paralleling. 
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arr ° “have ows | ° , MANUFACTURER'S | Com. | CONTRACTOR'S OWG | EQUIPMENT 
DESIGNATION NAME AND DESCRIPTION om SPEC HO JAN NO sreock NO’ i eTOCK ‘NO she tne sen OGK NO | MFGR | Pane NUMBER. |reacron OR PART N® [Sees iN 
~ a - — + 
-4B3N64-A CAPACIT@R, va fable: 7/3/45 16-0 -63235-2913 cRK | 80039 COL | 924 1020 OOrev2 | DAB thru 
air; plate meshing type, three sect; 9.5 to 160.7 of { } | cor. 508 0472 JOrevi | DAB-3 
ea sect; SLT ee sect; 9.024" alr gep; 5 17/64" 1g x | j | \ | ( H 
; 
3 3/16" wa x 2 23/32" bh shaft 1/h" diam x 23/64" 1g, i 
| 
, n Oe | 
rear shaft 23/64" 1g, sushing 1/4" le x 5/8" dien; 
round Shaft adj; twenty-one silver pl brass plates 
lea sect; 183 deg counterclockwise rotation; ceramic 
dns; solder lug term; panel mtg, four holes 0.1477 i 
iam arill en 2 1/4" x i 3/4" mtg/cj notched shield | 
between two sect for paralleling; same ae NT-lS3464 | 
except has a knctch on plate for paralleling. H { 
ce | i = L. | a ot 
483465 CAPACITOR, fixed: 7/4/45 PERGALES | | 
mica; 825 mmf; 500 vdew; case 3/k" 1g x 3/4" wd x 16040 
1/4" 4; molded bakelite case; two axial wire leads. 
~483465-£1 CAPACITOR, fixed: 7/4 /ds RELBALY3 16-C~30762-B180 | Top [aR col {914 0007 OOreve [DAB thru 
NT-483465 w/825 mmf p/m 1%; temp coef ltr E. 16¢h0 a —S DABS 
483466 CAPACITOR, fixed: 8/17/45 RRLSAK6O 16-C 540926227 i cry | P-72028 —516 
paper dielectric; two sect; 4/4 mf plus 10 minus 3%; | Re13A489 
500/500 vacw; HS metal can; case 3 1/8" h x 2.349" 
fle x 2 3/32" wd; of] impr and filled; three stua 
! f 
jand nut term at points of an {sesceles triangle the 
base of which is 1 1/8" and alt ta 33/16" on vottem 
of case; no int gné con ecttons; twe integral mtg 
fl at tep en w/twe 0.199" diam holes on 2 5/8" x | ' | 
11/4" utg/c. 1 | 
[ om _ ie 7 \_. 7 
~483466-20 CAPACITOR, fixed: 6717/5 REWGALGO | 16 -6- 5hOGS= 3539 cRY | P-72028-516 CRY Me Lh638sub0 
NT-483466 w/4/4 mo p/m 20%, PELZANGS | it =o L a 
- 4.83467 CAPACITOR, fixed: 7/5/45 REABALG2 
nica; 1000 mmf p/m 5%; 1¢,000 vdew; 3" le x 2 3/6" wa |L6cho 
1 
x 2 7/8" h; molded bakelite case; two Screw term 1" 
Ih on top #14-24 tha spaced 1 7/16" ¢ to os two mtg 
i 
feet on bottom ea w/ three 17/64" diam holes on { 
3 9/15" x 13/16" x 13/16" mte/c. 
~483467-B5 CAPACTTOR, fixed: 7/5/45 REASA292 16-C~ 31088-1841 CSL | XHB-10-21 TDN (2) 
NT-483467 w/1,000 mmf p/m 5%; temp coef ltr B. 16ch0 TDN-2 thry 
H ToN-4 (2) 
b - x + , 
483468 CAPACITOR, fixed: 7/5/45 RELA] 16-0-16638-5425 309055-6 [= 357-000 CBK | WF-1304 7S-173/UR 
CANCELLED: same as NT-482000. 
+4 J A Peeeeenees : ee 
ne ec paneer Bienes a 
i L: | 
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ea, NAME AND DESCRIPTION ee ne |)_ Seta NG || TANNER EYE RE as (| ge | PSNR ane [ae | MAR Re rere |e, | cogeneroe Oe enue 
483469 CAPACITOR, variable: 1/5/45 16-C-59504-7593 cFw | ARL-18 cEK | 173-EErev0 18-173/UR 
air; plate meshing type, single sect; 3.4 to 36 mf; 
SLC; 0.015" air gap; 7/8" 1g x 15/16" wi x 1 7/32" h 
shaft assembled w/ collar split bushing and lock nut 
7/32" diam x 17/32" 1g o/a buehing 1/4"-32 thd 
locking type 5/16" hex nut; scdr adj; ten eilver pl 
brass plates; 360 deg rotation; ceramic ins; post 
jterm for stator, lug term for rotor; two mtg etude 
3/32" 1g w/ #4-36 thd on 21/32" mtg/c. 
-483470 CAPACITOR, fixed: 7/5145 RELGALK3 
mica; 400 mmf; 500 vdew; case 53/64" 1g x 53/64" wd JAN«C-5 
K 9/32" d max; molded bakelite case; two axial wire 
Neade. | 
-4.83470-B5 CAPACITOR, FIXED: 12/14/47 RELSA1L3 16-C-29924-6980 CAN |C CQa | 9390 CQa-55098 
Navy Type 483470 w/400 mmf p/m 56; temp coef RE13A369 
letter B. | ise 4 Lo 
-483470-B20 |CAPACITOR, fixed: 1/5/45 REKBALL3 — |CM30B401M 16-C-29935-1044 CAN jc TDN-2 
INT-483470 w/ 400 mmf p/m 20%; temp coef ltr B. JAN-C-5 cD 1WL ‘TDN 
| cst_| wo ee es Disk 
-483471 CAPACIT@R, FIXED: 7/5/45 RELGA276 
dielectric mica; 10000 mmf; 1000 vdcw; case 1 13/64" |16ChO 
1g x 1" wd x 5/16" h max; molded low lose bakelite 
case; 2 solder lug term 13/32" 1g x 0,147" diam hole; 
2 slotted mtg holes in case 0.20" lg x @.144" wd on 
23/32" utg/c; add. euffix indicating capacity toler- 
ance in per cent. 4 
= + fo 
-4834'71-B20 CAPACITOR, FIXED: 1/5/45 REG A276 16-C-33628-3979 CAN | .01-BE-20 TDN-2 (9) 
Navy Type 463471 w/10000 umf p/m 204; temp coef ltr TDN (9) 
B. NOTE: TDN-3 (9); TDN-4 (9) SEE NOTE 
site = a Se oe ~~} 
483472 CAPACITOR, fixed: 7/5/45 fReBA032 a 
Imica; 3720 maf; 1500 vdct; case 25/16"lgx11/k" 116Cho 
hd x 1 27/32" hb; molded bakelite case; two eatud term 
lon top 7/16" 1g,15/8" c tc cj two mtg feet w/ two 
3/16" diem mtg holes 2 5/8" c toc. 
7 os I ,— 
-483472-B2 CAPACITOR, fixed: 7/5/45 REMBAL31 16-C-32393-9281 CAN | FELK-152372-2 TDN-2 (2) | 
wr-483472 w/3720 mmf p/m 26; temp coef ltr B. 16cho TDN-3 (2) 
TDN-4 (2) 
483473 CAPACITOR, fixed: 1/5/45 REKGALZ1. 
Inica; 1170 mmf; 2500 vdct; case 25/16" 1g x 11/k" |16cho 
fwd x 1 27/32" hj molded bakelite case; two etud term 
lon top 7/16" 1g,1 5/8" c to c} two mtg feet w/ two | 
3/16" diem mtg holee 2 5/8" c to c. i a 1. 


RESTRICTED 


SHEET 468-1lod 


B 


WIGSLVW DINO&ULDA1S =AdAL AAVWN 40 SONWLVD 


i # LN3WalddNs 
(V¥)601'006 SdIHSAVN 


RESTRICTED 


SHEET 48-1002 


EQUIPMENT 


DESIGNATION NAME AND DESCRIPTION onsree wo f = JAN NO | STANOEIO NGS | stock ‘No | stock Wo | MSNSE Se [MGR |MENAT "Sommer. frascton | “con pant nO. | USED. in 
-483473-B2 CAPACITOR, fixed: 7/5/45 REWSAL3L [26-c- 31235-1741 CAN | F2LK-252117-2 TDN-2 
__[ NB-483473 w/ 1170 mur p/m 26; temp coef ltr B. 16che : roll a . L aifsh 
-483474 CAPACITOR, fixed: 7/5/45 REY8A131 [ [ 
Imica; 248@ mmf; effective, 2500 vdew; case 2 5/16" L6CKO* 
lig x 1 i/h" wd x 1 27/32" h; molded bakelite case;twe | 
lstud term on top 7/16" 1g,15/8"c te c; two mtg feet 
hw/ two 3/16" diam holes 2 5/8" c toc. | 
~4@3478_B2 CAPACITOR, fixed: 1/5/45 IELGA131 Nyé.c-3e001-4769 | CAN [FOLK-2522h8-2 py-2 (2): 
INT=483474 w/2480 mmf p/m 2%; tomp ceef ltr B. hecke | | TDN-3 (2) 
\ TDN-~& (2) 
eee aad ol erares +——+— ———— act Ga RAD 
-483475 CAPACITOR, fixed: 7/5/45 REXBAL31 \ 
mica; 500 mmf; 6,000v RMS test, 5 amp at 3000 kc, 3 |16Ck0 
amp at 10@0 kc, 1.6 amp at 300 kc, 0.75 amp at 100 ke: 


case 2 5/16" 1g x 1 17/64" wa x 1 27/32" h; molded | 
bakeLite case; two stud term on top 7/16" 1e,1 9/8" 
c to c} two mtg feet w/ two 3/16" diem mtg holes 


25/8" c toc. 
_— { 
-483475-B2 CAPACITO , fixed: 1/5/45 REYBAL3L 16-C-30159-1541 CAN | F2L-635 CFT TDN-2 
T-483475 w/500 mmf p/m 2h; temp coef ltr B. 16CH0 TDN 
NOTE: TDN-33; TDN-h, SEE NOTE 
! 1 7 

-483475-B5 CAPACIT@R, f1xed: 7/5/45 {RE48A132 16-C-30164-3021 CAN | F2L.-635 

NT-483475 w/500 umf p/m 5%; temp coef ltr B. 16C40 H 

+ 

483476 CAPACITOR, fixed: 7/5/45 RE48A139 [16-c-ue801 6263 


paper dielectric; 1 mf plus 10 minus 3%; 1500 vdew; /RE13A"88 
HS metal can; case 1 3/4" lg x 1" wa x 4 3/h" bh o/a; 


vegetable oll impr and filled; two por ine stud term 
1 1/4" h, located on top 13/16" ¢ to cj no int gnd 


jcennections. 


a +t 
-483476-5 CAPACITOR, fixed: 7/5/45 RE4BAL39 16-C-48280-6263 CSL | XLC-15-1-5 cFr DN-2 
NT-483476 w/l wf p/m 5%. RE1ZA488 TaN 
NOTE: ‘TRN-3; TRN-4. SEE NOTE 
ee fa 
a RS i a na] an a a a ar 
~483477 CAPACITOR, fixed: T/T/s5 REYBALO 16 -C-544 32-8668 CSL | 3¥EMRW6.0.1 CRP | S-35-5439-lrev3 
paper dielectric; three sect; 100,000 umf plus 10 RE1L3 A488 
minus 3% ea sect; 600 vdcw ea sect; HS tetal can; 
2 1/2" bh x 1 3/4" le x 9/16" wd; o11 filled; three 
solder lug term 9/36" h located on top; all sect int 
lgnd. H i I 
Con't 
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SHEET 48-1003 


TYPs NAVY DWG 
E T. ° Fal % : : a | 
DESIGNATION NAME AND DESCRIPTION on spec No | SAN "NO | STATON AVY | crock NO stock ‘No { stock NO” {MFGR{ "pant “NUMBER” [rascton| COMPARE NO | USED. IN 
-483477-10 CAPACITOR, fixed: 7/7/45 RE4BA110 116 -C-54446-5164 cSt. | 3xEMRW6-0.1-10 | crP | $-35-5439-1rev3 
nT-483477 w/100,000 umf p/m 10% ea sect. REL3A488 
-483478 CAPACITOR, fixed: T/T/45 RE4BA139 16-C-49184-2718 
paper dielectric; 2 mf plua 10 minus 3%; 2500 vdew; {RE13A488 
BS metal can; case 3 3/4" lg x 1 3/4" wa x 4 3/k" bh; 
(vegetable oil impr and filled; two por ins stud term 
17/16" bh, located on top 2" c to cj no int gné. 
connections. 
-483478-10 CAPACITOR, fixed: T/T/45 RE48A139 16-C-~49205-2688 CSL | XLC-25-2 crr TPN-2 
NT-483478 w/ 2 mf p/m 10%. RE13A486 TDN 
NOTE: TDN-3; TDN-4. SE NOTE 
-483479 KAPACITOR, fixed: 1/7/45 RELBALLO 1.6 ~C-45 756-1073 lost, [XKMR6-0.1 CRP ~ [s-35-544i-1 rev2 
paper dielectric; 100,000 mf plus 10 mima 34; 600 [REL3A488 
dcw; HS metal can; 1 7/16” h x 1 5/16" 1g x 11/16" 
Wd; oil filled; two solder lug term 9/16" h jocated 
on top; no int gnd connections. i 
-483479-10 CAPACITOR, fixed: 7/7/45 REGA1LO 16-C-45777-1567 3DKA100-176.1 | CSL | XKMR6.0.1-10 CRP | S-35-5441-1rev2 | SG-3 
NT-483479 w/ 100,000 mmf p/m 10%. RE13A488 
-483480 CAPACITOR, fixed: 7/5/45 RELBA139 16-C-49936-5983 
paper dielectric; 4 mf plus 10 minus 3%; 600 vdew; RE13A488 
HS metal can; case 2 1/2" 1g x 1 3/16" wa x 3 5/8" h; 
vegetable oil impr and filled; two por ins atud term 
1. 1/4" h located on top of case 1 1/8" c to cj no int 
jgnd connection. 
-483480-10 CAPACITOR, fixed: 1/5/45 RE4BA139 16-C-49957 -5968 3DB4-26 cst | xxc-6-4 CFT TDN-2 
NT-483480 w/4 mf p/m 10f. RE13A488 3DB4-102 TDN 
NOTE: ‘TDN-3; TDN-4. SEE NOTE 
at 
-483481 CAPACITOR, fixed: 7/6/45 REGBALTY 16-C-49945-2881 cer | 4765-15 TDN-2 
paper dielectric; 4 mf plus 10 minus 3%; 5,000 vdew; |REL3A488 CsL | 1528 
HS metal can; case 8" h x 10"lg x k" wis ofl filled 
two 1/4"-20 thd stud and nut term 4 1/2" c to ¢ and | 
2 21/32" h on por pillars on top; no int gnd con- 
nections; one removable mtg clemp on bottom w/ four 
mtg feet ea w/ one hole on 10 5/8" x 2 1/2" mtge/c. 
| | | | | 
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ae re —= a 
NAVY TYPE * 7 
DESIGNATION MOUS ate, Cesc oes onsrec wo | 4AN NO | STANQEP WON’ | grock Sho stock ‘No | “stock wo |MFGR “PART NUMBER |rmucton| OR PART NO” | USEO'IN” 
-183482 CAPACITOR, fixed: 7/7/45 RE4BA110 | 16 -C-46326-1053 i CSL | at-6-0.25 to S~35-Sh4O-1 
paper dielectric; 250,000 maf pius 19 minus 3%; 600 }RE13A488 s 
ise 2 
vdew; HS metal can; case 1 11/16" nh x1 5/l6"lg x 
| i 
11/16" wd; ofl filled; two selder lug term 9/16" h 
located on top; no int gnd connections. 
T aa a ea ho er ee Le 
-483482-10 CAPACITOR, fixed: 7/7/45 RE4GGALLO | 16-0-46347-1053 CSL | XKMR-6-0.25-10 | CRP | S-35-5k4b2-1 86-3 
NP-463482 w/250,000 mmf p/m led. REL3A488 ( iss a 
-483483 CAPACITOR, fixed: T/7/45 RE4LBALLO 1 16-C-47276-i100 | CSL | CKMR-6-0.5 Cre | S-35-54K3-2 | 
paper dielectric; 500,000 mmf plue 10 minus 3%; 6@0 | REL3A466 | tease 
vdew; HS metal can; case 2 1/16" h x 1 5/16" lg x H 7 
11/16" wd; of] filled; two solder lug term 9/16" h 
Located on top; no int gnd connections. 
-4 9383-10 CAPACITOR, fixed: /%5 REAGALLO 1@-C-47297-1073 CSL | CKMK-6-0.5-10 | CRP |S-35-5443-1 SG-3 : 
NT-463483 w/500,000 umf p/m 104. REL3A488 iss 2 
eee CAPACITOR, fixed: 7/7/45 RESBALLO 16-C-48796-1 103 | CAW [160 CRP [S-35-5451 iss © 
paper dielectric; 1 mP plus 10 minus 3%; 600 vdcw; REL3A48S 
HS metal can; case 2 3/k" h x 1 5/16"lg x 11/16" wa; 
ofa; ofl filled; two solder lug term 9/16" h located i 
on top; no Int gnd connections. | i [ 
L L z 
~483484-10 CAPACITOR, fixed: T/T/45 REASALLO 16-C-48817~1063 I caw | 61662 CRP | S-35-5452 ise u | Sc 
WT-483484 w/i mP p/m LO. REL3A488 
fc Ee a 
-483485 CAPACITOR, fixed: 7/10/45 REKBAL93 
mica; 2,000 mmf; 2,500 vydew; 1 13/16" lg x 2 31/32" jécho 
wi x 9/16" thk; molded bakelite case; two solder 
lug term in back ea w/ hole 0.078" diam, holes 
1 @/16" c to c; two #6-32 tapped mtg holes in top 
1 1/4" c te c, two #6-32 tapped mtg holes in front 
edge 1 13/32" c to c for upright mtg. 
——— ———. s —-—-—- 
-483485-B10 CAPACITOR, fixed: 1/10/45 RELBA293 16-G-31803-8625 CRV | NF CRM | CA-146 TCO 
: NT-483485 w/2,000 umf p/m 10%; temp coef ltr B. 16C40 CRM | CA-146 ter (2) 
NOTE: TCp-1 (2) thru TCP-3 (2). SEE NOTE 
-483486 CAPACITOR, fixed: 7/10/45 fREABALL2 cRV iF i - {PCO 
ICARCELLED: for replacement use Nf-48035. L6CkO TCO-1 
= aoe ee 
-483487 CAPACITOR, fixed: 7/10/45 faelGaLle cat ]F TCO 
CANCELLED: for replacement use NT-48037. p6oho | TCO-1 
i] ] J L | 
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SHEET 48-1005 


NAVY TYPE NAVY _DWG STANDARD NAVY —Eso ASO SIGNAL CORPS MANUFACTURER'S | Con- 
| SANS NO, MEGR OR PART NO USED IN 


CONTRACTOR'S DWG | EQUIPMENT 
DESIGNATION NAME’ “AND: DESCRIPTION OR SPEC NO STOCK NO STOCK NO STOCK NO STOCK NO PART NUMBER |taacror 


L # LN3W31dd/AS 


~ 483488 VARIABLE AIR CAPACITOR: 1/7/45 16-C-57621-3251 {N16-C-1226-1 CHC |N10 CRV {K-854504-1 rev 3 
air; neutralizing; disk type; 2.1 to 10 mf; 3" lg x 
2 7/8" n x 1 13/16" wa, o/a; 1 13/16" diam plates; 2 
polished aluminum plates; 2 solder lug term; base mtg 
ey bkt w/two 0.173” diam mtg holes on 11/16" ute/c; 


isolantite ine; adjusting screw y/ecar slot, 


a 
-4.63489 CAPACITOR, variable: T/T 45 L6-C-59355-7483 |wi6-c-12226-1 CHC }MC-35-Sx cRV |K-838609-hrev1o0 | 
air; plate meshing type, single sect; 7.6 to 31 mf; modified 
log freq characteristic; 0.0715" air gap, 1200v RMS 


60 cps; 2 3/32" lg x 1 11/16" wi x 1 7/8" h shaft 
1/4" atam x 1/2" 1g bushing 7/16" 1g x 3/8"-32 thd; 
rounded shaft adj; 11 dull nickel brass plates; 


clockwise rotation; isolantite ins; lug term; two mtg 
bkts on top ea w/one #6-32 thd x 1/4" 1g acrew on 


1 19/32" x 19/32" mtg/c, and 2 mtg feet ea w/one 
#6-32 tapped holes on 1 19/32" mtg/c. . 

~483490 CAPACITOR, variable: 1/1/45 16-c-62271-2308 |N16.c-12235-7 CHC |MCD-35-SX cRV |K-643673-3rev3 | TBS-8 
air; plate meshing type, dual sect; 6 to 31 mf ea modified 
eect; log freq characteriatic; 1200v RMS 60 cyc; 


3 3/8" 1g x 11/2" wi x 1 7/8" h shaft 1/4" diam x 

1/4" 1g buehing 7/16" 1g x 3/8"-32 tha; round shaft 
adj; eleven dull nickel pl brass plates ea sect; 360 
deg rotation; isolantite ins; solder lug term; panel 


mtg by 3/8" diam mtg bushing and one 5/32" diam hole 
in base 1 1/2" from front. 


(W)601'006 SdIHSAWN 


-483491 CAPACITOR, variable: 9/7/45 16-C-59946-1757 |N16-C-12230-12 CHC |MC-50-SX CRV | K-838609-5revl0 
air; plate meshing type, eingle sect; 10.5 to 50 mf; : modified 
log freq characteriatic; 0.0715" air gap,l200v RMS 


working; 2 13/16" 1g x 1 11/16" wa x 1 7/8" h shart 
1/4" diem x 1/2" 1g bushing 7/16" lg x 3/8"-32 tbd; 
round shaft adj; nineteen dull nickel pl brass platesx 
180 deg clockwise rotation; ieolantite ine; lug term; 


two mtg dkte on top ea w/ one #6-32 thd x 1/4" lg 
lacrew on 2 5/16" x 19/32" mtg/c, and two mtg ft ea 
lw/' one #6-32 tapped holes on 2 5/16" ntg/c. 
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SHEET 48-1006 


NAVY TYPE NAVY DWG STANDARD NAVY Eso ASO SIGNAL CORPS MANUFACTURER'S | Cox. | CONTRACTOR'S OWG | EQUIPMENT 
DESSGNATION NAME AND DESCRIPTION OR SPEC HO L JAN NO STOCK NO STOCK NO STOCK NO STOCK NO MFGR | paRT NUMBER ! reactor OR PART NO USED IN 
-483492 CAPACITOR, fixed: 7/10/45 IRELGAZOT7 16-C-47291-7775 cD TIA15005 


paper dielectric; 500,000 mf plus 10 minus 34; 1500 |RE13A488 
vdew; Cylindrical metal can; 1 i/2" diam x 2 7/8" 1g; a 


dykanol "A" impr and filled; ene #10-32 thd term atud | 
and one solder lug term on bottom; int gnd; one 1 
#3/4"-16 thd mtg etud 1/2" 1g on bottom. 


L # LNIWIIddAS 
(V)601'006 SdIHSAVN 


-483492-10 CAPACITOR, fized: 7/10/45 “|REAGA207 /26-c-47 308-7760 | Ce | TLAL5005 
b INT-483492 w/500,000 mmf p/m 10%. REL3ALGS 
2483493 CAPACITOR, variable: 7/10/45 36-0-59556-1805 cHC }Mc-s ce |P-7762991-krevi | TCK-7 


alr; plate meshing type, single sect; 5-7.5 to 38-2 
mmf; SLC; 0.050" air gap; 2 1/32" ig x 1 11/26" wi x | 


111/16" h ohaft 1/4" diem x 7/16" 1g bushing 3/8" 
lg x 5/16"-32 thd; round ehsft adj; cad pl brass 
plates; 360 @eg counterclockwise rotatien; isolantite 


ine; rotor gnd, lug term for stator; two mtg ft ea 
w/one #@-32 tapped hole 1 19/32" c toc. 


483494 CAPACITOR, fixed: 7/10/45 RELZAK8S 16-C-457h9-34be cEV |A-so22 
paper dielectric; 100,000 mf plus 10 minus 3%; 200) |pe8a108 orM | 2-282 
vdew; HS metal can; 1 3/4" 1g x 15/16" wa x 17/32" h 


ofa; of] filled; two solder lug term 9/16" h on top, 
apaced 13/16" ¢ to c; no int gnd connections; two mtg 


ft 3/8" wa flush w/eottom, w/ 3/16" diam mtg holes 


| i" 


spaced 2 1/8" c t 2 
pace / oc. | | 
-483494-10 CAPACIT@R, fixed: 7/10/45 RE1ZAG88 16-C-45 770-3444 CRY | A-5022 | TCO 
NT-483494 w/100,000 mmf p/m led. RE¥BAL2E L opm | 2-282 neOS? 
-483495 CAPACITOR, fixed; 7/20/45 REASALYT 16-0-54429-5984 cAW [41.87 
paper dielectric; three sect; 100,000 mmf plus 10 REL3A488 


minue 3% ea sect; 400 vdcw ea sect; AS metal can; 


1 3/4" 1g x 9/16" wd x 11/2" h; ol] impr end filled; 
three selder lug term 11/16" h located on top 1/2" 

ic to c; all sect int gnd; two mig f1 on tottom of i 
case, ea w/ 0.144" diam mtg hole 2 1/8" c to c. 


— 4 
~483495-20 CAPACITOR, fixed: 7/10/45 RELGALLT 16-C-54461-9309 caw [4287 CAW | 14653rev0 TC0-2 
NT-483495 w/100,000 mmf p/m 20% ea sect. REL3A483 | CRM |CA205 
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- =) TOR aI 
NAVY DWG ITANDARD NAVY so ASO SIGNAL CORPS MANUFACTURER'S Con. CONTRACTOR'S DWG EQUIPMENT 
DESIGNATION NAME AND DESCRIPTION Gh spce NO JAN NO STASTOCK NO Srock-.NO. STOCK NO STOCK NO MFGR | GaRT NUMBER | tractor OR PART NO USED IN 
~4.83496 CAPACITOR, fixed: 7/10/45 IREL3ZA48S 16-C-53334-Lgk cre | 34022 CAN |617552a1t7 OKA (33) 
paper dielectric; two sect; 250,000 mf plue 10 minus [REKGA129 can | 75934 
3% ea sect; 600 vdcw ea sect; HS metal can; case 
113/16" 1g x 11/4" wa x 3/4" b; mineral oil impr 
and filled; three solder lug term 3/8" h on side 1/2" 
c toc; no int gnd connection; two mtg ft 3/8" wd, 
flush w/ bottom w/ 3/16" diem mtg holes on 2 1/8" c 
ito c. 
-4.83497 CAPACITOR, fixed: 7/1/45 REL 3A468 16-C-46326-1073 
paper dielectric; 250,000 mmf plus 10 minus 3%; 600 |RE48A325 
vdew; HS metal can; case 11/16"wd x 1 5/16" lg x 
2 5/16" b; mineral o11 filled and impr; two rivet lug 
term, located on bottom; no int gnd connections; 
channel mtg bkt w/two 5/32" x 3/8" elote either end. 
-483497-20 CAPACITOR, fixed: 7/11/45 REMBA325 16-C-46377-6196 CTD | SPG-625-B MK-12 Mod 
INT-483497 w/250,000 mmf p/m 20h. JRELZAN8S 
-483498 CAPACITOR, fixed: 7/rr/4s RE13A488 16-C=54500-6276 
paper dielectric; three sect; 250,000 mf plus 10 RELBA 325 
minus 3% ea sect; 600 vdcw ea sect; HS metal can; 
case 41/64"yax 1 3/4"1g x 2 7/8" bh; oil filled; 
three rivet lug term, located on bottom; three sect 
int gnd; channel mtg bkt w/two 0.144" diam holes 
21/8" c toc. 
~483498-20 CAPACITOR, fixed: 7/11/45 RE13A488 16-C-54540-2079 CAW | 618-CB 
NT-483498 w/250,000 maf p/m 20% ea sect. FRELBA 325 
~483499 CAPACITOR, fixed: 7/11/45 RELBAL63 caw |68@Mx-.5-10 cpu |3-352 
paper dielectric; 500,000 mmf plus 20 minus 10%; 600 /RE13A488 
vdew; HS metal can; case 3" lg x 1 1/16" diam; hyvol 
impr and filled; two axial wire leads; no int gnd 
|connection. 
L 
-483499-10 CAPACITOR, fixed: 7/11/45 RELBA1E3 16-C-47297 -7992 CAW | 689Mx MK-12 Modl 
INT-483499 w/500,000 mmf p/m 10%. RE13A468 
483500 CAPACITOR, fixed: 7/11/45 REYBA163 CAW {1689Mx Cby [3-52 
paper dielectric; 50,000 mmf plue 2O0minus 10%; 1600 |{RE13A483 
vdcw; HS metal can w/ins tube; 2 9/16" 1g x 13/16" 
diem; mineral oil impr and filled; two axial wire j 
leads; no int gnd comections. 
Con't 


RESTRICTED 


L 
SHEET 48-1007 


WIGSLVWW DINOULDATA  AdAL AAVN 40 SOTWLVD 


L # LN3W31ddNS 
(W)601'006 SdIHSAWN 


SHEET 48-1008 


RESTRICTE 


DESIGNATION NAME AND DESCRIPTION or sree wo | JAN NO | Present wer | stock NO | stock ‘wo | WEISS TRO” | MFSR Rta NUMBER [racron| “Con pagl wo” | “Use IN 
-483500-10 CAPACITOR, fixed: 7/1. /45 RESBAL63 6-0-4426 3-5623 caw | 168omx ~ [ow -az Mod. 
NT-463500 ¥/50,000 mmf p/m 10h. ne REL3A488 2 L = [es : 
-483501 CAPACITOR, fixed: 7/11/45 | RRLBAI63 16-C-46371-9937 CAW [689MK-.25-10 cD 3-364 
paper dielectric; 250,000 mm? plus 20 minus 10%;600 [RE13A4K83 
vdcw; BS metal can w/ins tube; 2 3/le" lg x 1 1/16" 
diam; mineral ofl impr and filled; 2 axial wire leads{ 
Ino int gnd connections, 
aan yal es he Eases Os L cece eens ss fae | 
-483501-10 CAPACITOR, fixed: 7/11/45 REYBAL63 L6~C ~46347-466L caw | 689mx YX-1 Medi 
NT-483501 w/250,000 mmf? p/m le. REL3A4E3 7 
-483502 CAPACITOR, fixed: 7/11/45 ‘ RELBALES ig 7 a 
paper dielectrics 10,000 mmf plus 10 minus 3%; 400 REL3A488 
vdew; MS metal can w/ime tube; 1 11/16" ig x 1/2” 
diam; mineral ofi impr and filled; two axial wire | 
leads; no int gnd connection. 
: = + - te 4 
-':83502-20 © PACITOR, fixed: 7/ra/es RESGA163 16-C-2733-8951 CAW | 489Mx cou | 3-317 MK-12Mod1 
Nit-463502 w/10,0@0 mmf p/m 10f. REL3A483 
1 
- 463503 CAPACITOR, fixed: T/A fas RELGALG3 
paper dielectric; 200,@00 umf plus 26 minus 10%; 600 |RE13A468 
vdcw; HS metel can w/ina tube; 2 3/16" 1g x 15/16" 
diam; hyvol impr and filled; two axial wire Leads; 
no int gnd connections, _. ! oth eee 
-483503-10 CAPACITOR, fixed: 7/11/45 RE48A163 16-C-46157-4651 cAW | 689MK MK-12Modl 
NT-463503 w/200,0@0 mf p/m 10%. RE13A488 
~463504 CAPACITOR, fixed: 7/10/45 RE13AL68 
paper dielectric; 50,OCC mmf plue 10 minus 3%; 1600 |RE48A163 
vdew; BS metal can w/ina tube; 2 1/16" lg x 11/16" 
diem; mineral oil impr and filled; tweextal wire | 
leads; no int gnd connections. 
| 
-483504-10 CAPACITOR, fixed: 7/10/45 REY8A163 26-C-44263-5063 CSL | XPIMW16~-.05 ME-12Mod1 
NT-463504 w/50,000 am? p/m led, RE13A488 LC 
-483505 CAPACITOR, fixed: 7/10/45 RELBAZLO 16-C-19763-9151 3DB25-48 CSL | M5025 cou {3-4 MK-12 Mod} 
electrolytic; 25 mf; 50 vdcw} working temp range REL3A549 GBR 
minus 20°C to plus 65°C; case 1 11/16" 1g x 11/16" 
diam; HS metal case w/ins aleeve; two axial wire 
leada 3" lg; neg term int gnd. 
{ fe 
A. 
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NAVY DWwG is CON. CONTRACTOR'S DWG EQUIPMENT 
DESIGNATION: NAME AND DESCRIPTION POR SPEC NO JAN NO srAgyocR NO stock ‘NO BOCK NO sorock. NOL. ran | MPART NUMBER [rnacron OR PART NO USED IN 
A see 
—4 
-483506 CAPACITOR, fixed: 7/10/45 RELGA340 .|16-C-20184-1066 CD =} BRE ME-12Mod1 
electrolytic; 100 mf; 50 vdew; working temp range RE13A549 
minus 20°C to plus 65°C; case 2" 1g x 3/4" diam; HS 
metal caae w/cardboard aleeve; two axial wire leads 
3" 1g; neg term gnd interanlly. 
_———_ 
~483507 CAPACITOR, variable: 7/10/45 16-C-63960-2508 CBN | 622-Bz CBW | CY-COOlchgD ME-12 Modl| 
ceramic; rotary type, single sect; 2.5 to 13 mmf; |CHZ | Co-862revD MAW (70) 
500 vacw; zero temp coef p/m 0.0001 umf/mr/°c; 27/32" CZE | 525-27 OBJ (2) 
ig x 41/64" wd x 5/16" bh; solder lug term,right 
angle bend; two 0,12@" diam holes in base on 0.445" 
ntg/c3 acdr slot adj; steatite base. | | 
-483508 CAPACITOR, variable: 7/10/45 16-C-63934-8139 3DK9012V-2 CER | NPO-TS2A CW | ESA-682071-4iss9|MK-12Modl 
CANCELLED: same as NT-462764, 
-483509 (CAPACITOR, variable: 7/10/45 ctn |cTs-2 CTN |SD-109-ErevO ME-12Mod 4 
CANCELLED: 
ceramic; 3 to 12 mmf; 500 vacw; zero temp coef. 
-483510 CAPACITOR, fixed: 7/10/45 RELGA163 
paper dielectric; 150,000 mf plus 10 minua 3%; 400 |RE13A488 
vdew; HS metal can w/ine tube; 2 3/16" 1g x 11/16" 
diam; mineral oil impr and filled; two axial wire 
leads; no int gnd connectiona. t ' 
- = a ah fl 
~4.83510-10 CAPACITOR, fixed: 7/10/45 RELGA163 16-C-45963-4395 3DA150-11 CSL | XTIMWL-.15 cpu | 3-339 MK-12Moal. 
NT-483510 w/150,000 mmf p/m 10%. RE13A488 } 
-483511 CAPACITOR, fixed: — 7/10/45 RELGA163 
paper dielectric; 40,000 mmf plus 10 minus 3%; 400 RE13A488 
vdew; HS metal can w/ins tube; 1 5/16" ig x 11/16" 
diam; mineral oil impr and filled; two axial wire 
leads; no int gnd connections. 
— 
-483511-10 CAPACITOR, fixed: 7/10/45 FEUBA163 16-C-43673-7469 3DAKO-12.2 CSL | XTIMWH- ok ME-12 Modl 
NT-483511 w/40,000 mmf p/m 10p. RE13A488 
-483512 CAPACITOR, fixed: 7/10/45 RE4BA163 
paper dielectric; 250,000 mmf p/m 10%; 400 vdew; HS |REL3A486 j H 
metal can w/ins tube; 2 3/16" 1g x 11/16" diam; 
mineral oil impr and filled; two axial wire leads; 
no int gnd connection. 
tas 
-483512-10 CAPACITOR, fixed: 7/10/45 RELBA163 16-C-46344-1927 3DA250-189 CSL |XTIM4-.25 ME-12 Modl 
NT-483512 w/250,000 maf p/m 10h. RE13A468 
4 
a2 
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EQUIPMENT 


NAY TYP! ‘i i = 
ea ee NAME AND DESCRIPTION ote wo | van mo [MRE | erSce ho | arbc Gno | USRBERCRS™ [meow [MAGHARCuteN® [nittn| SPSRMonaT NS? -| “Caco 
-4.83513 CA ACITOR, fixed: 7/11/45 RE48A163 
paper dielectric; 250,000 mmf plua i¢ minua 36; 400 {RE13A488 
vdcew; HS metal can w/ina tube; 2 3/16" lg x 15/16" 
diam; hyvOl impr and filled; two axial wire leada; 
no int gad connection; same as NY-483512 except has 
1/4" larger diameter. 
-483513-10 CA ACITOR, fixed: 7/1/45 REGA163 16-C-46344-1937 CAW {489Mx MK-12 Modl 
NT-483513 w/250,000 maf p/m 10h. ¥E13A488 
~48351h CA ACITOR, fixed: 7/13/45 RE4GA163 
paper dielectric; 100,000 mf plua 10 minue 38; 1000 IREL3A488 
vdcew; HS metal can w/ine tube; 2 3/16" lg x 13/16" 
diam; hyvol impr and filled; two axial wire leads; 
no int gnd connections. | 
-483514-10 CAPACITOR, fixed: 7/33/45 RE48BA163 16-C-45780-7932 3DA100-151 CAW | 1089MX MK~-12 Modl 
NT-463514 w/100,000 mmf p/m 10% RE13A488 
EE 
~463515 CA ACITOR, fixed: 7/11/45 RELBA163 caw | 489mm cou | 3-53 
paper dielectric; 50,000 maf plue 20 minue 10%; 400 RE13A488 
vdew; HS metal can w/ina tube; 1 11/16" 1g x 11/16” 
diam; hyvol impr and filled; two axial wire leads; { 
no int gnd connection; term mtg; add suffix indicat- | 
ing tolerance tn per cent, ‘ 
[ ~ _ pee A 
-483515-10 CA ACITOR, fixed: 7/11/45 FELBA163 16-C-'4 253-8945 CAH 1489 MX MK-12 Modl 
NT-483515 w/50,000 mmf p/m 10f. RE13A488 
rt =e as 
~483516 CA ACITOR, fixed: Tasks RELBAL63 
paper dielectric; 40,000 mmf plua 10 minus 34; 600 REL3AN88 
vdew; HS metal can w/ine tube; 1 11/16" lg x 11/16" 
diam; mineral ei] impr and filled; two axial wire 
leada; no int gnd connection. 
-483516-10 CAPACITOR, fixed: 7/11/45 RE4BA163 16-C-4 3877-2595 csr |PPxeks | 
NT-463516 w/hO,00@ mmf p/m 106. RE13A488 
~463517 CA ACITOR, fixed: Tasss RE48A139 16-C~49936-5905 CAW | 609-4 ~20 cw 
paper dielectric; 4 mmf plue 10 minua 3%; 600 vdcew; {RE13A488 
HS metal can; 2 1/2" ig x 1 3/16" wi x 3 1/k" hj of 
‘iapr and filled: two por ina stud term 7/8" h,located | 
f Hy ! | 
ai top 1 1/8" c to c; no int gnd connections. | j 
| | 
| | 
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NAVY TYPE 
DESIGNATION 


NAVY DWG 
NAME AND DESCRIPTION OR SPEC NO. 


TARO NS STOCK NO 


STANDARD NAVY | ESO 


STOCK NO 


ASO 
STOCK NO 


= 
SIGNAL CORPS 


STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


-483518 


CAPACITOR, fixed: 7/12/45 BE13A468 
paper dielectric; 500,000 mmf plus 10 minus 3%; 1500 /RE48A330 
vdew; HS metal can; 1 1/2" diam x 2 7/8" h; hyvol 


impr and filled; two rivet lug term, located on 
bottom; no int gnd connections; bushing mtg, 3/4"-16 


thd 7/16" 1g w/hex nut. 


16-C-47281-7785 


CAW 


1510 


cw 


-483519 


CAPACITOR, fixed: 7/12/45 BA1h3 
CANCELLED: see NT-481506. , 6ckO 


CAW 
CSL 


1467 
MW-12h9B 


AN/CPN-6 


-483520 


CAPACITOR, fixed: 7/11/45 REL8A110 
paper dielectric; 2 mf plus 10 minus 34; 600 vdew; RE13A488 
BS metal can; 3 1/4" h x 1 13/16"yg x1 1/16" wa; 


mineral oil impr; two solder lug term 1fe" h located 


on top; no int gnd connections. 


16-C-49176- 3255 


OKA (6) 


-483520-10 


CAPACITOR, fixed: 7/1/45 FE48A110 
NT-483520 w/2 mf p/m 10%. RE13A488 


16-C-49197- 3170 


CAN 


TO4FLEF205K 


CAN 


881039a1to 


CAPACITOR, variable: 7/12/45 
air; plate meshing type, single sect; 210 mmf max, 15 
anf min; SLC; 0.500" air gap, 12,000v DC peak; 


21 7/16" 1g x 6 3/4" wad x 8 13/16" hb shaft 3/8" 
diam x 2 5/16" lg; round shaft adj; twenty-eight 
aluminum, plates polished; 360° deg rotation; alsimag 
196 ina; solder lug term; two mtg ft ea w/three 


holes, 11/2" c to c on bottom, two mtg ft on top 


same specification. 


16-C-61512-2717 


crv 


26-001 


CBB 


1800-1813issB 


TEC 


-483522-10 


CAPACITOR, fixed: 72/45 
ceramic dielectric; 500 mmf; neg temp coef 750 (tol 
p/m 112.50) mmf/mt/°c; 300 vdew, 1000v DC flash; 


case dimen 1.56" le x 0.36" diam; radial wire leads; 


luninsulated; add suffix indicating capacity tolerance 


in per cent. 


CAPACITOR, fixed: The/k5 
NT-483522 w/500 mmf p/m 10h. 


16-C-18200-9617 


CER 


N750E 500p/m50 


-483523 


CAPACITOR, fixed: Tihe/45 
plastic film; 7 mf; 600 vdcew; case 3 3/4" 1g x 1 3/4" 


REKBALT5 


wa x 4 3/8" h; metal case; two pillar texm on top 2" 


ic tec. 


iS 


-483523~10 


CAPACITOR, fixed: 7/12/45 RE48AK75 


NT-483523 w/7af p/m 106. 


IN16-C-11940 


CAIG 


CPL 


B-8C~6684revF 
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DESIGNATION 
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NAVY DWG 
OR SPEC NO 


STANDARD NAVY 
JAN ano, STOCK NO 
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sTOCK NO 


SIGNAL CORPS 


stock No |MFGR 


MANUFACTURER'S 
PART NUMBER 


Com. 
TmacTon 


CONTRACTOR'S DWG 
OR PART N® 


EQUIPMENT 
USED IN 


483524 


CAPACITOR, fixed: 2/45 
paper dielectric; 500,000 maf plus 10 minus 36; 606 
vdcw; &S metal can w/ine tube; 2 5/6" ig x i 1/16" 


diam; mineral oil impr and filled; two axial wire 


leads; no int gnd connections. 


REXBAL63 
REI3A488 


~483524-10 
-48352h~20 


-483525 


ee» 


CAPACITOR, FIXED: 8/25/48 
Ravy Type 483524 w/500,@@O mmf p/m 1p. 


CAPACITOR, fixed: Telhs 
NP-483524 w/500,000 mmf p/n 20%. 


JAN -C-25 


RELZALBS 


REYBAL63 


CP26ALEPS0KK | 16-C-4'/297-7221 


AN/GPN-2 


16-C-47327-8730 


CAPACITOR, variable: Tt /45 
air; plate meshing type single sect; 2 mmf max; SLC; 
1350v RMS 60 cyc teat; 27/32" lg x 15/16" wa x 


1 7/32" h shaft 1/4" diem x 4 1/8" 1g collar 5/16" 
diam x 1/4" 1g; flatted shaft; two cad pl prase 
plates; 360 deg rotation; isolantite ins; post term 
for etator, rotor gnd; eingle 5/16" diam hole for 
shaft, two mtg etude tapped for #4-36 ecrewe in base 
on 21/32" mtg/c 31/64" from top. 


16-C-57967-1001 


21M30-20 


APC spel #231h 


ORV 


K-842199-lrev3 


MK-12 Modl| 


| 
RBP (2) 


eee ne ee 


-4.83526 


CAPACITOR, variable: Thi [ss 
air; plate meshing type single sect; &.3 to 140 mmf; 
SLC; 6@0v RMS 60 cyc teat; 1 25/32" lg x 15/16" wa x 


1 7/32" nh shaft incl in housing w/eplit bushing 
collar and nut 13/64" diam x 17/32" 1g o/a locking 
type; ecdr adj; thirty-seven cad pl wrasse plates; 


360 deg rotation; isolantite ine; post term for 
etator extending 1 1/8" in frent of base, lug term 
for reter on RH side; two mtg etude 1/8" 1g w/#4-40 


tapped on 21/32" mtg/c. 


16-C-61096-1661 


CHC 


APC-ih6 
spel 2310 


CRY 


M-817042-lrevk 


RBP 


483527 


CAPACITOR, variable: 7/17/45 
air; plate meshing type single sect; 8.3 te 140 mmf; 
SLC; @@Ov RMS 60 cyc test; £ 25/32" 1g x 15/16" wd x 


1 7/32" bh shaft encl in housing w/eplit bushing 
collar and nut 13/64" diam x 17/32" ig o/a locking 
type; ecdr adj; thirty-seven cad pl wrase plates; 


360 deg rotation; faolantite ins; post term fer 
stator, lug term for reter on LB side; twe mtg etude 
1/8" 1g w/#4-4O tha on 21/32" mtg/c. 


1@-C-61096-1631 


CHC 


APC-14O 
apcel #2310 


CRV 


M-437042-2revh 


RBP (2) 
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NAVY DWG STANDARD NAVY Eso ASO URER'S | Con. HN TRACTOR" Q 
DESIGNATION [ NAME: AND: DESCRIFTION OR SPEC NO PAN (NO: STOCK NO STOCK NO sTOcK No SMSrock NO [MFGR |"SAer NUMBER [rmcron] Con PART KO” | USED IN” 
-483528 CAPACITOR, variable: 7/17/45 16-C-60609-7561 3DKQ9100V-35.1 |CHC | APC-100 CRV |M-417042-3rev4 | RBP (6) 
air; plate meshing type single sect; 5.5 to 100 maf; apel #2310 
SLC; 60@v PMS 60 cyc teat; 1 15/32" lg x 15/16" wa x 
1 7/32" bh shaft encl in housing w/eplit bushing 
13/64" diam x 17/32" 1g o/a locking type; acdr adj; 
twenty-seven cad pl brass plates; 360 deg rotation; 
isolantite ina; post term for stator, lug term for 
rotor on RH eide; two mtg etude 1/8" 1g w/#h-4O thd 
on 21/32" mtg/c. 
1... 
483529 CAPACITOR, veritable: TAT 45 16-C-60609-7551 cuc |AFC-100 CRV |M-K170k2-hrevlk | RBP (14) 
air; plate meshing type single sect; 5.5 to 100 mf; apel #2310 


-483530 


SLC; 600v RMS 60 cyc teat; 1 15/32" lg x 15/16" wa x 


1 7/32" bh shaft encl in housing w/aplit bushing 
13/64" diam x 17/32" 1g o/a locking type; ecdr adj; 
twenty-seven cad pl brass plates; 360 deg rotation; 
deolentite ina; post term for stator, lug term for 
rotor on LH eide; two mtg etude 1/8" 1g w/#4-ho 
tha on 21/32" mtg/c. 


CAPACITOR, variable: T/T/45 
air; plate meshing type single sect; 5.8 to 75 mmf; 
SLC; 600v RMS 60 cyc teat; 1 1/k" lg x 15/16" wa x 


1 7/32" bh shaft encl in housing w/eplit buehing 
13/64" diam x 17/32" 1g ofa locking type; scdr adj; 
twenty cad pl brass plates; 360 deg rotation; 
deolantite ins; post term for stator, lug term for 
rotor on LH eide; two mtg stude 1/8" 1g w/#4-40 tha 
on 21/32" mtg/c. 


16-C-60272-5636 


APC-75apelf#2310 


M-417042-6rev4. 


RBP (19) 


-483531 


CAPACITOR, variable: TTS 
air; plate meshing type single sect; 5 to 50 mmf; 
SLC; 600v RMS 60 cyc teat; 1 1/16" 1g x 15/16" wa x 


1 7/32" bh shaft encl in housing w/eplit buehing 
13/64" diem x 17/32" 1g o/a locking type; ecdr adj; 
fourteen cad pl brass vlatea; 360 deg rotation; 
deolantite ina; post term for stator, lug term for 
rotor on LH aide; two mtg‘stude 1/8" 1g w/#4-4O thd 
on 21/32" mtg/c. 


CHC 


APC-50spe1#2310 


CRV 


M-417042-8rev4 


REP (3) 


¥ 
| 
i 
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DESIGNATION NAME W-BND'IDESCRIFTION OR SPEC HO STOCK NO STOCK NO STOCK NO STOCK NO MFGR | PaRT NUMBER | rnactor OR PART NO USED IN 


483532 - CAPACITOR, variable: Tes 16-C-61096-1651 CHC | APC-140spel crv |M-417042-9rev4 |RBP (3) 
eir; plate meshing type single sect; 8.3 ta 1kO mf; #2310 


SLC; 600v RMS 60 cyc teat; 1 25/32" lg x 15/4 


1 7/32" h shaft encl in housing w/eplit buehing 
13/64" diam x 17/32" lg o/a locking type; scdr adJ; 
thirty-seven cad pl wrasse plates; 360 deg rotation; 


ideolantite ins; post term for stator, lug term for 
rotor on RE side; two mtg etude 1/8" lg w/ #4-40 tha 
on 21/32" mtg/c. 


r 
-483533 CAPACITOR, variable: TNS 16-C-62110-4321 +f CAG |568-s-1 crv |[M-415633-lrevl |RBP 


lair; plate meshing type, single sect; 1@ to 140 mmf; 
SLC; 500v peak; 2 1/8" 1g x 2 3/8" wa x 2 5/8" h 


shaft hole for 3/8" diam shaft exteneion; shaft adj 
not incl; fifteen brass plates; tsoluutite Luis; 


solder lug term; three mtg etude on panel ea w/#6-32 


tapped holes arranged in circle of 7/8" rad 
spaced 120° apart. 


———t. ——} eae eee ere eee aera -| 
- : s/t [hs ~550- - 

483534 CAPACITOR, variable: 7/17/45 16-c-63082-2586 {16-c-12297-280 CBK |FR-550-PD CRV |M-415585-1revo | RBP 
air; plate meshing type, dual sect; 23 to 550 mmf ea 


eect; SLF ea sect; 0.030" air gap, 500 vdct; 4 9/16" { 


lg x 4 1/4" wd approx x 3 7/8" h shaft 1/k" diam x 
1.1/4" 1g; round ehaft adj; twenty-four plates ea 
sect; 360 deg rotation; screw type term; three 


tapped holes in front and rear plate #6-32 thd 
forming isosceles triangle 2.462" wd x 1.033" h 
mtg/c; rotor 180 deg offeet. 


4.83535 CAPACIT@R, variable: TAT/4S 16-C-61145-9801 |N16-C-12299-3 cRV CRV | P-717517-503rev9! RBP-1 (8) 
air; plate meshing type, single eect; 9 to 11 amf min} RCP (8) 
140 to 14% mmf max; semi-log freq characterietic; 


leee than 2v working; 2 3/8" lg x 2 1/2" wa x 2 5/8" 
h shaft 1/4" diam x 1/k"” 1g; round ehaft adj, elot 


in rear shaft; fifteen brass plates; ieolantite ine; 


aolder lug term; three mtg studs 13/16" 1g ea with 
6-32 tapped hole arranged in circle of 1 3/4" diam 
japaced 120 deg apart. 


L 
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WG Py |. ¥ i 
ane NAME ANO DESCRIPTION otottno | Jan wo | PARC MONT | ante So | evdck So | MORSE ROT” [ron [Mae SUR” [ust | SGerart no" | “Gsco"'n 
-483536 CAPACITOR, fixed: 7/12/45 JREABA163 
jpaper dielectric; 500,000 mmf plus 10 minus 34; 200 [|RE13A48S 
vdew; HS metal can-w/ine tube; 2 5/8" 1g x 1 1/8" 
diem; mineral oil impr; axial wire leads; no int gnd 
connections. 
-483536-20 CAPACITOR, fixed: Taps IREAGAL63 '26-C-47 323-8374 [1 6-c-11344-99 cD [Re5caP5 cebu | 3-206 MK-12 Modi. 
INE-483536 w/500,000 mmf p/m 20%. JREL3AK88 
483537 CAPACITOR, fixed: 7/13/45 REUGAL63 
paper dielectric; 250,000 mmf plus 10 minus 3%; 600 |REL3A488 
vdew; HS metal can w/ina tube; 2" lg x 11/8" diam; 
mineral oil impr and filled; two axial wire leads; 
one term gnd. 
-483537-10 CAPACITOR, fixed: 7/13/45 RE48A163 16-C-46347 -3880 CD |R2506-25 MK-12 Mod1| 
INT-483537 w/250,000 muf p/m 10. REL 3A488 
~483536 CAPACITOR, fixed: 7/13/45 IRELSA163 
lpaper dielectric; 100,000 mmf plus 10 minus 3%; 1000 /RE13A488 
dew; HS metal can w/ine tube; 2 1/4" 1g x 25/32" 
diam; mineral oil impr and filled; two axial wire 
leads; one term and. | 
~483536-10 CAPACITOR, fixed: 7/13/45 RE4GA163 apical N16-C-12324-11 CD = |R25C10-1 MK-12 Mod) 
INT-483538 ¥/100 ,000 ont p/m 10%. (REL 3A488 
-483539 (CAPACITOR, fixed: 7/13/45 RELBA163 
paper dielectric; 50,000 mf plus 10 minus 34; 2000 {RE13A488 
vdcw; HS metal can w/ine tube; 2” lg x 11/8" diam; 
mineral oil impr snd filled; two axial wire leads; 
one term gnd. 
~483539-10 CAPACITOR, fixed: 7/13/45 RELGA163 ee N26-C-11174-10 CD }R25c2085 MK-12 Modi 
INT-483539 w/50,000 mmf p/m 10%. RE13A488 
-483540 CAPACITOR, fixed: 1/13/45 [REL3AK88 
paper dielectric; 50,000 mf plus 10 minua 3%; 600 [RE4GA163 
lydcw; HS metal can w/ina tube; 1 5/8" 1g x 25/32" 
diam; mineral oil impr and filled; two axial wire 
leads; one term gnd. 
~483540-20 GAPACTTOR, fixed: 7/13/45 Pensa 16-0-1057-2353 r ED YRasCéSS ME=12 Moal 
IN?-483540 w/50,000 mmf p/m 10%. 11 3A488 
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T on meres a 
DESIGNATION NAME AND OfechieTiOn oterec'no | van wo | NRE cal srock Go | avbck ‘wo | MERE RET [ron | Mote *GUittn” [ncn | ow "nant wo" | "Oeea" in” 
i 
-4O35¥2 CAPACITOR, fixed: 7/13/85 (REL 3A488 
paper dielectric; 4@,000 mmf plus 10 minus 3%; 600 [REL8A163 
vdew; HS metal can w/ine tube; i 5/8" lg x 25/32” H 
diam; mineral ofl impr and filled; two exiel wire | 
leads; one term gnd. 2 
-483541-10 CAPACITOR, f'ixed: 7/13/45 RELBA163 “736-0 -4 3877-2338 cD R25c6S4. | ME-12 Modl 
INT-4683541 w/40,000 mmf p/m 10%. IRE13A488 i" 
T 
-483542 CAPACITOR, fixed: 7/13/45 REL3A488 
paper dielectric; 200,000 mf plus 10 minus 3%; 600 |RE48A163 
vdew; BS metal can w/ins tube; 1 3/h" 1g x 1 1/6" 
i 
i f 
diam; mineral oil impr and filled; two axial wire ; 
leads; one teTm gnd. 
-483542-10 CAPACITOR, fixed: 7/13/45 RESBALE3 16-0-46157-2852 cD | R25C6P2 ME-12 Modl| 
= NT-4B3542_w/200,000 ume p/m 10%. REL3ALEB —;— 1 
-163543 CAPACITOR, fixed: 7/13/45 REL 30488 
paper dielectric; 150,000 mmf plus 10 minus 34; 600 |REN8AL63 
‘ydew; HS metal can w/ine tube; 2” 1g x 1 1/8" diam; 
mineral of1 tmpr and filled; two axial wire leads; t 
one term gnd. i 
eet = Re Sahai ee 
~483543-10 CAPACITOR, fixed: 7/33/45 | REX8A163 16-C-45967-3880 cp | Resc6P15 ME-12Mod | 
_[Rt-483543 w/ 150,000 mmf p/m 1Of. REL3A488 
— a — _—— oe a a ee 
~hO3544 CAPACITOR, fixed: 1/13/45 PRE 3A488 
paper dielectric; 500,000 mmf plus 10 minus 3%; 600 |RE4G&A163 
vdew; HS metal can w/ins tube; 2 1/2" lg x 1 1/8" 
diam; mineral oll impr and filled; two axial wire 
leads; one term gnd. 4 
~483544-10 CAPACITOR, fixed: 7/13/45 REvGA163 16~C-47297 ~5936 CD |Re5C6P5 MK-12 Modl 
Ir-483544 w/50®,@00 mf p/m 10%. RB 3A488 | | 
a 
-483545 CAPACITOR, fixed: 7/13/45 RE48A163 
paper dielectric; 10,000 mmf plus 10 minus 3%; 600 REL3ALBS 
vdew; HS metal can w/ins tube; 1 5/8" 1g x 25/32" 
diam; mineral oil filled and impr; two exial wire 
leads; one term and, | 
-483545-10 CAPACITOR, fixed: 7/13/45 REBA1L63 16-C-42737-2348 |1716-c-10997-59 cb |ReSC6si ME-12 Modal 
NT-483545 w/10,000 umf p/m 10h. RE13A468 
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483546 \GAPACITOR, fixed: 7/13/45 REUBALE7 16-C-45764-1524 
paper dielectric; 100,000 mmf plus 10 minus 3%; 2500 {REL3A488 
vdew; HS metal can; 2 7/16" h x 1 3/4" wa x 1" thk; 


mineral oil impr and-filled; one stud and nut term 
13/16" & on por piller :and.one solder lug term gnd 
connection 25/32" c to c on top; one aide int gnd to 
case. 

-483546-10 CAPACITOR, FIXED: 5/12/50 Csr ]P92t CRP }35-5428 5G-68 
avy Type 483546 w/100000 mmf p/m 10%. CRP |535-5428 iss 3 


i) 


~483547 CAPACTTOR, fixed: 1/16/45 ‘rehGar12 16-C- 30488-4410 CAN |A2-50 CEZ |CO 10061asA TCS-13 
mica; 600 mmf plus 20% minus 0%; 2000 vdew; temp coef |16C40 
ltr B; case 1 25/32" lg x 1.11/32" wd x 15/32" b; 


molded ba&kelite case} two through holes for screw 
#6-32 thé or 11/4" ntg/c. 


-483548 CAPACITOR ASSEMBLY: 7/17/45 16-C -66241-9821 CRY CRY | M-427085-50Lrev0|RBP 
metal case containing two 1000 mf, two 2000 mf, two 
3000 mmf and two 4000 mmf paper dielectric capacitors 


ea pr being connected in parallel and one side of 
all being common, potted in asphalt compowd; 6 1/2" 
lg x 2 15/16" wa x 1 11/16" the; two 5/8" x 3/8" 


WISLYW DINOUIDSTA = AdAL AAVN JO SONWVLVD 


right angle iron mtg wkt ea w/ 0.180" diam hele 
21/8" c toc. 


~483549 (CAPACITOR, fixed: 1/17/45 REYSALLO 16-C-48792-3910 co) (| 67x21 CRV }M-416301-lrevl |RBP(20) 
paper dielectric; 1 mf plus 10 minus 3%; 330 vacw; RE13A488 
HS metal can; 2" hx 1 3/4" 1g x 1"wa o/a; pyranol 


filled; three solder ivg term 1/2" h located on top; 
no int gnd connections. L 


-483550 CAPACITOR, fixed: Th8/s5 REABA15S 16-C-48792-3940 
paper dielectric; 1 mf plus 10 minus 3%; 330 vacw; RE13A488 


cG @1F11 CRV |M-418300-11rev0 | RBP 


HS metal can; 1 7/8" 1g x 1" wa x 2 11/64" h ofa; 
1 ofl impr and filled: two solder lug term 13/32" h 


located on top of case; no int gnd connections; two 
Imtg fl, ea w/ two 0.213" diam mtg holes 13/32" x | 
2 3/8" c tec on 2 3/8" x 13/32" mtg/c. 
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483951 CAPACITOR, fixed: v7 7/18/65 RBMBALES | I : i ; 
paper dielectric; 50,000 mmf plue 10 minue 3%; 500 jRE13A4G8 | | | H \ | i 
: | 
vaew; HS metal can w/ine tube; 1 3/k" 1g x 17/32" i | i : | ' | 
diam; wax impr and filled; two axtal wire leada; no j | 
int gnd connection, | | H 
CAPACITOR, fixed: 7/18/45 REYOALG3 16-C-44256-1178 |Wié-c-1175?->6 CRY CRV | P-72043-508rev30] RBP 
wr-48355) /50.200 mur p/m LOb. mae REL3AN83 { aS of a 
‘ah £ e 
~483552 CAPACITOR, fixed: 7/18/45 RELBAY76 {16-C-54b 32-3698 
paper dielectric; three sect; 100,000/100,000/100,000 |RE13A488 
mmf plus 10 minus 3%; 500/500/500 vaew; HS metal can; 
lcaee O.8hk" h x 2.812" 1g x 1.776" wa; castor oil H | i i j H 
impr and filled; three ins solder lug term 0.562" i | | 
! ' 
c to c on side; one side of ea sect is common and is } { | 
' 
Tgnd to can; mtg bkt w/two mtg feet ea w/hole spaced { j | 
L 2 5/32" ¢ too. H j 
| -483552-10 ICAPACITOR, fixed; ; “7/18/45 REMGANTO 16-0-548n5 A205 T [era linn ~~ ery [P-78029-503rev19] RBP(L0) | 
_[NT-483552 w/100,000/100,000/100,000 amt’ p/m 10%. IREL3AKBB ; 
- 483553 CAPACITOR, fixed; 7/18/45 RELSALSS 16-C~51 840-2727 cG 23F17 CRY |M-418141-17rev0 | RBP(2) 
paper dielectric; 10 mf plus 1@ minus 3%; 1000 vdew; {RE13AL88 CRV | M-42.81.41.-17 
BS metal can; case 37/8" lg x 1 3/6" wa x & 3/4 h 
! 
i 
ofa; ofl impr and filled; two ceremic ing stud term | { 
3. 3/32" h located on tup 2" ¢ to cy no int gnd | ! 1 
connections; two mtg £1 on bottom of vane ea w/two | | 
| 6.213" diam mtg holes 4 3/8" x 5/8" nte/c, } 
-463554 CAPACITOR, fixed: 7/38/45 REYBALSS i 
mica; 5600 mf; 400 vdew; case 2 13/32” 1g x 1/2" wa [16c4O H 
x 3/8" thk; thermoplastic case; two axial wire leads. i 
“HB3554-C10 CAPACITOR, fixed: 7/18/45 a (16-~32632 hak ~~ i | M-95099-568rev7 | ¥ i 
be NU-483554 w/5600 mmf p/m 10%; temp coef ltr C. \ | + | 
-483555 CAPACITOR, fixed: 7/18/45 REUSA2HB | | 
mica; 2000 mmf; 400 vdew; case 1 13/32" lg x 1/2" wa |i6cho 
x 3/8" thk; thermoplastic case; two axial wire leads. 
= ee — ys = zl | ee 
-483555-C1L CAPACITOR, fixed: 7/18/45 IREYBACKB 116-C-31791-6036 crv | CRY |M-06017-505rev9 | RBP 
NT-483555 w/2000 mmf p/m 1%; temp coef ltr C. 16C40 | 
\. 4 = ae he ae i 
| i | | 
= = Sele Zeeks 5 2 carn see I a ee eeerents 4 
Br | | 
{ 
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-483556 CAPACITOR, fixed: 7/18/45 RELGAQLB 
mica; 1366 mmf; 400 vdew; case 1 13/32" 1g x 1/2" wd |16c40 


x 3/8" thx; thermoplastic case; two axial wire leads. 


-483596-C1 CAPACITOR, fixed: 7/18/i5 RELGAZLS 16-C~31443-23h5 cRV CRV |M-86017-508rev9 {RBP(2) 
NT-483556 w/1366 mf p/m 1%; temp coef ltr C. Léche 
~ 4.83557 CAPACITOR, fixed: 7/18/45 RELBAZHS 


mica; 1890 mmf; 400 vdew; case .1 13/32" 1g x 1/2" wa |16ckO 


x 3/8" thk; thermoplastic case; two axial wire leads. 


nS 23g? catia nar oraiia| 7/8/45 peters 16-C-31734-2534 | - cRV CRY | N-86017-509rev9 | RBP(2) 
NT-483557 w/ 1690 mmf p/m 1%; temp coef ltr c. 16C40 } 
483558 CAPACITOR, fixed: 7/18/45 RELBA2YS 


mica; 1839 mmf; 400 vdew; case 1 13/32" 1g x 1/2" wa |i6cho 
x 3/8" thk; thermoplasti 


case; two axial wire leads. 


~4.83558-C1 ICAPACITOR, fixed: T/8/%5 RELBADLO 16-C-31683- 9074 foRV crv |M-86017-512rev9 |RBP(2) 
{wr-483558 w/1839 mmf p/m 1%; temp coef ltr C. 16cho 
483559 CAPACITOR, fixed: 7/18/45 RELGAZLB 


mica; 1735 mmf; 400 vdew; case 1 13/32" 1g x 1/2" wd jlecko 


x 3/8" thk; thermoplastic case; two axial wire leads. 


~L83559-C1 CAPACITOR, fixed: 7/18/45 REYSA2LS [6-C-31632- 5906 cRV cRV |M-86017-5threv9 |RBP(4) 
(NT=483559 w/1735 mf p/m 1%; temp coef ltr C. 16c40 
-1483560 CAPACITOR, fixed: 7/19/45 REL8A143 


mica; L740 jmf; 500 vdew; case 51/64" 1g x 51/64" wa }16c40 


x 9/32" d max; molded bakelite case; two axial wire 


leads. 
8 poe eee ae 
-483560-1 CAPACITOR, fixed: 7/19/45 RELBA143 16-C-31632-9186 cRV CRY |P-72081-7rev23. |RBP-1 
NP-483560 w/174@ mmf p/m 1%; temp coef ltr D. 1é6che RBP(4) 
RCF-1(4) 
-483561 CAPACITOR, fixed: 7/19/45 RELGALL3 


mica; 1840 mmf; 500 vdew; case 53/64" 1e x 53/64" wi | 1echo 


x 9/32" d max; molded bakelite case; two axial wire 


leads. 


| -483561-D1 CAPACITOR, fixed: 7/19/45 RELGALA3 16-C-31685-7471 cRV cRY |P-72081-5rev23 /RBP(2) 
INT- 483561 w/1840 omf p/m 1%; temp coef ltr B. 16C40 L RCP-1(2) 
483562 CAPACITOR, fixed: 7/19/45 REKSA1N3 CRV | P-72081-3revl9 | RBP-1 
CANCELLED; same _as NY-482733. L6CkO 
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SHEET 
= = == = as =e = ee ae a 
Ca NAME AND DESCRIPTION onsen | Jan no [STANDARD HAW Tee oe | attck wo | Ecotec pes cae eg fevered Kaa aa eer 
= soe = be za = a ieee 
~483563 CAPACITOR, fixed: 7/9/45 RELAALTA } 
mica; 2000 mmr; 500 vdew; cave 7/8" lg x 7/8" wax {146080 | | | | \ 
5/16" thik; metal case: one lug term 1 1/2" 1g x 9/32"| | { | ' 
} 
wd at ore end, one solder lug term 3/8" lg on bottom | H 
w/one 0.154" diam hole; add euffix indicating \ | | 
capacity tolerance jn Per cent. oe a | Mc 7 | 
48356 3-39 CAPACIVOR, fixed: Tig/ss iReueah73 | zi 7 a cay |?-(12A) RBP(2) 
_[wP-463563 w/2000 mmf p/m LOL, (16cho H { i 
ll ~ a! ' | ~ 
~4.8 356 CAPACITOR, fixed: 7/19/45 REUSAK7S: ! 
mica; 1000 mmf; 500 vdew; cease 7/6" lg x 7/8" wa x 16Cho | | | 
5/16" thk; metal case; one lug term 5/5" ig x 3/32" | | | | | | 
| { { | | f | i 
wid at one end and one aclder lug term 3/8" ig on | ' | i 
dottom w/one 0.154" diam hole; add suffix indicating | | H | 
capacity tolerance in per cent. i | f 
1 7h83564-10 CAPACITOR, fixed: ~ - T/ig/is— IRBABALTS 16-C- 31090-4277 | l “TeRv t-(1A) TeRv | P-713861-503rev8 HBP 
NT-483564 w/LOOU mmf p/m LO%. jL6chs | ' 1 ; j 
ee : at r - —P 
-483565 CAPACITOR, fixed: 7/19/45 RELGAL7S i | 
mica; 2000 mmf; 500 vdew; case 7/8" ig x 7/8" wi x figcks ! i 
5/16" thk; metal case; one lug term 3/8" 2g x 5/16" i } j | 
| | ; | | 
wd on left end of case and one solder iug term 7/16" | i | i j 
lg on bottom-x/one 9.154” diam hole; same as i i i | | 
WE-483566 except position of term; add suffix | | | | i ' | | 
f indicating capacity tolerance in per cent, i | j ! : 
= | ~ 
~483565-10 CAPACITOR, fixed: 7/19/85 RENSAN 7B. CRY (214) cRV | 
INT-483565 w/2000 umf p/m i0%. 16ChO | ! Hl 
a i a uit aE je | 
~483566 CAPACITOR, fixed: T/i9/h5s H 
mica; 2,000 mmf; 500 vdew; case 7/8" le x 7/3" wi x | ' 
5/16" thi; metal case; one lug term 3/8" 1g on right | | | ! ; 
H f 
end of case and one solder lug term 7/16" ig on | | 
bottom w/one 0.154" diam hole; same as NT-483565 
except for position of term; add suffix indicating 
capacity tolerance in per cent. { 


CAPACITOR, fixed: 7isyus RBS AN [SB -C0TT PO 


NT-483566 w/2000 ame p/n Oh. 16cho i 
~h83567 CAPACITOR, fixed: 7/19/85 RBBAL73 
mica; 1,000 mmf; 500 vdew; case 7/8" tg x 7/8" wa 36cho | 


x 9/32" h3 metal case; one lug term 3/6" 1g at ene 


end and one solder iug term on bottom w/one 0.154" | 


diam hole; add suffix indicating capacity 


in per cent. 


SHEET 23-1020" 
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SHEET 48-1021 


7 e ~ | CONTRACTOR's OWG ENT 
[seen NAME AND. DESCRIPTION ee oe ee baat MAmuencronans| coe, | Soumeetars one | SaUeeed 
-483567-10 CAPACITOR, fixed: 7/19/45 REKSAL78 16-C-31090-4272 cRV }T-(11A)- cry | P-713881-510 RBP(2) 
NT-483567 w/1000 umf p/m 10%. 16cho rev8 
-483568 CAPACITOR, fixed: 7/19/45 RELBA228 
mica; 1,000 mf; 500 vdew; case 7/8" 1g x 7/8” wi 
x 1/4" thk; metal clad case; one straight lug term, 
one right angle lug term ea w/one 0.154" diam 
hole. 
-483568-10 CAPACITOR, fixed: 7/19/45 RELBA288 16-C-31090-4057 CRV |T-(11A) crv | P-701676-18rev6 | RBP (9) 
NT-483568 w/1,000 mmf p/m lep. 
-483569 CAPACITOR fixed: 7/19/45 
ceramic dfelectric; 2 mmf; neg temp coef 750 (tol 
p/m 40) mmf/me/°C; 500 vdew; case 0.812" lg x 0.25" 
OD; axial wire leade; ceramic ins; add suffix 
indicating capacity tolerance in per cent. 
T83569-15  |CAPACITOR, fixed: 7719745 16-C-15434-7035 | CER [N75O0L2p/m.3 crv |X-0h5976-7rev5 [RBP-1 (6) 
NT-483569 w/2 omf p/m .3. RCP (6) 
-483570 CAPACITOR, fixea: T9745 RBP 
CANCELLED: seme as NT-481173. 
-483571 CAPACITOR, fixed: 7/19/45 RELBALY3 
mica; 1,890 mmf; 500 vdcw; case 51/64" 1g x 51/64" Léche 
wi x 9/32" d max; molded bakelite case; two axial 
wire leads. 
-483571-D1 CAPACITOR, fixed: 7/19/45 RELBA1L3 16-C-31734-2636 | Cry éev | P-72081-brev23 | RBP 
NT-483571 w/1890 mmf p/m 1% temp coef ltr D. 16cho RBP-1 (2) 
RCP (2) 
re _t 
-483572 CAPACITOR, variable: 7/19/45 16-C-61145-9961 CRY CRV | P-717517G-504 RBP (3) 
air; plate meshing type, single sect; 9-11 to l4o- CEC rev9 
1u4 mmf; semi-log freq characteristic; 1350v RMS 
teat 60 cyc; 2 5/16" 1g x 2 1/2" wi x 2 5/8" h, 
shaft 1/4" diam x 5/16" 1g undercut; round shaft adj; 
fifteen brass plates; isolantite ins; solder lug 
term; three mtg holes:0.196" diem in front plate 
arranged in circle 1 3/4" diam spaced 120 deg apart. | | 
li , i i rs 
4 a eee 1 H L 
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NAVY TYPa WAVY BWG STANDARD NAVY es 0 As oO SIGN. CORPS MANUFACTURER'S con. CONTRACTOR'S OWG EQUIPMENT 
[ DEBIGNATION NAME: ‘ANB: -DESCRIPTION OR SPEC NO JAN NO | STOCK NO stock No sTOCK NO Stock NO {MFGR IE Paay NUMBER | raacton OP. PART NO usED a 
-4B3573 CAPACITOR, fixed: 1/20/45 RE4BA163 16~C-44281-8001 caw | 89 special CHW {| CO-COO] tes © 
paper dielectric; 50,000 mn? plus 20 minus 10%; 120 }RE13A488 | CHW | MCO-00Ci faa © 
ivdcw; HS metal can; 1 1/16" lg x 7/26" diam; mineral | i 
oil impr and filled; two axial wire leads 2" 1g; one t | 
aide gnd to can. 
-483573-10 CAPACITOR, fixed: 7/20/45 RE48A163 1e-—C-4ehg-4800 *e CAW | 89 Special CHW | CO-00@l1esG MAW 
NT-483573 w/50,000 mmf p/m 10. RELZAK8B 
ace ee NN Oe ee eee inne 
~483574 CAPACITOR, fixed: 7/20/45 PREKGALSL 16-C-45911-€$80 MAW 
paper dielectric; 130,000 mmf plus 10 minus 34; 150 |RE13A488 MAW =1 
vdew; HS metal can; 1 i/o" lg x 9/16" diem; mineral 
{ 
oil impr and filled; one #20 tinned copper wire term 
21/2" 1g in center of mtg end; one side int gd; one 
fixed mtg wkt on end w/ene #6-32 thd hole in ctr. 
a 4 | 4 ia L ig 
~483574~-20 CAPACITOR, fixed: 1/20/45 IREYBALS2 16-C-45913.-3210 3DA130-5 CHW {CO-0003 CHW |0CG-0003 les O MA 
| INT-183574 w/130,000 mmf p/a 20%. RELZA4RB | 
{ 
Z 483575, CAPACITOR, fixed: 7/20/45 REWGA310 16-C-22695-KUUE 3DB3G-47 CHK | MA466 CHW | CE-OCOl iss G | MAW 
n a electrolytic; three sect; 30/36/30 mf; 200/200/200 | zan-c-62 
CM vdew; working temp range minus 20°C to plus 65°C; elec 
32 case 3 1/16" 1g x 1" diam; tubr metal can; tarse 
rr =o 
= [oa) solder lug term spaced 120 deg on 0.3125" rad on 
bottom; neg term end int; three mtg ears spaced 
m ; i 
Z 2) 120 deg on 0.368" rad; HS. \ 
ae meas eat tea eepereraes ae —a Zs a a2 
4° ~483576 CAPACITOR, fixed: 7/20/45 ae ihinsio }26-C-22332-5020 3PB1400 cMx | 4us9 CHW |CE-0002 isao MAW 
as 3 
TES electrolytic; two sect; 1400/1400 mt; 6 vdew ea eects | sar 66> | 
— 0 working temp renge minus 20°C to plus 65°C; case sige | 
> 31/16" lg x 1 3/8" diam; tubr metal can; two solder | H 
ws i 
lug term on bettom apaced 180 deg on 0.4375" rad; neg | 
term gnd internally; feur mtg eara epaced 90 deg on 
LL 1/2" rad. | = 
-483577 CAPACITOR, fixed: 7/21/45 RE4BALO2 
mica; 1,190 mmf; 500 vdcw; case 27/64" lg x 31/64" 2echi 
diam; metal case; one solder lug term 19/64" on one 
side of case w/one 3/32" x 0.031" slot; #3-48 tapped 
} 1 
mtg heles in ctr ef side opposite term; add suffix 
{ 
indicating capacity tolerance in per cent. { 
- : ag —t + 
-483577-9 CAPACITOR, fixed: T/ear/45 RPLGALOZ 16-C-31195-3170 |N26-C-10115 CBN | 834 CHW | CM-0005ia80 MAW 
[82 83577 w/1100 mmf p/m %. 1ech2 
ime ass, es mee _. - ome & = z ; ee ate = bs | 
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-483578 CAPACITOR, fixed: Tfer/as RENGALI5 
mica; 2,200 mf; 500 vicw; case 0.356" lg x 0.471" 16ch1 
diam; metal case; one solder lug term 9/32" 1g on ene 
side of case w/one 3/32" x 0.03" elot; add suffix 
indicating capacity tolerance in per cent. : 

-483578-9 CAPACITOR, fixed: t/ei/5 RELGAKIS 16-C -31907-4970 [CBN CHW | CH-00061 880 HAW = 
NT-483578 w/2200 mmf p/m Ob. 16ch1 _| zi 

-483579 CAPACITOR, fixed: T/e1/4s ‘ie 
ceramic dielectric; 10,000 mmf; var temp coef; 300 
lvdcw; case 1 1/2" lg x 0.265" diam; radial wire 
leade; ine case; add suffix indicating capacity 
tolerance in per cent. 

~483579-20 CAPACITOR, fixed: T/2r/45 y 16~C-19137-8470 3DA10-138 CARD |61K1200 CEY } CC-0002chgA MAW 
INT-483579 w/10,000 mmf p/m 20%. . 

-483580 CAPACITOR, variable: 7/21/45 | 16-C-63884-6401 3D9006V-13 cay | 820-A CHW {CV-0002 chgA MAW (2) 
ceramic; rotary type, single sect; 2 1/2 to 6 mf; 
500 vdew; temp coef minue 500 mf/mr/*C; 0.835" 1g x 
0.610" wi x 0.276" h; solder lug term w/right angle 
bend; two holes in base 0.117" diam 0.375" c to c; 
ecdr slot adj; ceramic base. | 

-483581 CAPACITOR, fixed: 1/23/45 RERGAMAL 
mica; 250 mmf; 100 vdcw; case 13/32” lg x 3/8" wa x {16cho 
7/64" thk; metal clad case; one flat rectangular 
term at one end 3/16" lg x 13/64" wa w/rectangular . 
Blot. 

-483581-D10 CAPACITOR, fixed: 7/23/45 REGGAE 16-C-2980-9765_ |N1G-C-9973=50 cYu | J-EF céG [etAll2ek7iseB | AN/APR-1. 
NT-483581 w/250 mmf p/m 10h; temp coef ltr D. [16che | IN16-C-9973-60 [ 

| -ua398e CAPACITOR, fixed: T/2k/u5s REUGALZ9 16-C-48796-3925 caw | 630M OFN 

paper dielectric; 1 mf plus 10 minue 3%; 600 vdcw; RE13A488 
HS metal can; case 2" lg x 1 3/4" wi x i" h o/a; 
oil impr and filled; two solder lug term 5/16" hb on : 
eide 1" c to c; no int gnd connection; two mtg feet 
3/8" wa flush w/bottom ea w/ 3/16" diam mtg hole 
2 3/8" c toc. 

7483582-5 CAPACITOR, fixed: EES) fReheni29 [~*~ 0-87 75-3680 GAN [630M CRY |M-422765-drev7 | QFN (2) 
NT-493582 w/1 mf? p/m B. RE13A488 

zl | 
I aot 
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NAVY TYPE 
DESIGNATION 


| 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


STANDARD NAVY 
LAN AS: STOCK NO 


eso 
stock NO 


AsO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MANUFACTURER'S 


ESL PART NUMBER 


Con. 
‘TRACTOR 


CONTRACTOR'S OWG 
OR PART KO 


= 
EQUIPMENT 
USED IN 


483583 


CAPACITOR, variable: 7/24/45 


air; plate meshing type, single sect; 6 to 100 maz; 


SLC; 0.0168" air gap; 1 15/32" lg x 15/16" wi x 


1 7/32" nh, shaft assembied w/collar and hex nut 1/k" 
diam x 5/16" lg o/a; scdr adj; twenty-seven cad pl 


brass plates; 360 deg rotation; isolantite ine; post 


term for stator, lug term for rotor on RE side; two 
mtg stude w/#4-ho tap on 21/32" mtg/c. 


16-C-60660-4219 


coc | APC-100 


ORV 


K~827747-lirev1y 


OFN 


jes= 
-483584 


CAPACITOR, variable: T/ai/us’ 
air; plate meshing type, single sect; 4.3 to 25 
amf; SLC; 0.0195" air gap; 29/32" ig x 15/16" wi x 
1 7/32" h, shaft 9/32" diem x 9/16" ig; fibre cap 
3/8" diem x 3/16" 1g over end of shaft for scdr adJ; 


nine cad pl brass plates; 360 deg rotation; isolan- 


tite ins; post texm for stator, lug term for rotor on 
RE side; two mtg stude 3/16" lg tapped 0.112"-40 tha 
for screw on 21/32" mtg/c 31/64" from top; incl. 


phosphor-bronze grounding otrip. i 


4 


26-C-59107-5801 


N1E-C-12380 


t 
Clic APC Spel 


ES-676693-3i887 


“483585 


CAPACITOR, variable: 7/2r/n5 


air; plate mesuing type, single sect; 4.3 to 25 mmf; 
SLC; 0.0195" air gap; 29/32" le x 19/16" wt x 1 7/32" 


h, shaft 9/32" diam x 9/16" lg; fibre cap 3/8" diam 
x 3/16" ig over end of shaft for scdr adj; nine cad 
pl brase plates; 360 deg rotation; isolantite Ins; 
post term for etator, lug term for rotor on Lf side; 
two mtg etude 5/16" 1g tapped 0.112"-40 thd for screw 
on 21/32" mtg/c 31/64" from top; similar to 


NT-483564 except has no gnd strip and rotor term 
assembled in opposite positien. 


16-C-59107-5781 | 


coc {APC Spel 


cw 


ES-676693-hiss7 


UN 
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= 


= 
NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


RAVY DWG 
OR SPEC NO 


STANDARD NAVY 
DARE» NO; STOCK NO 


—eso 
STOCK NO 


Aso SIGNAL CORPS 
STOCK NO STOCK NO 


MFGR 


[MANUFACTURER'S 


PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG | EQUIPMENT 
OR PART NO USED iN 


483566 


CAPACITOR, variable: 7/21/45 
air; plate meshing type, single sect; 5.4 to 50 mmf; 
SLC; 0.0195" air gap; 1 3/32" 1g x 15/16" wa x 
17/32" h, ehaft 9/32" diam x 9/16" 1g; fibre cap 
3/8" diam x 3/16" 1g over end of shaft for ecdr adj; 
seventeen cad. pl brase plates; 360 deg rotation; 


isolantite ine; post term for atator, lua term for 
Iretor RH elide;two mtg studs 5/16" lg tapped 0.122"-40 
thd. for ecrewe on 21/32" mtg/c 31/64" from top; incl 
phosphor brenze grounding strip. 


16-C -59845-7951 


im 


CHC 


APC Spel 


cw 


ES-676693-7ie87 | UN 


toe 


-483587 


CAPACITOR, variable: 7/21/45 
air; plate meshing type, single sect; 5.4 to 50 mf; 
SLC; 0.0195" air gap; 1 3/32" 1g x 15/16" wi x 


1 7/32" h, ehaft 9/32" diam x 9/16" 1g; fibre cap 
3/8" diam x 3/16" 1g over end of shaft for scdr adj; 
seventeen cad pl braee plates; 360 deg rotation; iso- 


lantite ins; post term for stator, lug term for 
rotor on LH side; two mtg etude 5/16" 1g tapped 
0.112"-ko thd for ecrewe on 21/32" mtg/c 31/64" from 


top; eimilar to NT-483586 except has no gnd strip and 


rotor term assembled in opposite position. 


16-C-59845-7931 


CHC 


APC Spel 


cw 


ES-676693-9iee7 | UN 


-483588 


CAPACITOR, variable: 7/21/45 
air; plate meshing type, single sect; 3.8 to 14 mmf; 
SLC; 0.0195" air gap; 15/16" lg x 15/16" wi x 1 1/4” 


h, shaft 9/32" @iam x 9/16" 1g; fibre cap 3/8" diam 


x 3/16" 1g over ena of shaft for ecdr adj; five cad 
pl brass plates; 360 deg rotation; ieolantite ine; 


post term for stator, lug term for rotor RE eide; 
two mtg etude 5/16" 1g tapped 0.112"-40 thd for 


ecrew on 21/32" mtg/c 31/64" from top. 


16-C -584.26-2654 


CEC 


APC Spel 


cw 


ES-676693-14iee7] UN 
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NAVY TYPE 
DESIGNATION i 


NAME AND DESCRIPTION 


VU Navy ows 
OR SPEC NO 


T 
| STANDARD NAVY 
JAN NO STOCK NO 


483589 


CAPACITOR, variable: 7/2erfh5 
air; plate meshing type singie sect; 3.8 to 1h mf; 


SLO} 0.0195" air gap; 15/16" 1g x 15/16" wh x 


1 1/4" h, shaft 9/32" diam x 9/16" 1g; cap 3/6" diaa 
x 3/16" 1g over end of shaft for ecdr adj; five cad 
pl braes plates; 350 deg rotation; isvlantite ins; 


post term for stator, lug term for rotor LH side; 
two mtg atuda 5/16" 1g tapped 0.112"-k@ thd for 
screw en 21/32" mtg/c 31/64" from top; eimiler to 


iN7Z-483588 except rotor term.assembied in opposite 


position. 


| _$_ 


i 


| 


16-C-58426-2634 


Ase 


SIGNAL CORPS 
sTOCK NO 


~483590 


ew 
CAPACIT@R, variable: 7/21/45 


air; plate meshing type, single sect; 4 p/m @.4 to 
41.5 p/m 1.5 wmf; SLC; 0.0195" air gap; 1 5/32" le 


x 15/16" wi x 1 7/32" h, shaft 1/4" diam x 25/32" 
lg; acdr adj; thirteen cad pl braea plates; 360 deg 
rotation; iaolantite ine; post term for stater, lug 
term for rotor on RH side; two mtg stude 1/b" 1g with 
0.112"-36 thd on 


2/32" mtg/c; incl phospher bronze 


grounding strip. 


16-C -59553-5935 


| 


Sa | 
CHC | APC Spcl cw ES-614138-38. 


Cw 


MANUFACTURER'S | Con 
PART NUMBER | tract 


CONTRACTOR'S DI 


Cw 


E 


ws | EQUIPMENT 
OR PART NO USED IN 


$-676693-1 


iest 


UN 


1 
H ; 
{ t 


dAL AAVN SO SDOWLVYD 


483591 


CAPACITOR, fixed; 7/21/%5 

mica; 90,000/60,600/90,0C® mf; 2C0 vdew ea sect; 
case 1 25/32" lg x 2 13/32" wd x 2 17/32" h; metal 
case; e1x lug term 15/32" h on top on 1” x 23/64" x 


23/64" mig/es two mtg feet ea w/ slot 5/ 


2 7/32" © toc, 


ft | 
wd, slots i 


| RE‘GALT9 
1ECko 


-483591-D1/2 


CAPACITOR, fixed: Fealhs: 
NT-483591 w/9000@/6e0ee/90000 amr p/m 1/24; temp coef 


ltr D. 


REGALTO 
16C40 


16-C -39440-CA16 


jp-2628h0 


Cw BA-109392ie81 


RESTRICTED 
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= 


; 


NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


JAM NO 


STANDARD NAVY 
sTOCK NO 


| 


ESO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED iN 


-483592 


CAPACITOR, variable: 7/2/45 
lair; plate meshing type, single sect; 8 to 98 mf; 
SIC; 0.0195" air gap; 1 11/16" 1g x 15/16" wi x 


1 7/32" b, shaft 1/4" diam x 9/16" 1g incl 3/8" diam 
fibre cap; ecdr adj; thirty-four cad pl brase plates; 
360 deg rotation; isolantite ins; post term for 


stator, lug term for rotor on‘RH side; two mtg studae 


5/16" 1g w/0.112"-4O thd on 21/32" mtg/c; elot cut in 
fibre cap at right angles to ecdr slot 1/32" wd x 
1/64" d filled white to indicate which plates are 


fully engaged. 


16-C -60525-3767 


CHC 
cw 


APC apcl 


cw 


ES-676693-13iss7| 


UN 


TDG-1 


483593 


CAPACITOR, variable: T/2k/45 
air; plate meshing type, single sect; 3.5 to 52 mf; 
SIC; 0.020" air gap; 1 1/8" 1g x 1 7/16" wa x 1 1/16" 


h, shaft 1/4" diam x 1/2" 1g, buehing 3/8" lg x 
3/8"-32 thd; round shaft adj; ten cad pl brasa plates 
36@ deg rotation; isolantite ins; post term for 


stator, lug term for rotor on bottom; two mtg etude 
3/8" 1g w/#4-4O tapped hole on 1 3/32" mtg/c, for 


panel mtg. 


16-C-60036-1516 


CHC 


HFA spel 


CW 


ES0-675536-17 
fig 1 ise 6 


-483594 


CAPACITOR, variable: T/ak/45 
lair; plate meshing type, single aecx; 3.5 to 52 mmf; 
Isic; 0.020" air gap; 1 9/32" lg x 1 7/16" wa x 1 1/16" 


h,shaft 1/4" diam x 1/2" 1g, bushing 3/8" 1g x 
3/8"-32 thd; reund shaft adj; ten cad pl braes plates; 


360 deg rotation; ceramic ina;lug term; panel mtg by 


two mtg studs 3/8" 1g w/#4-ko tapped hole on 1 3/32" 
mtg/c; same ae NT-483593 except for addition of 
ceramic plate in rear. 


1L6-C-60036-1546 


coc 


ST epcel 


ESO-675536-17 
fig 21e86 


483595 


CAPACITOR, variable: 7/2/45 
lair; plate meshing type, single sect; 3.5 to 52 mf; 
SIC; 0.020" air gap; 11/8" 1g x1 7/16" wa x 1 1/16" 


h, shaft 1/4" diam x 9/32" 1g, bushing 3/8" 1g x 
3/8"-32 thd; round shaft adj; ten cad pl brass plates 
360 deg rotation; isolantite ins; post term for 


etator, lug term for rotor on bottom; single hole 


utg by 3/8" dism mtg bushing. 


16-C-60036-1506 


CHC 


HFA spel 


cw 


BS0-675536-20 
fig 1 ies 6 


UN 
1De(2) 
TDG-1(2) 


RESTRICTED 
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Fe 
NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


JAN NO 


STANDARD NAVY 
STOCK NO 


Eso 
STOCK NO 


aso 
STOCK NO 


| SIGNAL CORPS 


STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


TRACTOR 


Cox. | CONTRACTOR'S OWG | EQUIPMENT | 


OR PART KO USED IN} 


-483596 


CAPACITOR, variable: T/eu/as 
air; plate meshing type, single sect; 3.5 to 52 mf; 
SLC; 0.020" sir gap; 1 9/32" 1g x 1 7/16" wa x 1 i/i6" 


hb, shaft 1/4" diam x 9/32" 1g, bushing 3/8" 1g x 
3/8"-32 thd; round shaft adj; ten cad pl brass plates; 
360 deg rotation; isolantite ins; lug term; single 


hole mtg by 3/8" diam mtg bushing; same as NT-483595 
except for addition of ceramic plate in rear. 


16-C-60036-1536 


ST apcel 


CW | £s0-675536-20 | UN 


fig 2 issé 


~483597 


CAPACITOR, variable: 7/ek/kS 
air; plate meshing type, aingle sect; 3 to 36 mmf; 
SLC; 0.020" air gap; 1" lg x 1 7/16" wi x 1 1/16" h, 


1/4" diam x 9/32" 1g, dushing 3/8" le x 
"=32 thd; rounded shafe adj; seven cad pl brass 


3/ 


plates; 360 deg rotation; isolantite ins; post term 


for stator, lug term for retor on bottom; sin 


mte by 3/8" diam mtg bushing. 


16-C-59504-7 363 


BFA spel 


t—. 


ow ESO~-675536 


a. [UN ' 
fig L ise 47DG 


483598 


CAPACITOR, variable: Tfen/ks 
air; plate meshing type, single sect; 3 to 36 mmf; 
SLC; 0.020" air gap; 2 5/32" lg x 1 7/16va x 1 1/16" 


h, shaft 1/4" diam x 9/32" 1g, buehing 3/8" 1g x 
3/8"~32 thd; rounded shaft adj; seven cad pl braas 
plates; 360 deg rotation; tsolantite ins; lug term; 


aingle hole mtg by 3/6" diam mtg bushing; same as 
NT-483597 except for addition of ceramic plate in 


rear. 


7 16-C-5.9504-7 393 


ST spel 


CH BS0-675536-21 UN 


fig 2ise6 


-483599 


—{ 


CAPACITOR, fixed: 7 feu/ss 
electrolytic; 500 mfd; 12 view; working temp range 
plus 10% to plue 54°C; case 4 9/16" 1g x 1 7/16" 
diam; metal case; two solder lug term 7/16" bh on top 
spaced i/o" c te c; term ins from cage; mtg clamp 


w/two 5/32" x 5/64" slots on 1 7/8" mta/c. 


46-C-20654-3601 


3D560-28 


csr 


MA-94661-6 


pecs 


CW | ESA-622090 iss 
cw KS-7869 iss 2 


Fl UN | 


~483600 


CAPACITOR, fixed: 7/20/45 
paper dielectric; 1 mf plus 10 minus 3%; 600 vdew; 
WS metal can; case 2" h x 1 3/16" 1g x 3/8" wa o/a; 


mineral oil impr and filled; two solder lug term 


33/64" h located on top; no int gnd connections. 


IREYSAL1O 


16-C-48795-9580 


cTD 


OM-GOL-9 
modified 


-483600-20 


i 


CAPACITOR, fixed: 7/20/45 
Wr-h83600 w/1 mf p/m 20h. 


REL 
IRE 3A488 


OM-601-0 


+}. 


coc =| 8A42155isa0 AN; 


APA-6(9) 5 
| 
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[sae NAME ANO DESCRIPTION caterer no? SRR wor “(SRST GRP ee aa cape Saale | HRS | Mean IMORCHAC nr cae) ON oe eee 
-483601 CAPACITOR, fixed: 7/20/45 RE4.8A110 16-C-48796-1043 CTD | 0M-601-0 
paper dielectric; 1 mf plus 10 minus 34; 600 vdew; RE13A488 
HS metal can; case 2 9/32" h x 1 5/16" wa x 5/8" a 
o/a; oil impr and filled; two eaolder lug term 15/32" 
h located on top; no int gnd connectionea. 
NOTE: AN/APA-6(8), AN/SPA-1(9). SEE NOTE: 
-483601-20 CAPACITOR, fixed: 7/20/45 16-C-48847-6196 |N16-C-11417-200 CTD | OM-601-0 CGG } 8AK8561 tee © AN/AaPA-6A 
NT-483601 w/ 1 mf p/m 20f. (27) 
-483602 CAPACITOR, fixed: 7/20/45 REL8A163 1L6-C -44257 -2852 CBV [FF 
paper dielectric; 50,000 mmf plus 10 minus 34; 600 REL 3A 488 coc §={8A42238 
vdew; HS metal can w/ins tube; case 1 3/4" 1g x 5/8" 
diam; mineral oil impr and filled; two axial wire 
leade; no int gnd connection; same as NT-484798 
except for vdcw. 
-483602-10 CAPACITOR, fixed: 7/20/45 RE4SA163 16-C-44257-2852 3DA50-107 CBV | FE cGG | 8A422381680 AN/APA-6 
INT-483602 w/50,000 umf p/m 104. (REI 3A488 coc | 8A42238 (4) 
-483603 CAPACITOR, fixed: 7/20/45 crW | 36-45-27 CGG «{19A1L03714i88A AN/APC-1 
CANCELLED: same as NT-483309. ccc [19103714 
-48 3604 CAPACITOR, fixed: 7/20/45 
ceramic dielectric; 4 mmf; zero temp coef (tol p/m 
30) mmf'/mf/°C; 500 vdcew; case 7/16" 1g x 3/16" diam; 
radial wire leade; bakelite ins; add suffix 
indicating capacity tolerance in per cent. 
- 483604 -25 CAPACITOR, fixed: 7/20/45 16-C-15568-8714 3D9004-5 CAKD |D4 ccG | 21A4819516860 AN/APA-6 
nT-483604 w/4 umf p/m 1 mf, 
-483605 CAPACITOR, fixed: 7/20/45 
ceramic dielectric; 75 mmf; zero temp coef (tol p/m 
30) mmf/me/°c; 1250 vdews case 1 1/16" lg x 15/16" 
max diam; radial wire leads; bakelite ina; add 
suffix indicating capacity tolerance in per cent. 
~483605-20 CAPACITOR, fixed: 7/20/45 16-C-16868-1320 CAKD |D75 CGG | 214485991880 AN/APA-6 
NT-4.83605 w/75 umf p/m 20%. 
-483606 CAPACITOR, fixed: 7/20/45 IREK8A 164 16-C-45748-4800 CMR | 340-22 
paper dielectric; 100,000 mmf plus 10 minus 3%; 120 |RE13A488 
‘vdcw; HS molded phenolic case; case 1 15/32" lg x 
5/8" wi x 1/4" thk; wax impr; pigtail term 1 1/4" 1g 
at ea end; no int gnd connectione. 7 
one ici | 
~48 3606-10 CAPACITOR, fixed: 7/20/45 RELGALOL 16-C-45769-4800 CMR | 340-22 CRR | C65708-104 chg Al AN/APA-6A 
INT-483606 w/100,000 mmf p/m lot. RE13A488 ccc |8A106370 


RESTRICTED 
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NAVY TYPE NAVY DWG STANDARD NAVY ° IGN. MANUFACTURER'S Con- CONTRACTOR'S DWG EQUIPMENT 
DESIGNATION NAME AND DESCRIPTION OR SPEC NO JAN NO STOCK NO stock NO stock nO oISrock No | MFGR [ PART NUMBER |[Tasctor OR PART (NO USED IN 

+ : + 
-483607 CAPACITOR, fixed: 7/24/45 REYSANBL 16-C-20614-5201 }N16-C-9698-602 CMA | MA-94645-3 cw KS-8025ie82 Ww 
electrolytic; 400 mf; 165 vdew; working temp range JAN-C-62 cSF | p-8002 cw BSL-623109 sak 
plue 10°C to plus 54°c; case 3 3/8" 1g x 3 3/8" wa elec 


x 6 1/8" h; metal case; two lug termon top 3/4" h 
spaced 1 1/8" c to c; term ine from case; mtg plate 
en top w/four mtg holee for 0,190"-32 acrew, one hole 


at ea corner on 2 5/2" x 2 5/8" mtg/c; screw washers 


L # LN3W3I1ddNS 


[and hex nuts furnished; plain foil. 


-483608 CAPACIT@R, fixed: T/ek/as BHAA LB2 16-C~20909- 3668 |Ni6-C-9731-590 CMA | MA-93723-5 cw ESO-623970iaa3 | UN } 
electrolytic; 1100 mf; 60 vdcw; working temp range JAN-C-62 Csr | p8o2e8 cw KS-S056ise2 
iplue 10°C to plus 54®C; case 4 1/4" lg x bh 1/4" wa x elec 


5 1/4" h; metal case; two lug term 3/4" h on top } 
epaced 1 5/8" c toc; term ine from can; mtg plate | 


on top w/four mtg holea for 0.190"-32 thd acrew, one t 


f 


Z hole at ea corner on 3 1/2" x 3 1/2" mtg/c; plain 
= foil. i 
n -483609 CAPACITOR, fixed: T/2u/h5 RE4BA315 16-C-29906-5601 cD [avt-10196 cD FV-10000re v0 a 
= electrolytic; 4® mf; 25 vdew; working temp range JAN-C-62 CA ‘ 
Nn minus 20°C to plua 65°C; case 1 13/16" lg x 1" wad x elec 

! 
Ne) 7/8" h; copper, solder coat-can; two ins solder lug } \ 
=) term on top spaced 1 1/8" c to c; both term ine from | { | 
_ can; two mtg feet on bottom 3/16" diam hole in ea, 4 
4 on 2 1/8" nte/c. 
> -483610 CAPACITOR, fixed: 7/24/45 fonts 16-C -20666-4952 cD | FV-10000 cD _|Fv-10000revoO JP 
oe electrolytic; 500 mf; 300 vdcw; working temp range JAN-C-62 ct 


Iminue 20°C to plue 65°C; case 3" lg x 3" wd x 5 1/4" elec cD 27090rev0 
h; US metal case; two forked solder lug term at 
idiagonale on top; term ins from case; two mtg fl on 


top, two 3/16" diam holee in ea on 2" otg/c, 3 1/2" 


distance between mtg/c of holes on opposite fl. { 
~ T 
-483611 CAPACITOR, Fixed: 7/25/45 REYBA 353 1.6-(-48271-2296 ce {14F236 co M-7470785rev1 SK-1M 
Ipaper dielectric; 750,000 mf plus i5 minus Of; REL 3A488 | t 


20,000 vdcw; HS metal can; case 13" h x 13 7/16" 


x 4 11/16" wd; pyranol impr and filled; three stud | 

and nut term 3 1/2" h on cerrugated por pillars, 4 

4 1/2" ¢ to c on top; no int gnd connections; one mtg 

£1 surrounding can € 1/2" up from bottem w/two 13/32” | j i 
‘ 


diam holes 15 1/2" c tec. H 
+ - | : . 1 fe 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG. 
OR SPEC NO 


STANDARD NAVY 
SAN AING, STOCK NO 


Eso 
STOCK NO 


ASG 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MANUFACTURER'S 


MFCR, PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED iN 


-483612 


CAPACITOR, fixed: 7/25/45 
CANCELLED: use NT-482336. 


RELBA 330 
RE13A488 


cD TL-6020 


coL 


930 1200 @OrevO 


DAB 


483613 


1 
CAPACITOR, fixed: 7/26/45 


CANCELLED: use NT-481054. 


RE48A330 
RE13A488 


cD TL-6040 


coL 


930 3200 OOrevO 


DAB 


~4O3614 


CAPACITOR, variable: 7/26/45 
lair; plate meshing type, dual sect; 6 to 1k0/6 to iho 
mmf; SLC/SLC; 600v RMS teat; 3 21/32" 1g x 1" wi x 


11/2" h, shaft 1/4" diam x 1/2" 1g, buehing 5/16" lg 
x 5/16"-32 thd; rounded shaft adj; thirty-seven/ 
thirty-seven cad pl brase Plates; 360 deg rotation; 


feolantite ine; lug term; two mtg feet ea w/#6-32 
tapped hole on 2 15/16" mtg/c, 


16-C-62759-3670 


INL6-C-12452 


CHC | HFD-140 


CBM 
CHC 


T4k-108 
HFB-240rev0 


OFB 
QrB-1 


-463615 


CAPACITOR, variable: 7/26/45 
air; plate meshing type, eingle sect; 11.4 to 30.5 
anf; SLC; 500 vact RMS 50 to 600 cyc; 2” lg x 2 3/k" 
wd x 3 3/16" h, shaft 7/32" diam assembled w/collar 
and arm 1/2” diam x 1/4" 1g collar; adj by arm 


located on bottom RH side; seven silver pl brase 


plates; 103 deg counterclockwise rotation; ceramic 
ine; solder lug term; one mtg etud 21/32" 1g w/#6-32 
tap hole, two spade bolts and two bkt irregularly 


spaced . 


16-C- 59353-3089 


coc | 706-1-60 
cwq | 14162 


CwQ 


1hAL62i8eG 


RBF-3 


a 


-483616 


CAPACITOR, FIRED: T/2k [45 

Lectrofilm dielectric; 560 mf p/m 10%; 3000v peak, 
h.19 amp at 1000 ke; case 2” 1g x 15/16" wa x 1.5" hj 
passe case; 2 etud term on top; two 5/32” diam mtg 


holes in base ea end 2 3/8" c toc. 


REABAKB3 


16-C-55664 -3366 


CG egF5e 


CG 


K-9207142 rev 6 


+ 


i 


a 
3 


~483617 


CAPACITOR, fixed: 1/25/45 
electrolytic; 25 mf; 400 vdew; working temp range 
Iminue 40°c to plue 85°C; case 2 1/k" 1g x 1 3/8" 


diam; metal case} two solder lug term 7/16" h on top; 
term ins from case; mtg neck 7/16" lg x 7/8"-16 tha 


w/nut and lockwasher. 


RELBAZL5 
JAN-c -62 


elec 


16-¢-19792-7801 


Csr j/D-12314 
CMA 195525 


cw 


BL-107783ie82 
KS-1302lissl 


TS-239/UP 
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-483618 CAPACITOR, fixed: 7/25/45 RELGA 347 15-C-19790-8932. CMA | 95530 CW | BL-107923iss1 TS-239/UP 
electrolytic; 25 mf; 250 vdew; werking temp range JAN-C--62 i | jCW | KS-J3029ies1 
minus 40°C to plue 85°C; case 2 1/8" lg x i" diam; c 
i 
metal, case; two selder lug term 5/8" h on bottom; | 
j | 
term ina frem case; univereal mtg bkt w/two 0.152" ' 
diam helee on 1 13/32" mte/c. { i 
7] ces T 7 
-4.83619 CAPACITOR, fixed: 7/25/45 REGBAZLT 16-C-20181-5361 | {OMA | 9552h CW | BL-107923iss1 13-239 /UP 
electrolytic; 100 mf; 25 vdcw; werking temp range JAN-C-62 cw KS-130201sel 
minue 4O7C te plue &5°C; case 1 3/4" lg x i” diam; elec 
‘ ' I | 
HS metal case; two solder lug term 5/8” h on bottom; i 
i tern ine frem can; universal mtg bki w/twe 0.152" j | 
t 
diam holee en 1 13/32" mtg/c 
- 483620 CAPACITOR, fixed: 7/25/45 BEEBA3ZK5 16-C-19967 -8@01 CMA | 95527 CW | BL-1LO792Lisal TS-239/UP 
electrelytic; 50 mf; #00 vdcw; werking temp range REL3A549 cw KS-9967iasl 
minus 40%C te plus 85°C; case 2 3/4" ly « 1 3/8" 
i 1 
diam; HS metal case} two colder lug term 7/16" h on | 
top; term ins from case; mtg neck 7/16" 1g, 7/8"-16 1 
thd w/lockwasher and nut. \ ay a ea | 
-h83621 CAPACITOR, fixed: 2 1/25 ps5 RELGAIES RG-C-262 290 “9721 CMA | 95529 CW | BL-L0792lieel TS-239/UuP 
electrolytic; 125 mf; 250 vdcw; werking temp range JAN-C-62 CW £5-9969issl | 
minue 40°C te plue 85°C; case 2 3/4" 1g x 1 3/8" sa | ; : } 
\ i 
| I i | 
diaz; metal case; two solder lug term 7/16" h on top; { H i i } 
term ins frem case; mtg neck 7/16" h x 7/8"-16 thd i 
w/leckwasher and nut. i 
oh oo | a a a = 
-483622 CAPACITOR, fixed: 7/25 [us |RELGA3H5 16-C-21833-8868 CMA | 95526 CW | BL-107922@ies1 =| TS-239/UP 
electrelytic; twe sect; 20/40 mfj 350/359 vdew; JAN-C-62 CW |KS-9965issl 
working temp range minus 40°C to plus 95°C; case elec i 
4 i/k" 1@ x 1 3/6" diam; metal case; three solder lug | 
term 7/16" h on top; term ins from case; mtg neck 
7/16" 1g x 7/8"-16 thd w/lockwasher and nut, | 
-463623 CAPACITOR, fixed: 7/25/45 REYCAZ45 16 -C-21797-9422 CMA 199528 Ck «| BL-107922ieal | 18-239 /UP 
electrolytic; two sect; 18/18 mf; 250/250 vdcws RELZA549 cw KS-9868ieo1 
working temp range minue 40°C te piue 85°C; case 
21/k" 1g x 1 3/8" diam; metal case; three solder lug Hl 
term 7/16" h on top; term ins frem case; mtg neck j 
7/16" 1g x 7/8"-16 tha. i L t 
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- 483624 CAPACITOR, fixed: 7/25/45 RE4BA3K5 16-C-21052-7642 CMA 195532 CW | BL-10792lies1 TS-239/UP 
electrolytic; 2000 mf; 5 vdcw; working temp range JAN-C-62 CW | WB-99701e81 
minus 40°C to plus 85°C; case 2 1/4" 1g x 1 3/8" elec 
diam; metal case; tvo solder lug term 7/16" h on top; 
term ins from case; mtg neck 7/16" h x 7/8"-16 tha 
w/lockwasher and nut. 
-483625 CAPACITOR, fixed: 7/28/45 
ceramic dielectric; 40 mmf; neg temp coef 750 (tol 
p/m 112.5) mmf/mf/°C; 500 vdew; case 0.46" 1g x 
0.205" diam; radial wire leads; uninsulated;. add 
suffix indicating capacity tolerance in per cent. 
-483625-5 CAPACITOR, fixed: 7/28/45 16-C-16436-9895 | N16-C-8140 cBN | 80%-060clasap |CWQ | 47x326i880 RBF-3 
NT-483625 w/4O nmf p/m 5%. cWQ | 47x326 CWQ |1643-JiesB 
~483626 CAPACITOR, fixed: 7/28/45 
ceramic capacitor; 30 mmf; zero temp coef (tol p/m 
30) mmf/mf/°c; 500 vdcw; case 0.46" 1g x 0.225" diam; 
radial wire leads; uninsulated; add suffix 
indicating capacity telerance in per cent. 
-483626-3 CAPACITOR, FIXED: 3/1/48 16-C-16270-2696 cBN |D CAY | T-7610991-P3 SR 
Navy Type 483626 w/30 mf p/m 3%. SR-& 
SR-5 
i ee 
-483626-5 CAPACITOR, fixed: 7/28/45 1$-C-16272-8754 CBN |D ccc | P-30082 OAG 
NT-483626 w/30 mmf p/m 5%. 
eee ee ee 
~483626-10 CAPACITOR, fixed: 7/28/45 36-C-16282-425u {N16-C-9135-9 cpn |813-23kclesaD |cWQ |47x360ie0A RBF-3 
nT-483626 w/30 mmf p/m 10%. cw | 47x360 
-483627 CAPACITOR, fixed: 7/28/45 | 
ceramic dielectric; 9 mmf; neg temp coef 220 (tol 
p/m 33) mmf/mf/°C; 500 vdew; case 0.46" lg x 0.225" 
diam; radial wire leads; uninsulated; add suffix 
indicating capacity tolerance in per cent. 
-483627-6 CAPACITOR, fixed: 7/28/45 16-C-25884~7FO1?_|N1E-c-S085 CBN |612B-i43classD |cwQ | 47X363ie80 RBF-3 
N?-483627 w/9 mmf p/m 0.5 mf. cWwQ 147x363 
~483628 ICAPACITOR, FIXED: 7/28/45 
lceramie dielectric; 350 mmf; neg temp coef 750 (tol 
Inf 112.5) mmt/mfa/°C; 500 vdew; case dimen 0.86" lg 
x 0.25" OD; radio) wire leads; unineulated; add suffix 
indicating capacity tolerance in per cent. 
' 
~483628-5 CAPACITOR, fixed: 7/28/45 16-C-17940-9970 |N16-c-8300 CBN | 8i@claseC CWQ | A7X321iasO REF-3 
Nf-483628 w/350 maf p/m 5b. cwQ |47x321 
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-483629 


CAPACITOR, FE 1/28/45 


lceremic diolectric; 1YO mmf; neg temp coef 750 (tel 


fp/m 1ic.5) mnt /mia/ 500 ydew; case dimen 0.86" lg 


0.25" OD; radial wire leads; uninsulated; «dd 


suffix Indicating capacity tolerance in per cent. 


~483629-5 


— 


CAPACITOR, fixed: 7/28/45 
NT-483629 w/170 umf p/m 5%. 
babe 


1.6 -C-1 7524-9970 


8l0claseC 
47%323 


CHQ 


47%3231880 


- 483630 


CAPACITOR, variable: 7/30/45 
lair; plate meshing type, dual sect; 9 to 100/9 to 
100 umf; SLC/SLC3 0.017" air gap, 250 vdew, 750v IC 


peake; 3 3/8" 1g x 11/4" wix 11/2" by ehatt 1/2" 
lg, bushing 3/8" 1g; round shaft; thirty-seven cad 
pl brass piates; 360 deg rotation in either direct- 


Jon; iaolantite ins; lug term; base mtg by means of 
two mtg feet w/two mtg holes #6-32 thd on 2 25/32" 


mig/c A 


16-C-62655-62h8 


LC-1663 


FSH 


483631 


CAPACITOR, variable: 7/30/45 
air; plate meshing type, olngle sect; 4 to 33 mmf; 
SLC; 0.02" alr gap, 350 vdew, 10U0v peak; 1 11/16" 
lg x 2 11/26" x 1 23/32" h, ahagft 1/4" dtam x 1/2" 


lg, dushing 7/16" 1g x 3/8"-32 tha; round shaft adj; 
five cad pi. brass plates; 360 deg rotatien; steatite 
ins; lug term; single hole mtg by 3/8" diam atg 


pushing or base mtg by two mtg feet ea w/cne #6-32 


tapped hole cn 1 7/32" mtg/c. 


16-€-59365-8719 | 


CDB 


Mc--1852 


-483632 


CAPACITOR, fixed: 7/26/45 
ceramic dielectric; 6 mmf; zero temp coef (tol p/m 
30) amf/mr/*C; 500 vdew; case @.60" lg x 0.225" diam; 
radial wire leade; uninsulated; add euffix indicating 


capacity tolerance in per cent. 


-483632-17 


—_— 


CAPACITOR, fixed: 7/26/45 
NT-483632 w/6 omf p/m 1 mmf. 


.6-(1-15£96-B879% 


812clasaD 


483633 


CAPACITOR, electrolytic: 7/28/45 
electrolytic dleLectric;two seet;2000 mf /2000 mf; 
25/25 vdews 4 15/32" bh x 4 1/16" diam; BS aluminum 


can externally ine; two ina solder lug term 29/32" 
c to con tep; neg term gnd int; universal clamp mtg 


ring w/three eval holes equally spaced on 4 circle ef 


25/16" red. 


cyv 


47K25141880 


RBF-3 


PRIL-4S 
1L-B-§ 


TEC (2) 


a eres 


RESTRICTED 


SHEET 48-1034 


WIGSIVW DINOdLDATA =AdAL AAVN JO SOIVLYD 


L # LN3W31dd AS 
(V)601'006 SdIHSAVN 


SHEET 48-1035 


RESTRICTED 


NAVY TYPR 
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= 


-483634 


CAPACITOR, fixed: 7/28/45 
paper dielectric; 2 mf plus 10 sinus 3%; 600 vdew; HS 
metal can; case 2 3/4" b x 1 13/16" 18 x 1 1/16" wa; 


aykanol "A" impr and filled; two ina solder lug term 
13/16" c to c on top; no int gnd connections; univer- 
sal mtg bkt w/two 9/32" x 3/16" mtg slots 2 3/8” 


c toc. 


REL8A278 
RE13A488 


16-C-49176-3139 


3DB2-18 


CEP 


KCU-3020 
2538-2 
C0~11423B 


TCS-15 


-4.83634-10 


CAPACITOR, fixed: 7/28/45 
NT-483634 w/2 mf p/m 10%. 
|NOTE:TDE(3) thru TDH-4 (3). 


REL8A278 
RE13A488 


16-C-49197- 3094 


KGU-3020 


COL {930 7820 00 


TCE (3) 


i TCH-1 (3) 


SEE NOTH 


-483635 


483636 


_——— a ae 


CAPACITOR, variable: 1/30/45 
ceramic; rotary type, single sect; 5 to 12 mmf; 500 
vdew; zero temp coef; 1 7/32" 1g x 15/16" wi x 45/64" 


bj solder lug term w/right angle bend; two mtg holes 
in base tapped for #4-l0 mach screw 3/16" ad on 0.656" 
mtg/c; scdr slot adj; steatite base. 


JAN-C-81 


ICV12A120 


16-C-63943-8129 


CAPACITOR, fixed: 1/30/45 
mica; 2000 mmf; 80@ vdcw; case 1 1/32" max lg x 
41/64" max wd x 5/16" thk; molded bakelite case; one 


wire lead 11/2" 1g at ea end. 


fRELSA1SL 
L6Che 


CBN 


823-EZ 


CwQ | 1TA2L7iss0 


RBP-3 


-483636-B5 


CAPACITOR, fixed: 7/30/45 
NT-483636 w/2,000 mmf p/m 5%; temp coef ltr B. 


REL8A151 
16cho 


16-C-31797-9157 


N16-~C-10241-33 


3WLPS 
JLPW 
MKBW 


CW ESA-682032-14 
isslh 


UN 


- 483637 


CAPACITOR, variawle: 7/30/45 
air; plate meshing type, single sect; 11.4 to 30.5 
mmf; SLC; 500 vact 60 to 500 cyc; 2" lg x 2 3/k" wa x 


3 3/16" 4 shaft 7/32” diem x 2 1/2" 1g rear shaft 
assembled w/collar and arm; round shaft adj and arm 
located at top LH side; seven silver pl brass plates; 


103 deg counterclockwise rotation; ceramic ins; 
solder lug term; one mtg stud 21/32" 1g w/#6-32 tha 
hole two spade bolts and seven bkt irregularly 


spaced; similar to NT-483615 Linear taper. 


coc 
Cw 


7071-60 
1¥A163 


CWQ j14A163issH 


RBF~3 
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EQUIPMENT 


NAVY TYPS& y “i 
DESIGNATION NAME AND DESCRIPTION on sree. NO yan no | STANGER NowYY STOCK ‘No stock No | “sted NO” [MFOR | "Rene “NUMBER [racton | “OR paRT Ne | USED In 
Hy es. ra t 
- 483638 CAPACITOR, variable: 1/30/45 H.6-C-59 353 - 306k cec |708-1-60 cwQ | 1bAIGiissG RBF-3 
air; plate meshing type, single sect; 11.4 to 36.5 cwe | 1bA1 64 i 
aut; SLC; 50@ vact 60 to 500 cyc; 2" 1g x 2 3/k" 
wd x 3 3/16" h; shaft 7/32" diam assembled w/collar 
and arm 1/2" diam x 1/4" 1g collar; adj by arms 
located top LA aide, bottom RH side; seven silver 
pl brass plates; 103 deg counterclockwise rotation; 
ceramic ins; solder lug term; one mtg stud 21/32" 
1g w/#6-32 thd hole, two spade bolts and twe bkt 
] 
irreguiarly spaced; similar to Nr-483615 Linear taper, | | 
se 4 
| 
-483639 CAPACITOR, fixed: 7/34/45 REYGA139 16-C-51077 -2076 CAIG | B-8c-6684 AN/UPA-1 
paper-dielectric; 7 mf plus 10 minus 3%; 600 vdew; RE13A488 
HS metal can; case 3 3/+" nh x 1 3/4" ig x 3 1/4" wa; 
mineral oil impr and filled; two por ins atud 
Le term 11/16" h, located on top 2" ¢ to cj no int gna 
> connections. 
wn <=, _| 
CoH is 
UT -483639-10 CAPACITOR, fixed: 7/31/45 RE48A139 16-C-51098-2076 CAIG | B-8c-6084 cDL | B-8C-6684issF AN/ 
vu 2. 
0. NT-483639 w/7 mf p/m 10%. RE13A488 uPA-1(4) | 
mn oe a 
< -483640 CAPACITOR, fixed: 7/31/45 JRELBAZ30 26-0-45216-5080 }N26-c-11230 CSF |P-4230 CGG | 8A52327 iss u 
ZB paper dielectric; 75,000 mmf plus 20 minus 18%;7000 |Rw13A488 
4 S vdcw; BS metai can; case 3 3/8" lg x 2" diam; vitamin 
Sth = IQ impr and filled; one stud and nut term on per 
— 0 illar 1 5/8" h in ctr of one end; one side int gnd. | 
a 2 eee i pe a 4 
Rae -483640-10 CAPACITOR, fixed: 7/31/45 RELBAZ3O 16-C-45216-5080 CSF | P-ko30 an/cPn-& 
Nr-483640 w/75,000 mmf p/m leg, RE13A488 
4 — sie 2 me _ 
~h83641. CAPACITOR, fixed: 7/31/45 IRE4BA139 16 -C -48804 -9037 
paper dielectric; 1 mf plus 10 minus 3%; 4000 vdcew; |REI3A488 
WS metai can; 3 3/4" 1g x 2 1/4" wa x 5" h3 dykanol 
"A" impr and filled; two per ing stud term 2" hb 
located on top 2" ¢ to c; no int gnd connections. L 
-4.8364.1-10 CAPACITOR, fixed: 1/31/45 RELBA139 16-C-4'8825~9037 |N16-C-11437-14-4 cp | Pkoo10 cGG | 8A52395is80 AN/CPN-8 
NT-463641 w/l mr p/m 10%. RE13A488 4 
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BS metal can; 113/16" 1g x 1" wd x 31/4" hb; mineral 
oil impr and filled; two per ins stud term 7/8" h, 


located on top 3/4" c to cj no int gnd connections; 


no mtg provided. 


— 4 
NAVY DWG STANDARD NAVY eS O ASO SIGNAL CORPS MANUFACTURER'S Cow. CONTRACTOR'S DWG EQUIPMENT 
DESIGNATION NAME ANO) (DESCRIPTION OR SPEC WO SAN NO STOCK NO STOCK NO STOCK NO Stock NO |MFGR |"parr NUMBER |TeAcTON OR PART KO USED IN 
-483642 CAPACITOR, fixea: 7/31/45 RELGALE2 
paper dielectric; 30,@@0 mf plus 10 minus 3%; 600 RE13A488 
vdew; HS metal can w/ine sleeve; case 1 11/16" h x 
11/16" diam; innco o11'"A" impr and filled; two axial 
wire leads; no int gnd; radial mtg clamp w/one 11/64" 
{ diam hole. 
-483642~10 CAPACITOR, fixed: 7/31/45 RELBA1E2 L6-C-43497 -2595 CIE |8964TAYS CGG |6A109135iseaD An/cPN-8 
INT-483642 w/30,000 mmf p/m 10%. RE13A488 
-483643 CAPACITOR, fixed: 8/1/45 RELBALE2 16-C-43157-3510 cSF |¥k2kA Moaified [coc | 6A52317 ise B | AN/CPN-8 
lpaper dielectric; 20,000 mmf plus 30 minus 20%;400 RE13A488 | 
vdew; HS metal can; case 11/2" 1g x 7/16" diam; 
mineraél oil impr and filled; two axial wire leads; 
one end gnd to case; radial mtg strap in ctr u/ one : 
5/32" diam hole. 
-483643-20 CAPACITOR, fixed: 8/1/45 RELGA162 16-C-43145-6336 cSF |PX24A Modified 
Zz NT-483643 w/20,000 mmf p/m 20%, RELIA486 
A -483 644 CAPACITOR, fixed: 8/1/45 IRELBA139 h6-c-wasua~gea4 csr | P6651 (MCR) ccc |8A52312 ies A |AN/CPN-8 
ot paper dielectric; 1 mf plus 20 minus 10#;600 vdew; IRE13A468 
= IHS metal can; case 1 3/4" 1g x 1" wd x 2 1/k" n; | 
wa mineral oil impr and filled; two por ine stud 
term 7/8" h, located on top 3/4" c toc; no int gad 
8 connections, | 
is) _—— Ses ees Cees ke ees Cs ee ee 
= 48364410 CAPACITOR, fixed: 8/1/45 REL8A139 16-c-488217 -2882 csr |P6651(McR) 
(a>) 
~O NT-483644 w/1 mf p/m 10%. RE13A488 i 
+. 
> 2483645 CAPACITOR, fixed: 8/1/45 RELBA1E2 1.6 -C-456817-361° CSr |PK24A Modified |cGc |6A52314 iee B- | AN/CPN-8 
paper dielectric; 100,000 mmf plus 30 minus 2@%;400 |RE13A488 
vdew; HS metal can; case 15/8" lg x 5/8" diam; 
Wineral oil impr and filled; two axial wire leads; | \ { 
one end gnd to case; radial mtg strap in ctr w/ one t 
5/32" diam hole. 
-483645-20 CAPACITOR, fixed: 8/1/45 RELGA162 16-C -45805-6650 3PA100-238 CSF |PK2k-A Modiried 
NT-483645 w/100,000 mf p/m 20f. REL 3A488 
483646 ICAPACTTOR, fixed: 8/1/45 REKBAL3@ 16-C-49221-9858 csr |P-6652 (MCR) cGG | 6A52313 AN/cPN-8 
paper dielectric; 2 mfd plus 20 minus 10%; 600 vdcw; |RE13A488 
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peenniion KAME ARO. DESCRIPTION gees] dant Mo - | SUMANE MF reek Gam 1: Gite a [PeNes, ate ran’ MA al mmen® aca on erat ner’ [eee 
-483646-10 CAPACITOR, fixed: 8/1/45 RESBAL39 16-C-49297 -3084 csF | P6652(MCR) An/CPN-8 i C) 
r Nr-493646 w/2 me p/m 10%. RE13 488 | 4 
-483047 CAPACITOR, fixed; 8/1/45 PRUBAL39 pi: 
paper dielectric; 2 mf plue 10 minue 36; 6000 vdew; |RE13A68 
HS metal case; case 8" lg x 4"wd x 11" bh; oil impr I 
and filled; two por ins stud term 2 5/16" h | O 
Hl | 
located on top & 1/4" c to c; no int gnd connecfions. Hl ! G) 
1 + cen 
-483647-20 CAPACITOR, fixed: B/1/4d £48A139 16-¢-49233-4 700 o TK-60020 TEA 
NI-483647 w/ 2 mf p/m 20%. REL3AL8S i 4. | O 
- 483648 CAPACITOR, fixed: 7/28/45 REWAALY3 
mica; 6000 maf; 500 vdew; case 53/64" lg x 53/04" wa {JAN-C-5 | 
\ 
x 11/32" d max; molded wakelite case; two axial wire | 
leada. Pas 
~483648-B10 CAPACITOR, fixed: 7/28/45 RE4BALL3 = |CM39B602K 16-C-32857-7008 cSL | MWEW CHZ | CO-1OSTissO tcs-14 p> 
Zz NT-483688 w/6000 omf p/m 106; temp coef ltr B. JAN -C-5 | cp ofawis | < 
> -4.83648- B20 CAPACITOR, fixed: 7/28/45 REYSAL43  |CM35B602M 16-C-32862-9488 cD 1WLS CH2Z |CO-76hiseae < 
< NT-483648 w/6,000 mmf p/m 206; temp coef ltr B. J N-C-5 cSL  |MWEW COL {909 2603 Shrev3 
z CAN |CLS CEP |co-76biens — 
ae) a =f < 
(ea) ~hB3649 CAPACITOR, fixed: 7/30/45 REUGAL22 ee 
mica; 100,000 mmf; 25% vdew, 1 amp at 3000 kc, ll Mm 
oo amp at COG kc, 9.1 amp at 300 kc, 5.6 amp at 100 ke; | 
jo) case 2 1/16" 1g x 61/64" wa x 1 17/32" b maz; 
oO molded takelite case; two screw term 7/16" lg, 1 1/2" | T1 
32. c toc en top; two mtg feet on bottom ea w/hole | i 
> ao 0.15" diam, helee on 2 3/8" ¢ to c. L —s T1 
~483G49-BL CAPACITOR, fixed: 7/30/45 EUBAL22 16-C-36143-9010 CAN }FLL-0201 ee eC) 
NT-483649 w/100,000 maf p/m 1%; temp coef ltr B. 16CkO | \ —S 
~483648-35 CAPACITOR, FIXED: 1/30 /h8 i 16 -C - 32052-6529 cD This (MK-25 Moat 70) 
Navy Type 483648 w/6000 mmf p/m 5%; temp coef letter 1 Mod 3 CO 
iB. 
-483648-C3 CAPACITOR, FIXED: 5/5748 16-0 -32851-7907 | CSL” |MWSW-5-26-3 CRE 135-512h 50-1 Zz 
avy Type 483648 w/6000 mf p/m 34; temp coef letter C) 
Cc. } 
- 483648 -C5 CAPACITOR, FIXED: = 2/5/48 JAN-C-5 —(CM35C6227 pe 32905-4333 [ or a a a Poe oe = [eer eazy z= 
Navy Type 483648 w/6200 mmf p/m 5%; temp coef letter 
ce. > 
~483649-B5 CAPACI OR, fixed: 7/30/45 B4GA222 |CME5SB1OUT 16-C-36149-5815 3K6510422 CAN |FIL-020]. m1 
NT-483649 w/100,000 mur p/m S$; temp coef ltr B. J N-C-5 \ | FO 
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= ere — 
ae NAME AND DESCRIPTION re ee ee ee ee cet cee 
\2836u9-B20 ‘(CAPACI TOR, FIRED: 11723748 ~T6-C-36159-OF 7 | 
Navy Type 483649 w/100000 mmf p/m 20%; temp coef 
letter B. | 
483649 -D5 (CAPACITOR, FIXED: 3/20 7h JAN-C-5 |CMGSDLOUT 16-C-361k9-5836 ita i ERP 
Navy Type 483649 w/100000 mmf p/m 5%; temp coef 
letter D. 
-483650 CAPACITOR, fixed: 7/30/45 RELGAIL3 | 


mica; 620 mmf; 500 vdew;. case 53/64" 1g x 53/64" wa x{16C40 
9/32" d max; molded bakelite case; two axial wire 


leads. 

-483650-Al CAPACITOR, fixed: 7/30/45 RESBA1L3 16-C-30367-2480 cD | CM30 TRA 
NT-483650 w/620 mf p/m 1p; temp coef ltr A. L6ChO 

-483650-BS CAPACLTOR, FIXED: 13/7/47 JAN-C-5 | CM30B6210 16-C-30373-188k WFA-1 
Navy Type 483650 w/620 mmf p/m 5%; temp coef 
letter B. a 

7 eens etree 

-4.83650-C5 CAPACITOR, FIXED: 2/20/49 JAN-C-5 cM30C6210 16-C-30373-1889 PO 
Navy Type 483650 w/620 mmf p/m 5%; temp coef 
letter C. | 

| -483650~De CAPACITOR, FIXED: ; 11/23/48 JJAN-C-5 — |CM30D621¢ 16-C-39367 -9u1k QdB 


Navy Type 483650 w/620 uu: p/m 26; temp coef letter 


>. | 
-483652-B10 CAPACITOR, FIXED: 11/7/47 JAN-C-5 — |CM30B471K 16-C-30114-4364 SR-2 
Navy Type 483652 w/470 mmf p/m 1@%; temp coef 


letter B. 


-483652-C20 CAPACITOR, FIXED: 1/16/48 JAN-C-5 | CM30CK71M 36-0-30119-6850 | TCS-14 
Navy Type 483652 w/470 umf p/m 206; temp coef TCS-15 
letter C. | 

~483651 CAPACITOR, fixed: 1/30/45 IRELSALL2 
mica; 43,000 mmf; 600 vdcw; case 1 25/32" lg x 16C40 


1 12/32" wd x 3/4" b; molded bakelite case; two 


I through holes 0.144" atam 1 1/k" c toc. 
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F NAVY TYPE : RAYY DWG ’ . Con- T 
pesienariel ee ee oe ee ee ee a ace ee 
i t saad 
-4,83651-BL CAPACITOR, fixed: 7/30/45 Tppsanr2 16-~C -35662-4610 cp CMOL | TEA I 
H H H H | ' | 
NT-483651 w/43,000 maf p/m 1%; temp coef ltr ¥. hécko i i l 
3 | 
483652 CAPACIZOR, fixed: 7/30/45 RELSALN { 
mica; &70 mmf; 500 vdew; case 53/64" 1g x 53/64" wa [a6cho i 
e 9/32" d max; molded bakslite case; two axial wire 1 1 
leads. t i 5 on 
4 T 
- 483652-AL CAPACITOR, fixed: 7/30/45 (REABALNS | | 26-C-30103-4k85 | cD | cM3o \ CEA | 
NE-483652 w/#70 mmf p/m 1h; temp coef ltr A. 16 cho : H | | _ Ae = ee ae bey ; 
_ a i = a ~ a i Ibsen j 
~483652-D2 CAPACITOR, FIXED: 11/7/47 {JAN-C-5 | CM30D47146 16-C~30104-2h14 i | SR-2 i 
H 
Navy Type 483652 w/470 mmf p/m 2%; temp coef i 
I 
letter D. \ i ene _ ~~ 
~48 3653 CAPACITOR, fixed: 7/33/45 RELSALI2 | 
mica; 250 maf; 1200 vaow; case i 3/4" lg x 1:5/16" wa j16C40 
x 15/32" nj; molded bakelite caes; two 76-22 tapped 
holes 1 L/h" c to c fer term and ntg. 
Pee ~ a foe rae ne ' 
~4.83653-B5 CAPACITOR, FIXED: 7/9/48 16-C-29476-9365 CAN | A2-2325 CFN | 209303 TZU 
Navy Type 483653 w/250 maf p/m 5%; temp coef i | cD 9LS -22025 | CRN 3.00254 | 
letter B, | { 
— = = fiticons ae es See + 
~483653~A20 CAPACITOR, fixed: 7/30/45 REAGALIZ | 136-c-29487-3317 i Ik 
NT-483653 w/250 mmf p/m 206; temp coof itr A. 16040 | \ 
- 48365" CAPACITOR, fixed: 1/30/45 SRuSA1L2 
mica; 5000 mnf; 2500 vdcw; case 2 3/4" 1g x 15/16" j26cho 
wa x 15/32" h; molded waxelite case; two #6-32 tad 
holes for term and mtg. 
ne i. a pn ns cea aca 
-4.83654 -A20 CAPACITOR, fixed: 7/30/45 REYSALI2 16-C-32705-9542 CAN | A2-5250 TEA i 
NT-183654 w/5000 mmf p/m 20%; temp coef ltr A. 16Ch0 
— —} - ooo 
- 483655 CAPACITOR, fixed: 1/31/45 IRE13A488 Th6-c-5 348.1655 CSL | 2XDM6-.25 
Paver dielectric; two sect; 250,000 umf plus 20 REYSAL29 
minus 106 ea sect; 600 vdcw; HS metal can; i 13/16" 
lg x 1" wi x 7/3" h; ol] impr and filled; three stud 
term 9/16" 'h on side spaced 1/2" c to c; no int gnd 
connectiens; two mtg ft 3/8” wi, flush w/bottom sa 
w/ 3/16" diana atg hole 2 1/8" c toc. 
~483655-10 CAPACITOR, fixed: 1/31/45 REL3AN88 16-C-53390-5549 CSL | 2xDM6-.25-10 | 
NT-&83655 w/250,000 mmf p/m 10% ea sect. RWLBALZ9 
= = wi ; 
| 2 Tico 
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nae ee | NAME AND DESCRIPTION mem, SoM Re | | OUR, Ee a 1 pie Oras sl etase er erm | Menus crurmee | ere PMGRGINR ORG, || eamnrmrent 
caret : 
~483656 CAPACITOR, fixed: 8/1/45 REUBAYBT 16-C-48796-4928 
paper dielectric; 1 mf plus 10 minus 3%; 600 vdcw; |RE13A488 
HS metal can; 2 1/4" 1g x 0.993" diem; castor oil 
filled; one solder lug term in ctr of one end; one 
aide gnd int to case; one mtg bkt w/two holes #8-32 
tap, 1" c to c and 0,875" from ctr line of body. 
-483656-15 CAPACITOR, fixed: 8/1/45 REKGAYS7 16-C-48834 -8571 cru | 10967 cxu | 10967-Arevo 
NP-483656 w/1 mf p/m 154. FREI 3ANGS CEU |CoN-206 Buc cxx | con-206 
-483657 CAPACITOR, fixed: 8/1/45 REL8A487 16-C-48796-5130 
paper dielectric; 1 mf plus 10 minus 3%; 600 vdcw; HS|RE13A488 
metal can; case 2 1/4" 1g x 1" diam; castor oil 
filled; one solder lug term in ctr of one end; one 
aide gnd int to case; one mtg bkt w/two 3/16" diam 
holes 1" c to c and 0.875" from ctr line of body for 
LH mtg. 
-483657-15 CAPACITOR, fixed: 8/1/45 REABAUBT 16-C-48834-8591. cEu | 10968 CEU | LO968che2 
NT-483657 w/1 mf p/m 15. RE13A488 ICEK | CON-205 
4.83658 CAPACITOR, fixed: 8/2/45 REUBALBT 16-C-48796 -5140 
paper dielectric; 1 mf plus 10 minus 34; 600 vdcw; HS|RE13A488 
metal can; case 2 1/4" 1g x 1" diam; castor oil 
filled; one solder lug term in ctr of one end; one H 
side gnd int to case; one mtg bkt w/two 3/16" diam 
holes 1" c to c and 0.875" from ctr line of body for 
| right hand. mtg. 
y - 4 
-483658-15 CAPACITOR, fixed: 8/1/45 REN BALBT 16-C-48834 ~8601 CEU |10968-1 CHI |10968-1rev0 
NT-483658 w/1 mf p/m 15%. RE13A468 CEK |CON-211 chg 1 
-4.83659 CAPACITOR, fixed: 8/1/45 IREBA162 
paper dielectric; 5000 mf plus 10 minus 3%; 600 IRE13A488 
wacw; HS metal can w/ina tube; 1 11/16" lg x 11/16" 
diam; hyvol impr and filled; two axtal wire leads; | i 
Ino int gnd connection; radial mtg strap w/two 5/32" | 
jatam holes 7/32" s toc. 
has 
-483659-10 CAPACITOR, fixed: 8/1/45 REABALE2 16-C-1217-2595 Caw | 689 Cac | 8A103988iseA AN/CPN-8 
INT-483659 w/5000 umf p/m 10%, RE13A488 
ie L 
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NAVY TYPE RAVY DWG STANDARD NAVY Eso Ago sisnaL corrs |... | MANUFACTURER'S | Con. | CoHTRACTOR's OWG | EQUIPMENT 
DESIGNATION NAME AND DESCRIPTION OR SPEC NO PARES NG BTOCK NO STOCK NO STOCK NO STOCK NO PART NUMBER | tRactor OR PART HO. USED IN 
- 483660 CAPACITOR, fixed: 8/1/45 IRELGA 162 


paper dielectric; 30,000 umf plus 10 minus 3%; 2000 jRE134488 H 
vdew; HS metal can w/ine tube; 2 9/16" 1g x 13/16" 
diam; hyvol impr and filled; two axial wire leads; 


no int gnd connections; radial mtg strap w/two 5/32" 
diam holes 7/32" ¢ to c. 


i = 
-4.83660-10 CAPACITOR, fixed: 8/1/45 RELBAL62 16-C-44264 -4Ok2 {NL6-C-11174-11 caw | 2088 CGG |8A103991ige a | AN/CPN-8 
nT-483660 w/50000 amf p/m 10%. RELZAKGS 
~483661 CAPACITOR, fixed; 8/1/45 RELBAZE3 16-C-50696-5941 cpl nau-606C 
paper dielectric; 6 mf plus 10 minus 3%; 600 vdcw;  |RELIAK8B 


RS metal can; case 4 5/8" h x 2.1/2" 1g x 1 3/16" wi; 


dykanol impr and filled; two stud and nut term on 
por pillare 7/8" h x 11/8" c to c on top; no int 


gnd connections; adj and removable mtg bkt w/two 


L # LNIW3IddNS 


Z holes 3" c toc. | } 
Zz -483661-20 loaPACKTOR, fixed 8/1/45 ieee 26-C-507K7-9207 cp | tau-6060 TEA 
- NT-483661 «/6 mf p/m 20%. REL3A ; | : 
bas] ~483662 CAPACITOR, fixed: 8/1/45 RE48A283 16-C-49941-8865 cD TJU-15040 DAB (2) 
n paper dielectric; 4 mf plus 10 minus 34; 1500 vdew; |REL3A488 DAB-L (2) 
6 HS metal can; case & 5/8" nx 3 3/k" lg x 1 4/ky was pap-3 (2) 
S 
Se, dykanol impr and filled; two stud and aut term on 
oO per pillare 7/8" h x 2" ¢ to ¢ on top; no int and 
pe connections; adj and removuble mtg bkt w/two holes 
> 4 3/8" c toc. 
Kiana _ =, 
-483662-20 CAPACITOR, fixed: 8/1/45 RE4BA283 16-C 49991-2958 CRE | 80035 COL |92s 8200 OOrevO | TEA 
NT-483662 w/b af p/m 20%. REX 30428 cp | nu-15040 
-483663 4 8/1/45 REHBA2B3 16-C -50700=2% 32 cD TIU-10060 
paper dielectric; 6 mf plus 20 minus 3%; 1000 vdew; |[RE13A498 
HS metal can; case 4 3/4" nh x 3 3/4" 1g x 1 1/k" wa; 
dykenol impr and filled; twe stud and nut term on 
por pillars 7/8" hx 2" ¢ to c on top; no int gnd 
connections; adj and removable mtg bkt w/t holes 
4 3/8" c tec. a 
-4.83663-~20 CAPACITOR, fixed: 8/1/45 REA A283 16-€-50750-2318 cD TIU-LOC6O TEA 
NY-483663 w/6 mf p/m 20h. FREL3AMBS i | 
_ 2 a e et ie pte wane os hee me 
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SCEIGHASION Navi, DW. STANDARD NAVY Eso ASO SIGNAL CORPS MANUFACTURER'S 
AME AND DESGRIPTI cox. | CONTRACTOR'S owe | EQUIPMENT 
PEsionavion ans ee aa ai aaa BA OMS, STOCK NO STOCK NO STOCK NO STOCK NO MFGR | PART NUMBER | rRactor OR PART NO USED IN 
~483664 CAPACITOR, fixed: 8/1/45 IRELBA525 


Inica; 2000 mmf; 12,590 vdew, 9 amps at 15000 kc, 12 {16C40 
lamps at 7500 xc, 13 amge at 3750 «c, 15 amps at 1875 
ke; case 2 9/16" 1g x 2 1/8" wa x 2 3/k" hj BS per 

case w/spcl low lose wax lmpr; two stud term 3/k" h 


on top spaced 1 1/2" c to c; two mtg ft on dottem ea 


w/hole 0.180" diam spaced 3 9/32" c toc. J 

~483664-B20 CAPACITOR, fixed: 8/1/45 REL8A525 CAN | E-1222 TEA 
NT-483664 w/2000 mmf p/m 20%; temp coef ltr B. 16Cko L 

-1483665 CAPACITOR ASSEMBLY: 8/3/45 16-C 66216-8041 |46_¢_ 319-20 COL, -| 913.0007. Ourexo: | rae 


c/o three ceramic capacitors, CBN type C, permanently 
connected in psrallel w/a combined cap of 1000 mf, 


ea capacitor rated 335 mmf p/m 5%, 50@ vdew, neg temp 
coef 750 (tel p/m 112.5) nmf/mfa/°Cc; ea capacitor 
1.165" 1g x 0.945" wd x 0.315" h w/radial pigtatl 
term mtd en ea other by term; mtd by pigtail term. i | 
~483666 CAPACITOR, fixed: 8/3/45 REYSALB6 16-C-46889-8763 
lpaper dielectric; 400,000 mmf plus 10 minus 3%; 200 [RE13A488 


lvacw; metal can; case 3 7/16" h x 1 1/2" 1g x 15/32" 
jwax impr, filled w/asphalt compound; two solder 


lug term 15/32" h, 9/32" c to c on top; no int gnd 
connections; two mtg etude w/0.164"-32 thd 15/32" h 


and 1" c to c on top. 


L # LN3W3idd NS 
(V)601'006 SdIHSAWN 


a | —| 
-483666-1 CAPACITOR, fixed: 8/3/45 IREYBALE6 16-C-46866-1060 CW OL 175AK CW {BA-110634-1 UN 
NT-483666 w/400,000 mmf p/m 1%- IRE13A488 . ; ise 
+ + zi “pF 
-4.83666-15 CAPACTTOR, fixed: 8/3/45 REL8A486 16-C-46930-7960 | 
P-483666 w/400,000 mmf p/m 15%. Rea 3A488 | 
-483666-A CAPACITOR, fixed: 9/13/45 RELBALBE 16-C-46889-8763 
lpaper dielectric; 400,000 mmf plus 10 minus 3%; 200 [RE13A488 
vacw; metal can; case 3 7/16" h x 1 1/e" ig x 15/3e" 
wa; wax impr, filled w/asphalt compound; two solder 
hug term 15/32" h and 9/32" c to c on top; no int 
gnd connections; two mtg studs w/0.164"-32 thd 15/32" 
Ih and 1" c to c on top; same as NT-483666 except 
moisture resistant. 
-483666-A1 CAPACITOR, fixed: 9/13/45 REA GAL86 16-C-L6866-1060 “Tow D-161944AK cW | BA-110634-34e84 | uN 
NT-483666-A w/400,000 mmf p/m 1%. RE13A488 L 
| 
‘| i 
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NAVY TYPE 
DESIGNATION 


NAME ANDO DESCRIPTION 


NAVY OWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


As 0 
STOCK NO 


SIGNAL CORPS 


STOCK 


NO 


MFGR 


MANUFACTURER'S: 
PART NUMBER 


con 
TRACTOR 


CONTRACTOR'S OWG 
OR PART NO 


EQUIPMENT 
USED IN 


-483667 


(C PACITOR, fixed: 8/3/55 

paper dielectric; 720,000 mmf plus 10 mime 3%; metal 
can; case 2 3/32" h x 1 1/2" ig x 15/32" wa; wax 
impr, filled w/aephalt compeund; two solder lug term 
23/32" h, 9/32" c to ¢ en top; no int gnd cennectione 
two mtg stude w/O.164"-32 tha 15/32" h and 1"c toc 


en tep. 


RELGANBE, 
RE13A488 


16-C -48099-8390 


-483667-1 


CAPACITOR, fixed: 8/3/45 
NT-483667 w/720,000 mmf p/m 1%. 


RELBAL 86 
RE13A483 


16-c-48099-8190 


175CA 


BA-110634-2isah 


-483667-15 


CAPACITOR, fixed: 8/3/45 
NT-483667 w/720,000 mmf p/m 15%. 


RELBALE6 
JREL3A489 


116-C-48099-8610 


-483667 -A 


CAPACITOR, fixed: 9/13/45 
paper dielectric; 720,000 mmf plue 10 minus 3%; 200 
vdew; metal case; 1 1/2" lg x 15/32" we x 3 1/16" 4; 
wax impr, filled w/asphalt compound; two solder lug 
term 15/32" h and 9/32" c to ¢ on top; no int gnd 
connections; two mtg studs w/0.16%"-32 thd 15/32" h 
and 1" ¢ to c on top; same as NT-483667 except 


moisture resistant. 


REY BAL BE 
IRE13A488 


rn 


16-c -4A99-8410 


~483667 -AL 


CAPACITOR, fixed: 3/13/45 
NT-483667-A w/720,000 mas p/m if. 


RELEASES 
RE13 488 


{ 
{ 


16-C~48099-8210 


D-L6194uCA 


BA-~110634-41 96k 


-483668 


CAPACITOR, variable: 8/3/45 
air; plate meshing type dual sect; 5 to 28.5/5 to 
28.5 umf; SLC/SIC; @.045" air gap; 3 21/32" lg x 


1" wi x 21/2" h shaft 1/4" diam x 1/4" 1g bushing 
5/16" 1g x 5/16"-32 thd; rounded shaft adj; nineteen 
silver pl brass plates ea sect; 360 deg rotation; 


ceramic ins; lug term; two mtg ft ea w/0.138"-32 
tapped hole on 2 15/16" mtg/c; similar to NT-483380 


except for longer shaft and shield ia removed. 


16-C-62239-8935 


CHC 


HED-30-X Spel 


ESA-682047-3 
iasl6é 


TDS (2) 
TDG-1 (2) 
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[eneates | MAME AND DESCRIPTION onteno | sam me | TaNeiC WON | arbck to | rbd uo | MOSER RET [wren [ALR *RGiia” [niin | OR*Suer na” | EMESTEN 
483669 CAPACITOR, fixed: 8/4/45 JRE13A488 16-C-42720-9493 
paper dielectric; 10,000 mf plue 10 minus 3%; 1200 /REMGA364 
‘vdcw; HS glase tube; 17/32" diam x 2 1/8" lg;aroclor 
impr and filled; two ina solder lug term 2 1/8” 
c¢ to c, located on top; no int gnd connections; term 
mtd. | 
-483669-20 CAPACITOR, fixed: 8/4/45 PREYBA 364 16-C-42770-6715 [ow 310A ww BA-111055issl UN 
NT-483669 w/10,000 mmf p/m 20%. FREL3A488 
-483670 CAPACITOR, fixed: 8/4/45 frebBa2n' 
tmica; 19170 mmf; 200 vdew; case 1 25/32" lg x 1 2/32" |LéCcko 
wi x 2 1/32" h; sheet metal case; two lug term 15/32 
lg 1 c to c on top; two mtg ft at bottom, ea w/slot 
5/32" wd, one located 13/64" in back of case ctr,one 
13/64" in front, alot ctr lines 2 7/32" apart. 
i 
-483670-D1/3  {CAPACITOR, fixed: 8/4/45 RELBA214 16-C - 34293-7673 cw [ArKO CW |BA-110550isel | UN 
NT-483670 w/19170 mmf p/m 1/35 temp coef ltr D. 16cho 
i 
Z -483671 CAPACITOR, fixed: 8/33/45 FREABAMET 
> mica; 1000 mmf; 500 vdcw; case 1 1/2" 1g x 3/8" wa x |16C40 
5 3/16" thk; metal clad case; one flat rectanguler term 
ms lat ea end 3/8" 1g x 3/16" wa. 
oO =483671-B10 CAPACITOR, fixed: B73 755 PREGOAGET 1-C-31090-E610 cD 702 CW =| BA-10271-+1 ‘uw 
n ¥/1000 mf p/m 10f; temp coef ltr B. L6Ch0 ies 1 
iS ~ 483672 ts CAPACITOR: 8/4/45 IREYBA LSB 1.6-C -394%5-7001 Cw 282A cw BA-110368-1 UN 
oO c/o eight capacitor unite potted in metal can rated iss 1 
S 1.00 /200/400/800/1500/3000/4000/20000 mmf p/m 10%, 
(o) 200 vdew; 15/8" h x 1 15/32" wd x 4 15/32” 1g o/a; 
Oo ' 
=m twe mtg studs on top 0.164"-32 tha x 7/16" lg spaced 
=> IL" ¢ to co. 
I 
-483673 berca CAPACITOR: 8/4/45 REYBAY8B 2.6-C-39445-3501 cw 2823 CW | BA-110368-2ise1 | UN 
c/o seven capacitor unite potted in metal can rated 
1000/2000/4000/8000/10000/15000/20000 mmf p/m 10%, 
200 vdew; 1 5/8" h x 1 15/32" wd x 4 15/32" 1g o/a; 
two mtg studa on top 0.164"-32 thd x 7/16” 1g spaced 
1" c toc. 
a Ee, 
_t 
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MANUFACTURER'S 
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Con. 
TRACTOR 


CONTRACTOR'S OWG 
OR PART NO 


EQUIPMENT 
USED iN 


-483674 


CAPACITOR, fixed: 8/4/45 


paper dielectric; ten eect; 2660 mf max 1330 umf 
min, 2660 mmf max 1330 of min, 4800 mmf max 3200 


mmf min, 8400 mm? max 5600 mmf min, 14100 maf max 
9400 mmf min, 23500 mmf max 16500 mf min, 40000 mf 
max 28000 mof min, 68200 mmf max 47800 mf min, 


115000 mmf max 85000 mf min, 200000 mf max 148000 
mmf min; all eect 300 vdew; metal can; case 3 35/64" 
h x 1 5/8" lg x 1 15/32" wd; potted in asphalt com- 


pound; twelve solder lug term in three rows of four 


w/cover; no int gnd connections; two mtg etude 


0.164"-32 thd, 1" c to c on bottom ctr line. 


(RELGALE9 


16 -C -55301-302@ 


187A 


CH 


BA-110277-1 


hae 1 


UN 


-483675 


CAPACITOR, fixed: 8/4/45 
paper dielectric; ten sect; 1330 mf max 660 mf min, 


1330 maf max 660 mf min, 2660 mf max 1330 mf min, 


2660 mmf mex 1330 mf min, 4800 mmf max 3200 mf 
min, 4800 umf max 3200 mf min, 9600 maf max 6100 


mmf min, 9600 mmf max 6409 mf min, 24000 maf max 


16800 mf min, 41200 mmf max 28800 mmf min; all 
sections 300 vdcw; metal can; case 3 35/64" hx 


1 5/8" 1g x 1 15/32" wi; potted in aaphalt compound; 
twelve solder tug term in three rows of four at 
bottom w/cover; no int. gnd connections; two mtg 


atuds 0.164"-32 thd, 1” © to c on bottom. H 


RELGALSO 


| 


16-C-55301-1281 


187B 


CW 


BA-110277-2isei 


-483676 


CAPACIT@R, fixed: 8/4/45 


paper dielectric; ten eect; 166 mmf max, 64 mmf min, 
166 mmf max 84 mmf min, 330 mmf max 166 oof min, 


330 mmf max 166 mmf min, 660 mf max 330 mf min, 
660 mmf eax 330 mmf min, 1330 mmf max 660 mmf min, 
1330 mmf max 660 of min, 2660 mf max 1330 of min, 


4000 mmf max 2090 mm? min; all sect 300 vdcw; metal 
can} 3 35/64" bh x 1 5/8" 1g x 1 15/32" wa; potted in 


asphalt compound; twelve solder lug term in three 


rows of four at bottom w/cover; no int gnd connec-~ 
tiona; two mtg atudea 0.164"-32 thd, 1" c to c on 


bottom. 


RELBAKED 


16-€-55301-1091 


cw 


187¢ 


BA-110277~-3isal 
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483677 CAPACITOR, fixed: 8/8/45 RELBA163 16-C-45801-9706 cD {R2506P1. cpu | 3-374 OBL-1 
paper dielectric; 100,000 mmf plus 20 minus 10%; 600 |RE13A48S 
vdcw; BS metal can w/ine tube; 2” lg x 25/32" diam; 
mineral oil impr and filled; twe axial wire leads; 
no int gnd cennectione. 
-1.83677-10 CAPACITOR, fixed: B/B7uS REGBAIG3 T6-C-E57 77-3050 Ch) RESCOPI OBL-1 
NT-483677_w/100,000 maf p/m 10p. REL3A488 CD | REAGP1 
-483673 CAPACITOR, fixed: 8/9/45 IRELS A163 16-C-47331-2750 csi |sg-266 CDU | 3-326 OBL 
paper dielectric; 500,000 maf plue 20 minus 104; RELZA488 
1500 vdew; ES metal can; 3 1/32"lg x 1-1/2" diam; 
mineral oil impr and filled; one solder lug term on 
one end; one end gnd to cage. 
-483678-10 CAPACITOR, fixed: 8/9745 RELBALO3 16-C~47302-7985. |N16-C-11362-200 CSL [83-206 OBL-1 
NT-483678 w/500,000 mmf p/m 10p. RE13A488 
7 
483679 CAPACITOR, fixed: 8/11/45 RELBA163 16-C-49981.-9989 cst |sJ-267 cpu | 3-311 
paper dielectric; 4 mfd plus 20 minus leh; 600 vdew: |RE13A488 
8S metal can; 4 7/16" ig x 11/2" diam; mineral oil 
impr and filled; one solder lug term on ®ne end 
11/32" h incl ins; one end gnd to case. 
L. 
-4.83679-10 CAPACITOR, fixed: 8/11/45 PREGSBA163 16-C-49958 -4903 est | S3-267 
NT-483679 w/4 mf p/m 10%. RE13A488 
ee ann SEE REE EERE | 
-4.83680 CAPACITOR, fixed: 8/2/45 RE48A485 16~C-53569-1210 
paper dielectric; two sect; 500,000/500,000 mf plus |RE13A488 
10 minus 34; 220/220 vacw ea sect; HS metal can; case 
2 3/8" lg x 11/4" diam; pyranol filled; two stranded 
wire term 6 1/2" 1g at one end; one side of ea sect 
common and gnd to case; one mtg clamp around body 
13/16" from term end w/two 0.170" holes 3/8" c toc. 
-483680-10 CAPACITOR, fixed: 8/a/us REI 3A468 16-C-53617-5895 ~ ce 2oFL CG | K-3977196isak UN 
NT-483680_w/500.000 mf _v/m 10h ea sect. REWBAK85, 
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- 4.83681, CAPACITOR, fixed: 8/2/45 RELBALSE 16-C-46891-7442 | 
paper dielectric; 400,000 mf plus 10 minus 34; 300 fE13A486 
vdew; matai can; 3 1/2" h x1 1/2" ig x 15/32" wa; 
potted in asphalt compound; two solder lug term 
23/32" h located on tep 9/32" c to c; no int end con- 
Inectiona; two mtg etude w/O.i64"-32 thd 15/32" h and 
: ! 
1" c to c on top. | 
! ~483681-1 CAPACITOR, fixed: 8/2/45 RELBALSS 16~C -46866-1072 cw 176B Cw BA-110175-1 1 UN 
NT-L83681 w/406,000 om? p/m 1h. REL 3AK88 a8 
ok + SSS 
-483682 CAPACITOR, fixed: 8/2/45 RELBAQLE 
mica; 300,000 mmf; 200 vdcw; case 1 25/32" lg x hécko 
413/32" wi x 2 17/32" hj sheet metal case; twelug 
term 15/32" 1g 1" c to c on top; two mtg ft at 
feottom, ea w/elot 5/32" wi, ctr of one slot located 
13/64" in wack of case ctr, ctr of other 13/64" in 
front, slot ctr lines 2 7/32" apart. 
U 
-483682-D1/5 CAPACITOR, fixed: 8/2/45 REYGAD1Y 26-C=37251-6210 3DA300~11 CW | AL-12 CW | BA-110198-1 UN 
NT-483682 v/300,000 mm? p/m 1/563 temp coef ltr D.  |i6CO pee 
po + 
-483683 CAPACITOR, fixed: 8/2/45 RELBACL 4 iF 
mica; 145,000 mmf; 200 vdew; case 1 25/32" lg x peécio 
1 13/32" wa x 2 17/32" hj sheet metal case; two lug 
term 15/32" lg 1." c to c én top; two mtg ft at | 
bottom, ea w/slot 5/32" wi, ctr of one slot located 
13/64" 4n back of case ctr, ctr of other slot 13/6k" 
‘tn front, elot ctr lines 2 7/32" apart. 
[ ~433663-D1/5 CAPACITOR, fixed: 8/2/45 RELBACLY 16-C-36539-4h10 3DA145 cw AL-13 cw BA-110198-2i9681 | UN 
NT-483683 w/145,000 mmf p/m 1/5; temp ceef ltr D. 16cho 
- 483684 CAPACIT@R, fixed: 8/2/45 lewhBacit 
mica; 200,000 mmf; 200 vdcew; case 1 25/32" lex hécko 
1 13/32" wd x 2 17/32" h; sheet metal case; two lug 
term 15/32" 1g 1" c tec on top; two mtg ft at 
ottom ea w/slot 5/32" wd, ctr of one slot located 
13/64" in back of case ctr, ctr of other slot 13/64" 
in front, slot ctr lines 2 7/32" apart. 
iS 
-483684-D 1/5 |CAPACTTOR, fixed: 8/2/45 REYBAZUL 16-¢ -36855-9210 3DA200 -26 CH AL-1h C¥ | BA-110198-3iee1 | uN 
NT-483684 w/200,000 mmf p/m 1/5%; temp coef itr p. | 16ChO 
= 
4. 
L i 
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NAVY OWG STANDARD WNAVY es 0 aso SIGN. -ORPS MANUFACTURER'S Con. COKTRACTOR'S DWS EQUIPMENT 
NAME AND DESCRIPTION OR SPEC fo | ¥AN NG: | STOCK NO 3 STOCK NO STOCK NO Tock NO MGR | DART NUMBER [veacron OR PART NO eas IN 
1 
CAPACITOR, fixed: 8/2/45 REYBADIE ] 
mica; 240,000 mmf; 200 vdew; case 1 25/32" lg x hé6cho 
1 13/32" wi x 2 17/32" hb; sheet metal case; two lug 
i 
term 15/32"1g, 1" c to ¢ on top two mtg ft on bottom 
lea w/slot 5/32" wa, ctr of one slot located 13/64" 
in back of case ctr, ctr of other slot 13/64" in 
jfront, slot ctr linea 2 1/32" apart. 
-483685-D 1/5 |CAPACITOR, fixed: 8/2/45 REMBAZ14 16-C-37040-6010 cw AL-15 CW | BA-110198-41e81 | UN 
NT-483685 w/240,000 mf p/m 1/54; temp coef ltr D. 16cho 
-'83686 CAPACITOR, fixed: 8/2/45 Bay 
mica; 155,000 mmf; 200 vdcow; case 1 25/32" gx écho 
1 1/32" wa x 2 17/32" h3 metal case; two lug term 
15/32" 1g on top spaced 1" c to cj two mtg ft at 
bottom ea w/elot 5/32" wi, ctr of one slot located 
3/64" in back of case ctr, ctr of other slot 13/6)" 
in front, slot ctr lines 2 7/32" apart. 
-483686-D 1/5 |CAPACITOR, fixed: 8/2/45 REMBA214 16-C-36618-5610 cw | AN-23 cw | BA-110375-1 UN 
wr-483686 w/155,000 mmf p/m1/5%; temp coef ltr D. !i6cho jes 1 
483687 CAPACITOR, fixed: 8/2/45 esha 
mica; 90,000 mmf; 200 vdcw; case 1 25/32" lg x Lécho 
1 1/32" wa x 2 17/32" bh; metal case; two lug term 
15/32" 1g on top spaced 1" c to c; two mtg ft at 
ottom ea w/slot 5/32" wi, ctr of one slot located 
13/64" in back of case ctr, ctr of other alot 13/64" 
in front, slot ctr lines 2 7/32" apart, 
-483687-D 1/5 |CAPACITOR, fixed: 8/2/45 REMGAZIN 16-C- 35959-1610 3DAg90-2 cw AN-2h cw | BA-110375-21861 | uN 
NT-483687 w/90,000 maf p/m 1/56; temp coef ltr D. 16ch0 
-483688 CAPACTIOR, fixed: 8/2/45 RELGA2LY 
mica; 55,050 mmf; 200 vdcw; case 1 25/32" lg x 16cho 
1 1/32" wa x 2 17/32" bh; metal case; two lug term 
15/32" 1g on top 1" c to c; two mtg ft at bottom 
lea w/alot 5/32" wa ctr of one slot located 33/64" 
in back of case ctr, ctr of other slot 13/64" in 
front, slot ctr lines 2 7/32" apart. 
-483688-D 3/10 |CAPACITOR, fixed: 8/2/45 REW6A214 16-c-35347-390k CW] AN-15 Cd | BA-110375-3iee1 | UN 
NT-483688 w/55,050 mf p/m 3/106; temp coef ltr D. 16Cho 
ae 
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NAVY TYPK NAYY DWG STANDARD NAVY eso Ags Oo SIGNAL CORPS 
NAME AND DESCRIPTION OR SPEC KO JAN NO STOCK NO STOCK NO STOCK NO STOCK NO MFGR | BaRT NUMBER | rmacton OR PART HO USED IN 


DESIGNATION 
t 


~483689 | CAPACITOR, fixed: 8/2/45 REMBALS2 | cD | 34Ls CW | BSA-682032-23 | UN 


CANCELLED use NT-48782. 36cho ieel5 


-4.83690 CAPACITOR, variable: 8/10/45 16-C-59443 -2081 | CHC | MC-35-S cw Ba-4yee@85-1 QDA 
jaa 4 


air; plate meshing type single sect; 6 to 35 mf; 
SLC; 0.0245" air gap; 1 23/32" ig x 1 11/16" wi x 


1 11/16" b shaft 1/4" diam x 1/2" 1g bushing 13/32" 
lg «x 3/8"-32 td; ecdr adj; five cad pl brass plates; 
180 deg clockwise rotation; Isolantite ina; lug 
term; single hole mtg by 3/8" diam mtg bushing or | 


base mtg by two mtg ft sa w/ene #6-32 tapped hele 


ee jon 1 7/32" mtg/c. | 
-483691 CAPACITOR, variable: 8/10/45 16-C-59443-2151 cHc | MC-35-5 Cw BA-440085-2iee4 | QDA 
air; plate meshing typs single sect; 6 to 35 mmf; 
SLC; 0.0245" air gap; 1 23/32" 1g x 1 13/16" wa x 


111/16" h shaft 1/4" diam x 3 3/1" 1g bushing 
13/32" 1g x 3/8"-32 tha; round shaft adj; five cad 


pl brass plates; 180 deg clockwise rotation; 
| 


feolantite ine; lug term; single hole mtg by 3/8" 

diem mtg bushing or base mtg by two mtg feet ea w/one 

#6-32 tapped hole on 1 7/32" mtg/c; same as 

NT-483692 except for shaft lg. | i 
4 


eases A oe 
-483692 CAPACIYOR, variabie: 8/10/45 16-C-59443-2131 *| CHC | MC~35-S CW FBA-K4LO085-Liaek | ADA 
ie 


air; plate meshing type aingle sect; 6 to 35 maf} SL 
0.0245" air gap; 1 23/32" 1g x 113/16" wa x 1 11/16" 


h shaft 1/k" diam x 3 1/2" 1g bushing 13/32" lg x 
3/8" -32 thd; round shaft adj; five cad pl brase 


plates; 180 deg clockwise rotation; ieolantite ins; 


lug term; singie hole mtg by 3/8" diam mtg bushing 
or base mtg by two mtg ft ea w/one #-32 tapped 
hole on 1 7/32" mtg/c; similar to wr-483691 except 


for shaft lg. r 


SHEET 48-1089 


RESTRICTED 


AdAL AYN 40 SOWLVYD 


WICSLVW DINOALDA 13 


t # LNIWa1ddNS 
(W)601'006 SdIHSAVN 


SHEET 46-1050 


RESTRICTED 


f 


NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


STANDARD NAVY 
ALANS ONO STOCK NO 


eS oO 
STOCK NO 


AsO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S, 
PART NUMBER 


Cox. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USEO IN 


483693 


CAPACITOR, veritable: 8/10/45 
air; plate peshing type eingle eect; 6.5 to 50 mf; 
SLC; 0.0245" air gap; 1 23/32" 1g x 111/16" wa x 


1 11/16" bh eheft 1/4" dtem x 3 1/2" 1g bushing 13/32" 
1g x 3/8"-32 thd; round shaft adj; seven cad pl 
brass plates; 180 deg clockwise rotation; isolantite 
ins; lug term; single hole mtg by 3/8" diam mtg 
bushing or base mtg by 2 mtg ft ea w/#6-32 tapped 
holes on 1 7/32! mtg/c; similar to NT-483202-A except 


for shaft lg. 


16-C-59867-9881 


CHC 


MC-50-S 


cw 


BA-440085-5iee4 


QDA 


-483694 


CAPACITOR, fixed: 8/11/45 
electrolytic; 8 mf; 500 vdew; working temp range 
minus 20°C to plus 65°C; case 2" 1g x 1 3/k" wa x 1" 


hj BS metal case; two solder lug term 9/16" h 
spaced 1" c to c, located on side of can; both term 


ins from'can; two mtg ft on bottom, 3/16" diem hole 


in ea on 2 3/8" mtg/c. 


REN8BA311 
JJAN-C-62 


elec 


16-C-19544-6601 


IN16-C-9665-6 


CMA 


BS81 


cDU 


3-375 


OBL-1 


= 


483695 


ns 


-483695-20 


CAPACITOR, fixed: 8/11/45 
ceramic dielectric; 2.5 mmf; zero temp coef (tol p/m 
30) mmf/mf/°C; 500 vicw; case 0,562" 1g x 0.25" OD 
axial wire leads; ceramic ins; add suffix indicating 


eapacity tolerance in per cent. 


CAPACITOR, fixed: 8/11/45 
InT-483695 w/2.5 mmf p/m .5 mf. 


IL6-C-15499-8073 


CER 


NPOK2.5p/m.5 


cDuU 


3-272 


OBL-1 


-483696 


CAPACITOR, fixed: 8/14/45 
paper dielectric; 10,000 mm? plue 10 minus 3%; 600 
vdcew; HS metal can; case 1 13/16" 1g x 1" wi x 


x 13/16" h; oil impr and filled; twe solder lug term 
5/16" h on side 1" c to c; no int gnd connections; 
two mtg ft 3/8" wd flush w/bottom ea w/ 3/16" diam 
Imtg hole 2 1/8" c toc. 


REWS8A129 
RE13A488 


16-C-42716-3119 


CSF 
CIE 


8900 
6BAO1 


CHEZ 
CAJR 


cO-625revB 
A-43-284 


BK 
BL-3 
BL-4 


ABK (4) 
thru 
ABE-7 (1) 


-483696-10 


CAPACITOR, fixed: 8/14/45 
NT-483696 w/10,000 mmf p/m 10p. 


RE48A129 
RE13A488 


16-C-42737-3124 


3DA1L0-283 


CSF 


8900 


-483697 


CAPACITOR, fixed: 8/17/45 


mica; 3000 mmf; 800 vdcw; case 1 1/32” max lg x 
41/64” max wi x 5/16" thk; molded bakelite case; one 


wire lead 1 1/2" 1g at ea eni. 


IREYSA151 
hécko 


Con't 
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SeIGNATION MAME AND DESCRIPTION otneio | van so [BEE NS | rock Ro | arb wo | MESS RRE™ [ron [MELA *SCintee® [uston] um*sunt ao"* | FEsee"SN” 
1 
~483697 -A20 CAPACITOR, fixed: 8/17/45 RE4GA151 16 -C-32203-9150 3DA3-24 CSL | MKW.8-23-20 CRY | K-8106460Aa-4 TBS-8 
NYU63697 w/3000 anf p/m 206; temp coef Ltr A. 16ck0 | cup | M5 rev13 
cb =| 3WLs 
Caw | UkWIWP 
-483697 -B20 CAPACITOR, fixed: 8/17/45 RELBAISL 16-C-~32203-9152 cD | 3wips 
INT -483697 w/3@00 mmf p/m 20%; temp coef ltr B. 16ChO CAW | J&kWP 
CSL | MKB.B-23-20 
ae nc 
-483698 CAPACITOR, fixed: 8/17/45 RE SA280 16~C -50308 -8330 cG 26F110 CRV | K-881403-1rev2 | TRS-8 
paper dielectric; 5 mf pius 10 minus 3%; 220 vacw; US/Rei3ahae 
metal can; case 2 11/16" lg x 1 3/16" wa x 4 19/64" 
n e/a; pyranol filied; twe solder lug term 1 1/8" 
ce to c on top; no int gnd connectiers; two removable 
looped mtg bkt ea w/twe 9/32" x 0.213" slets in sa 
on 3 1/8" x 6.406" ate/c. 
~483698-3 CAPACITOR, fixed: 8/17/45 RELEA2BO 16-C-503.96-9810 { TBS-8 
NT-4.93698 w/5 nf p/m 3%. RE13A488 
co 
-483699 CAPACITOR, fixed: 8/17/45 REBALTS 16-C-50696 -5936 cD |KG-3060 
paper dielectric; 6 mf plus 10 minus 3%; 600 vdew; RELZA4BB 
H5 metal can; case 4 5/8" h x 21/2" 1g x 1 3/16" 
i 
wi; dykancl “A” impr and filled; two ine solder lug 
term 1" ¢ te c on tep; no int gnd connections; 
universal. mtg clamp. 
-483699-10 CAPACITOR, fixed: 8/17/45 REN ALTE 36 -C-50717-5936 3DB6-21 cD KG-3060 COL |930 9200 OOrevO | DAB (2) 
NT-463699 w/6 mf p/m 10k. RELZ A488 DAB-1 (2) 
DAB-3 (2) 
= = a As + 
-483700 CAPACITOR, fixed: 8/20/45 [RELSA163 16-C~46387-4010 cD TVC-6P 25-4 cv ND-21667 
paper dielectric; 250,000 mf plus 30 minus LOf; IRBL3A4688 
600 vdew; HS metal can w/ina sleeve; case 2 5/32" lg 
x 13/16" diem; oll impr; two axial wire leads; no int 
@nd connections. 
occa £9 eae evs 
-483700-10 CAPACITOR, fixed: 8/20/45 RELBAL63 16-C0-634 7-4537 | cD TVC-6P25-4 
___{NT-483700 w/250,000 mur p/m 10%. RE13A468 | | i. 
| = 2 a aes ei asi Linea a ees 
See bs 2 : 2 a 
—|—__. 4 
—— i —— +— i 
| tot a ee 
= See a saa C ae 
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nae ree | NAME AND DESCRIPTION a ge 2 Oe en rec ee 
-483701 CAPACITOR, fixed: 9/18/45 RE4BA138 
paper dielectric; three sect; 50,000 mf plus 10 RE13A488 
minus 3% 6a sect; 600 vdcw ea sect; HS metal can; 
case 1 3/4" 1g x 1" wd x 13/16" h; o41 impr and 
filled; three solder lug term 5/16" b on bottom of 
case 1/2" c to c; all sect int gnd; two mtg ears 
3/8" wa integral w/bottom of case w/two 3/16" diam 
mtg holes 2 1/8" c toc. | 
-483701-20 CAPACITOR, fixed: 9/18/45 RE48A138 16-C-54402-6903 |N16-RC-13783 CAW | 630B- CW ESA-682063-294 |MK-8 Mod 3 
INT-483701 w/50,000 mf p/m 20% ea sect. RE13A488 605-405 #605 49812 
CTD |RLOL-6305 
-483702 CAPACITOR, fixed: 8/21/45 48A222 
mica; 40,000 mmf; 600 vdcw; case 1 1/k" 1g x 1 1/8" AN-C-5 
wd x 29/64" thk; molded bakelite case; two lug term 
ea w/one 0.173" diam hole; two mtg holes in case 
0.244" diam 15/16" ¢ toc. 
-483702-B5 CAPACITOR, fixed: 8/21/45 RE4GA221 — |CM50B4037 16-C-34989-4175 3DAK0-17 cD oJ AL CRY | M-95632-lhaub6 | DBS 
NT-483702 w/40,000 umf p/m 5; temp coef ltr B. PIAN-C-5 CSL | XQBW 
CAW | 1445 
-483703 CAPACITOR, fixed: 8/21/45 REYSALES 
mica; 2000 mmf; 300 vdew; case 51/64" 1g x 15/32" wa |16C40 
x 7/32" 4 max dimen; molded bakelite case; two axial 
wire leads. 
*=4.83703-B1O CAPACITOR, fixed: 8/21/45 REKBALL 16-C-31802-4313 CMF | CM20 COL (909 600% orevi 
ss NY-483703 w/2,000 umf p/m 10%; temp coef ltr B. {1620 Can |K 
-483703-B20 CAPACITOR, fixed: 8/21/45 REABALUS 16-C-31807-6793 {N16-C-10239-25 CMF [503M COL {909 0005 Odrevl 
NT-483703 w/2,000 umf p/m 20%; temp coef ltr B. 26040 can | 
-483704 CAPACITOR, variable: 8/21/45 1,6-C-60061-5910 Soc |963C-Mr CRY [M-253994-Leubl DBS 
air; plate meshing type, single sect; 10 to 55 mf; 
SLC; 0.0225" air gap; 1 19/32" 1g x 1 13/16" wa x 
111/16" h, shaft 1/4! diam x 3/4" lg beyond gear 
and bkt; extension type shaft adj w/gear; fifteen 
plates; counterclockwise rotation; ceramic ins; 
solder lug term; 2 mtg dkt ea w/one #6-32 tapped | { 
hole 3/4" ¢ toc. | | 
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=, 4 i CONTRACTOR'S OWG QUIPMENT 
(sale WaMie Ana pescmieion tne wo | eam mo [VRBO WS | abch wo | avbck wo | MSHSER RO” [wron | Mot*Rtuten® [nitta] “*un*sucr'we™” | “daca sn 
-4E3705 CAPACITOR, fixed: 8/21/45 rpsealEh | 
paper dielectric; 250,000 mf plus 10 minus 34; 200 |REL3A468 
ydcw; BS molded phenolic case; case 1 7/16" 1g x 3/4" 
wa x 3/8" thk; wax impr; pigtatl term 1 1/4" ig at H 
ea end; no int gnd connection. 
' = 
~483705-20 CAPACITOR, fixed: 8/21/45 ~ REYBALEL 16-C -4637 3-4056 3DKA250-53 CMR | 345-20 CRY |M-95634~-leub7 | DBS 
r-483705 w/250,000 mmf p/m 20%. RE13A488 cTp | EP CRRA | C-220028-91cheF 
| | 
[x 4. 
-483706 CAPACITOR, fixed: 8/21/45 RES BA 164 | 
paper dielectric; 3000 mf plus 10 minus 3%; 1000 REL3A488 
vdew; HS molded phenolic case; case 1 5/32"1lg x 5/8" 
wa x 1/k" thk; wax impr; pigtail term 1 1/k" 1g at 
ea end; no int gnd connection. 
= nS Ay 
-483706-20 CAPACITOR, fixed: 8/21/45, RPBA164 16-C-40h 89-7749 CMR | 342-103 CRV | M-95634-28us7 DBS 
wr-483706 w/3,000 mm? p/m 204, REL3ZAU88 
-483707 CAPACITOR, fixed: 8/21/45 REABA1OL 
paper dielectric; 50,000 mf plus 10 minus 3%; 200 RELZA4BS 
vdcw; ES molded phenolic case; case 1 7/16" 1g x 3/4" 
wa x 5/16" thk; wax impr; pigtail term 1 1/4" 1g at { | | 
LL ea end; no int gnd connection. 
-483707-20 CAPACITOR, fixed: 8/21/45 RE‘BALOL 16-¢-44283 -4056 3DA50-75 oMR =} 342-119 CRY | M-95634~-3aud7 DES H 
RT-483707 w/50,000 maf p/m 20%. REL3A488 j L | 
483708 CAPACITOR, fixed: 8/23/45 IRENA 164 ;— = rT is 
Ipaper dielectric; 100,000 mmf plus 20 minue 3%; 309 pel 3akok 
lvdcw; RS molded phenolic case; 1 7/16" lg x 3/hk" wa 
x 3/8" thk; wax impr; pigtail term 1 1/k" 1g on ea 
end. 
| —. 
-483708-20 CAPACITOR, fixed: 8/22/45 (REGALO, 16-C -h 5804-9246 39A100-294 CMR | 345-22 oRV | M-95634-houb7 | DBS 
NT-483708 w/100,000 amf p/m 20%. | EL 3AK88 | 
- 483709 CAPACIT@R, fixed: 8/21/45 HEL3A43S 
paper dielectric; 1.75 mfd plue 16 minus 3%; 450 vdewsRELGai39 
HS metal can; i 3/8" 1g x 3/4" wi x 3 3/32" 4; ol] 
impr and filled; two por Ine atud term 17/32" h j 
1 
lecated en top 5/8" c to c; no int gnd cennection, ce a eee - 
-4,8 3709-15 CAPACITOR, fixed: 8/21/45 RES. 3A436 .6-C-49i18-5660 CRY | M-95643-503. 
NT-483709 w/2.75 af p/m 156. IRELBA.39 | ! aust 
L i { _L I i 
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4 


h 
-483710 CAPACITOR, fixed: 8/21/45 FREL3A488 16-C-53225-8078 CAW CRY |M-95637-1 aub 3 | DBS 


lpaper dielectric; two sect; 500,000/100,000 mmf plus [REYSA324 
30 minus 10% ea sect; 2000 vdcw ea sect; HS metal 
can; 1 31/32'wd x 1 31/32" 1g x 2 3/4" hj mineral oil 
impr and filled; two atud term 11/4" h on ins 
pillar 13/16" c to c, one stud dummy term; two sect 
int gnd; three #6-32 thd x 1/4" d mtg holes forming 


sn isosceles triangle w/ 1 1/2" base x 1 1/2" h mtg/c 


-483711 CAPACITOR, fixed: 8/29/45 CER | N750K5 CHZ | COB54B YI 
CANCELLED use NT-81buu. i _| He co85h-2 
8/24/45 REKBAK23 16-C-22251-9217 |N16-c-9697-4 cD 
JAN-C-62 


elec 


=483712 CAPACITOR, fixed: AVL-10164 NMC-1 


CANCELLED use NT-482591. 


4 —— | 


ES-676865-2 cw BA-111258ia82 UN 


483713 CAPACITOR, variable: 8/2k/45, 16-C-59370-982h 
air; plate meshing type, single sect; 9.5 to 34 mmf; 
SLC; 0,050" air gap; 1 13/16" lg x 1 15/16" wa x 


al 


{DG-1 


17/16" h, shaft 1/4" diam x 3/8" 1g, bushing 1/4" 
lg x 3/8"-32 thd; round shaft adj; fifteen silver pl 
plates; 360 deg rotation; ceramic ina; lug term; 


three mtg studs 5/8" 1g. I 
CW |BA-110244-2 ieel|UN 


16-C-49235-1110 cw | p-161882a 


-483714 CAPACITOR, fixed: 8/24/45 RESSAI 


Paper dielectric; 2.0 mfd min, 2.5 mfd max; 200 vdew; 
metal can 3 9/16" h x 1 1/2" 1g x 31/32" wd; wax impr, 
potted in asphalt compound; two solder lug term 

located on bottom diagonal line 11/16" h; no int gnd 
connections; two mtg studs 7/16" 1g epaced 1" c toc 


jalong ctr line of bottom. 


AR 

161882 cw [BA-1102hh-2 UN 
-483715 CAPACITOR, fixed: 8/24/45 16 -C-5 3925-9010 CW D-161882¢ ae 
paper dielectric; two sect ea 1 mf min, 1.25 mfd max; 8a 
200 vdcw; metal can; 3 9/16" h x 1 1/2" lg x 31/32" 


[wi.; wax impr, potted in asphalt compound; four solder 


lug term 11/16" h on bottom; no int gnd connections; 
two mtg studs 7/16" 1g on bottom spaced 1" c toc. 
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483716 


CAPACITOR, fixed: 8/24/45 
paper dielectric; 2.14 mf min, 2.16 mf max; 200 rdew; 
metal can; case 3 9/16" hx 1 1/2" ig x 31/32" wa; 


wax impr, potted in asphalt compound; twe solder 
lug term located on bottom diagonal line; no int 


gné connections; two mtg studs 7/16" 1g spaced 1" c 


to c along ctr line of bottom. 


RY BALL 


16-C-49238-4250 


D-16188QA 


Cw 


BA-110244-31861 


UN 


= 


-4B3717 


CAPACITOR, fixed: B/ak [65 
paper dielectric; 2.0h mf min, 2.16 mf max; 200 vdew; 
metal can; case 3 9/16" hx 1 i/e" le x 31/32" was 


wax impr, potted in asphalt compound; two solder lug 


term located on bottom diagonal iine; no Int gnd 


connections; two mtg studs 7/16” le spaced 1" c toc 


along ctr line of bottom. 


REKBAL LU 


16-C-49235-9650 


Cw 


D-161882Qr, 


BA-110244-41se8l 


~483718 


CAPACITOR, fixed: B/2u [45 
paper dielectric; 4 mf min, 5 mf max; 200 vdcw; HS 
metal can; case 3 17/32" h x 15/8" le x 11/2" wa; 


wax impr, potted in asphalt compound; four solder 
lug term located on bottom; no int gnd connections; 
two mtg studs 1/2" ig w/0.164"-32 thd spaced 1" ¢ to 


c¢ along ctr line of bottom. 


16-c~49995~1110 


ow 


D-161880A 


Cw 


BA-110245-lisal 


483719 


CAPACITOR, fixed: 8/2k /u5 
paper dielectric; two sect; 2 mf min, 2.5 mf max ea 


sect; 200 vdew ea sect; metal can; case 3 17/32" h x 


15/8" lg x 11/2" wa; wax impr, potted in asphalt 
compound; four solder lug term located on bottom 


diagonal lines 11/16" h; no int gné connections; 


two mtg etude 1/2” 1g w/0.164"-32 thd spaced 1" ¢ to 


be "i 
jc along ctr line of bottom 


RESBALLL 


4 


16-C-54075-9810 


4 


D-161880¢ 


Cw 


BA-110245-2isel 


-483720 


CAPACITOR, fixed: 8/24/45 
paper dielectric; 4.28 mf min, 4.36 mf max; 200 vdew; 
metal can; case 3 17/32" h x 15/8" lg x 11/2" wi; 


wax impr, potted in asphalt compound; two solder lug 
term located on bottom diagonal line; no int gnd 
connections; twe 0.164"-32 uhd mtg studs 1/2" 1g 


spaced 1" c to c along ctr line of bottom. 


RELBALLY 


16-C-50090-7490 


D-161880QA 


Cw 


BA~110245-3ieel 
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-483721 


ICAPACTTOR, fixed: 8/28/45 
paper dielectric; 1 mf min, 1.25 mf max; 200 vdcw; 


metal can; case 3 7/16" h x 1 1/2" 1g x 15/32" ‘wa; 


wax impr, potted in asphalt compound; two solder lug 
term 23/32" h, 1/4" c to c on bottom; no int gna 
connections; two mtg studs w/0.164"-32 tha x 15/32" 


h, 1" c toc, 


REL BAL BE 


16-C-48854-8740 


3DB1. 884A, 


CW | D-161884A CW | BA-110371-1 UN 
ies l 


-483722 


CAPACITOR, fixed: 8/28/45 
paper dielectric; 500,000 mf min, 625,000 mmf marx; 
200 vdew; metal can; cace 3 7/16" hxi1/2"lg x 


15/32" wd; wax impr, potted in asphslt compound; 
two solder lug term 23/32" h and 1/4" c to c on top; 
no int gnd connections; two mtg atuda w/0.164"-32 


thd 15/32" h and 1" c toc. 


RELBAYB6 


16-C-47335-1100 


cw D-161884B cw BA-110371-21iee1 | uN 


-483723 


CAPACITOR, fixed: 8/28/45 
paper dielectric; two sect; 250,000 mf min, 320,000 


maf max ea sect; 200 vdcw ea sect; metal can; case 


3 7/16" hx 11/2" 1g x 15/32" wi; wax impr, potted 
in asphalt compound; four solder lug term 23/32" h, 


1/8" c to c on bottom; no int gnd connections; two 


mtg studs 15/32" h w/0.164"~32 thd, 1" c to c on 
bottom. 


RELBALBE 


16-C-53475-8010 


ow D-161884E cw BA-110371-3ieel | UN 


-483724 


CAPACITOR, fixed: 8/28/45 
paper dielectric; two sect; 500,000/250,000 mf min, 
625 ,000/320,000 mmf max; 200/200 vdcw; metal can; 


case 3 7/16" h x 1 1/2" 1g x 15/32" we; wax impr, 
potted in asphalt compound; four solder lug term 
23/32" h, 1/8" c to c on bottom; no int @nd con- 


nections; two mtg etude 15/32" h, w/0.164"~32 thd 1" 


c¢ to c on bottom. 


RESBAUBE 


16-C-53475-8110 


CW D-161684F cw BA-110371-4iesl | UN 


ee Can ENE SENSE NERNC ane CSnSTEO | 
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483725 


-483726 


CAPACITOR, fixed: 8/28/45 
paper dielectric; two sect; 125,000/65,000 mf min, 
160,900/85,000 am max; 200/200 vaécw; metal can; case 


37/16" h x i 1/2" 1g x 15/32" wd; wax impr, potted 
in asphalt compound; four solder lug term 23/32" h 


and 1/8" ¢ to c on bottom; no Int gnd connectione; 


two mtg atuds 15/32" h, w/0.164"-32 thd, 1" c toc 


paper dielectric; two sect; 29,000 maf min, 30,000 
mmf max/20,000 mmf min, 30,000 mmf max; 200/200 vdew; 


metal can; case 3 7/16" h x 1 1/2" 1g x 15/32" wi; 
wax impr, potted in asphalt compound; four solder 


jug ‘term 23/32" h, 1/8" c to c on wottom; no int, gna 


connections; two mtg etude 15/32" h w/O.164"-32 thd, 
1" c to c on bottom. 


RELSA4YBE 


on bottom. 
CAPACITOR, fixed: 8/28/45 REABANB 16~C-52887 -5490 


16-€-53032-5500 


4 


D-161884G 


B-161886H 


CW 


BA-110371-5ieal 


BA-110371-618el 


uN 


UN 


-483727 


CAPACITOR, f1xed: 8/28/45 
paper dielectric; 100,000 mmf min, 135,000 maf max; 
200 vdew; metal can; case 3 7/16" h x 1 1/2" ig x 
15/32" wi; wax impr and potted in asphalt compound; 
two solder lug term 23/32" h, 1/4" c to c on bottom; 
no int gnd connections; two mtg stude 15/32" h with 
0.164"-32 thde, 1" c to c on bottom. 


IRESCALS6 


16-¢-45814-9160 | 
I 


D-161884E 


cw 


BA-110371-7ieel 


UN 


-483728 


CAPACITOR, fixed: 8/28/45 
paper dielectric; 270,000 amf min, 290,000 mmf max; 


200 vdew; metal can; case 3 7/16" h x 11/2"lg x 
15/32" wd; wax lmpr, potted in asphalt cempound; 


two solder lug term 23/32" h, 1/4" c to c on bottom; 


no int gnd connections; two mtg studs 15/32" h with 
0.164"-32 thd, 1" c to c on bottom. 


REBA4B6 


16-C-146389-8210 


cw 


D-1618d4Q8 


BA-110371-9iasl 


UN 


-483729 


CAPACITOR, fixed: 8/28/45 
paper dielectric; 250,000 mmf min, 270,000 mmf max; 
200 vdew; metal can; case 3 7/16" hx 1 1/2" ig x 
15/32" wa; wax impr, potted in asphalt compound; two 
solder lug term 23/32" h, 1/4" c to c on bottom; no 
int gnd connections; two mtg studs 15/32" h with 
O.164".32 tha, 1" ¢ to ¢ on bottom. 


RELBALEG 


16-C-46316-@810 


D-161884QR 


BA-110371-10isel| 
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-483730 


ICAPACITOR, fixed: 8/28/45 
paper dielectric; 510,000 mmf min, 540,000 mmf max; 
200 vdcw; metal can; case 3 7/16" hx11/2"ig x 
15/32" wa; wax impr, potted in asphalt compound; two 
solder lug term 23/32" h, 1/4" c to c on bottom; no 
int gnd connections; two mtg studs 15/32" hb with 
0.164"-32 thd, 1" c to c on bottom 


16-C-47337-4610 


cw 


BA-110371-11 UN 


483732 


CAPACITOR, fixed: 8/28/45 
paper dielectric; two sect; 5,000 mmf min, 650,000 
mmf max/ 5,000 mmf min, 6500 mmf max; 300/300 vdew; 
metal can; case 3 7/16" h x 11/2"1g x 15/32" wa; 
wax impr, potted in asphalt compound; four solder lug 
term 23/32" h, 1/8"c to c on top; no int gd connect- 
ions; two mtg stude 15/32" h w/0.164"-32 thd, 1" 


c to c on top. 


16-C-52790-9900 


BA-110371-12isel)/UN 


-483732 


CAPACITOR, fixed: 8/28/45 
paper dielectric; 20,000 maf min, 30,000 mmf max; 

500 vdew; metal can; case 3 7/16" hx11/2"lg x 
15/32" wa; wax impr, potted in asphalt compound; two 


solder lug term 23/32" h, 1/4" c to c on bottom; no 
int gnd connections; two mtg studs 15/32" h with 


0.164"-32 thd, 1" c to c on bottom 


16-c-43158-1598 


-483733 


CAPACITOR, fixed: 8/28/45 
paper dielectric; 1.07 mf min, 1.09 mf max; 500 vdew; 
metal can; case 3 7/16" h x 1 1/2"1g x.15/32" wa; 
wax impr, potted in asphalt compound; two solder lug 
term 23/32" h, 1/4" c to c on bottom; no int gnd 
connections; two mtg studs 15/32" h w/0.164"-32 thd, 


1" c toc on bottom. 


a a a 


BA-110371-14issl| 


BA-110371-13ise1|UN 


UN 


-483734 


CAPACITOR, fixed: 8/29/45 
paper dielectric; 40,000 mmf min, 60,000 mf max; 
200 vdcw; metal can; case 3 7/16" hx11/2"ig x 
15/32" wd; wax impr, potted in asphalt compound; 
two solder lug term 23/327 h, 1/4" c to c on top; no 
int gnd connections; two mtg studs 15/32" h with 
0.164"-32 thd, 1" c to c on top. 


16-C-43915-1110 


BA-110371-8issl |UN 
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-483735 IC PACITOR, fixed: 8/30/45 IREYBALGL 
nica; 16,440 mmf; 200 vdew; case 2 1/4" ig x 11/26" f6cko 
wa x 2" h; HS potted metei can; two 25/32" Le ina 
wire term on top; two mtg ft ea w/slot 0.192” x 1/8" 
slots 21/4" ¢ coc. 
wos t oa 
~493735-D1/2  }CAPACITOR, fixed: 8/30/45 RELBALLY 16-C-34161-6474 | Cd = | D-168534 cw BA-1111144a8el UN 
NT-483735 w/16,440 mmf p/m 1/2%; temp coef ltr D. 16ch0 Ih 4 H 
- 483736 CAPACITOR, fixed: 8/25/45 IRE48A163 
paper dielectric; 750,000 mmf plus 10 minus 34; 400 RE14a488 
vdcw; HS metal can; 2 1/8" 1g x 1" diam; dykanol "B" 
impr and filled; one axial wire lead; cne end gnd. 
joe ee a cere | — 
-483736-10 CAPACITOR, fixed: 6/25/45 {RELGA163 16-C-k 8244-1680 | N16 -C-11379-3 cb | PC-1425 CaM | 744-175 wo-4 
NT-483736 w/750,000 mmf p/m 10%. RE13A488 | 
-4.83737 CAPACITOR, fixed: 8/25/45 REYBALL® I 
paper dielectric; 1 mf plus 10 minus 3%; 2000 vdcw; {REI3A48B ! 
HS metal. can; case & 3/4" h x 2 1/2" 1g x 1 3/16" wa 
o/a; dykanol filled; two term lugs w/stand-off ine 
1 1/4" bh located on top, spaced 1 1/8" ¢ to c; no int | 
gnd cenrections, a ty + 
-483737-10 CAPACITOR, fixed: 8/25/45 RESGA11O 16-0-48824-3988 cE «| PC-2397 cam | 744-670 | 
[8E-483737 w/1 mf p/m log. RE13A488 j 
7483738 IC PACITOR, fixed: 8725/5 RENBAL 39 = fF foo. | ~ Se a a ai “| 
paper dielectric; 2 mfd plus 10 ainus 3%; 2000 view; fRE1 30468 | 
HS metal can 3 3/4" lg x 1 1/é" wax 3 3/4" bh; of2 
impr and filled; two por ins atud term 1 1/4" bh y 
| 
located on top 2" c toc; no int gnd connections. 1 
b 
a J bs 
-483738-10 CAPACITOR, fixed: 8/25/45 RE4GBA139 16-C-49204-5908 cD PC-2396 CEM | 744-669 NJ-7 
NT-483738 w/e mf p/m 108. REL3A488 NJ-9 
i: — 4 
~483739 CAPACITOR, fixed: 8/30/45 REYBALCD 
paper dielectric; two sect; 500,000 maf plus 10 minus |RE13A488 
3% ea sect; 600 vdcw ea sect; HS metal can; case 2"lg 
x 1 3/4" wa x 13/16" b ofa; oil impr and fillea;three | 
solder lug term 5/8" h on aide 1/2" ¢ to cj no int | 
gnd connections; twe mtg feet 3/8" wd flush w/bottom 
es w/ 3/16" diam mtg hole 2 3/8" c toc. 
Con't 
= pee caw: — 
ia ee Ls pot. se . aI 
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-483739-10 


CAPACITOR, fixed: 6730745 


NT-483739 w/500,000 mmf p/m 10% ea sect. 


RELBALES 
FE13A488 


T8-C-53640-6591 


W16-C~11377-75 


EQUIPMENT 


CONTRACTOR'S DWG 
UsED IN 


OR PART NO 
cO-1109revAl 


-483740 


CAPACITOR, variable: 8/31/45 
lair; plate meshing type, single sect; 4 to 23 mmf; 
ISIC; 0.0195" air gap;) 1/32" 1g x 15/16" wd x 1 7/32" 


h, shaft Assembled w/collar end split bushing 9/32” 
diam x 5/16" 1g o/a, locking type; ecdr adj; eleven 
eilver pl brase plates; 360 deg rotation; ceramic ing, 


post term for stator, rotor gnd; two mtg studs with 
0.112"-kO thd on 21/32" mtg/c. 


16-C-58836-5356 


N16-C -12238-9 


ESA-682070~27 SV-1 


isset 


-483741 


CAPACITOR, variable: 8/31/45 


lair dielectric; plate meshing type, single eect; 6.5 ° 
to 140 mmf; SLC; 0.0195" air gap; 2 7/16" 1g x 15/16" 


wd x 1 7/32" h incl ceremic rear plate, shaft 
assembled w/coller and lock nut 1/4" diem x 17/32" 1g 
o/a; ecdér adj; forty-seven silver pl brass plates; 
360 deg rotation; ceramic ins; lug term, rotor term 
on 1H eide; two mtg etude 3/32" 1g w/0.112"-4O thd on 
21/32" mtg/c; slot cut in nut 1/32" wa x 1/64" a to 


indicate when plates are fully engaged. 


16-C-61069- 3901 


IN16-C~1224h~10 


BGA-682123-6 sv-1 


issl8 


-437h2 


CAPACITOR, fixed: 8/31/45 


paper dielectric; three sect; 20,000/2,000/2,000 mf 
lplus 10 minus 3%; 250 vdew ea sect; HS metal can;case 


2 3/16" 1g x 11/16" diem; pyranol impr, wax filled; 
two stranded wire term, one 5 1/2" ig, one 10 1/2” 1g] 


on one end; delta connection w/common sides of 2000 


mof eect gnd to case; one clamp around body «/two 
0.170" diam holes 3/8" c toc. 


RESALES 
RE13A488 


-483742-10 


CAPACITOR, fixed: 8/31/45 
INT-463742 w/20,000/2,000/2,000 mmf p/m 10%. 


RELBALBS 
REL 3A488 


16-C-54328.2141 


V-5073650iee7 = | SV-1 


-83743 


CAPACITOR, fixed: 9/1/45 
mica; 1670 mmf; 2500v AC RMS at 30 kc; case 1 15/16" 
1g x 19/16" wa x 2 15/16" h; metal can oi] impr; twe 


molded wire term 3/4" h iricl insulators on top 
spaced 1 3/16" c toc; two mtg studs 15/32" h x 
0.190"-24 thd located on top spaced 15/16" toc. 


REGSAU9O 
écho 


! 
| Con't 
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~463743-B2 CAPACITOR, fixed: 9/1755 RELGALGO 6-C-31630- 3362 | 7 cw D-1.0b508 cH ESA-65h2061680 | OuA 
= NT-483743 w/1670 mmf p/m 2%; temp coef ltr B. 16c40 | | 
aren ICAPACI'TOR, : 9/29/45 | ~ oo 7 i | 
ceramic dielectric; 10 maf; neg tenp coer 86 (tol | | | ' 
p/m 30) mmf/mfa/°C; 1000 vdew; case dimen 9.86" ig x 
0.25" OD; radial wire leads; uninavlated; add suffix 
ind leasing capacity tolerance in per cent. H | ! 
-483744-10 CAPACITOR, fixed: / “8/29/45 ~W6-¢-17087-6552 | 7 ~~ Tepy Ie Teuz | co-864 YI 
i-4O3744 w/200 mnt p/m 10%. i YJ-2 
ss sooth = os 
~ 483745 (CAPACITOR, fixed: 8/29/45 
ceremic dielectric; 1 mmf; neg temp coef 750 (tol p/m 
122.5) mt/mf/°c; 500 vdew; cease 0.562" lg x 0.25" OD 
; 
i i ! 
axial wire leada; ceramic ins; add suffix indicating | i j 
capacity tolerance in per cent. ' 
aT ae ee ee Se eee eee Sees Hy oe 4 ey eee 
~483745-25 CAPACITOR, fixed! 8/29/45 | 7 }16-c-15360-6964 |N16-C-8052-750 | jN7SOKi p/m. 25 CHZ jCO-853-1 yo 
nt -483745 w/1 mmf p/m 0.25 maf’. i | | ¥J-2 
~ 2 | = Ves -— 
a 4O37K6 CAPACITOR, FIXDD: 8/29 /k5 | 
ceramic dielectriv; 160 mf neg temp coef 330 mmf/mr/ 
PC, tol temp coef p/m &9.5 omt/me/°C; 1090 vdew; cage 
55/64" max lg x 5/32" mex diam; radial wire leade; | H i i } i 
I : t 
uninsulated; add suffix indicating capacity tolerance! H 
in per cenk. | i | } 
' fo f. 2 a i SN a a a 4 Bites - i - 
~483746-5 CAPACITOR, fixed: 8/29/45 ! {16-C-17078-1100 jonz |co-859-3 lrs 
nt-483746 w/100 mut p/m 5%. | i ° | 
ie e = + 7 
-hO3747 CAPACTIOR, fixed: 9fi/a5 ReSAg1 | | 
mica; 1050 mmf; 500 vdew; case 1 25/32" ig x 3/4" wa h6cho { 
x 1/4" thk; molded bakelite case; two wire leads ea { 
i 
1/16" le. | H i 
i ree ; ae i : ssc EE 
-H83747-E2 CAPACITOR, f{xed: 9/1/45 IRELBALS 1 16-C- 31129-8600 |N16-C-10103 CTH j22-F-23 cRM |CA-89 DAE 
INT-483747 w/1@50 mmf p/m 2%; temp coef itr E. L6C40 jDag-1 
DAB-2 
| | 
; : EVEAWDL 
-O37N8 CAPACTTOR, fixed: of 3/45 BERN? 
nica; 2200 mnt; 500 vdew; case 1 25/32" 1g x 3/4" wa POOKS 
x 1/4" thk; molded wakelite case; twe wire leads ea ! 
11/16" tg. i 
eee ae = 
-483748-B2 CAPACTTOR, fixed: 9/2/u5 BLBAUSL 16-C-31897-9161 CIN /22-F-2B CRM |CA-83 DAE 
NT-483748 w/2,200 umf p/m 2%; temp coef ltr E. 16ch0 DAE-2 
H DAE-2 
— 4. — arereseenennennanenl — peer ea hemes onesies 
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-483749 CAPACITOR, fixed: 9/1/45 bakBanoL 
mica; 1200 mmf; 500 vdew; case 1 25/32" 1g x 3/4" wd hécuo 
x 1/4" thk; molded bakelite case; two wire leads ea 
1 1/16" 1g. | 
~483749-E2 CAPACITOR, fixed: 9/1/45 RELBALO1 16-C-31264-8561 CIN |22-F-2B DAB 
INT-483749 w/1,200 mmf p/m 2%; temp ceef itr E. 16C40 
-483750 CAPACITOR, fixed: 9/1/45 IRELBALOL 
mica; 1750 mmf; 500 vdew; case 1 25/32" 1g x 3/k" wa hécho 
x 1/4" thk; molded bakelite case; two wire leads ea 
11/16" 1g. 
h 
-483750-E2 CAPACTTOR, fixed: 9/1/45 RELGALG] |. 16-C-31634-2204 CTN |22.F-2B DAE 
NT-483750 w/1,750 mmf p/m 2%; temp coef ltr E. 16ch0 | 
-483751 CAPACITOR, fixed: 9/5/45 FRENBA345 16-C-19968-9787 |"16-c-9690-10 csr |D-12328 CW  [BSL-658832ie88 
electrolytic; 50 mf; 450 vdew; working temp range JAN-C-62 CAW |G-EP CW IKS-13160 iss 1 
Ininus 40®C to plue 85°C; case 3 1/4" 1g x 1 3/8"diem; elec 
metal case} two solder lug term 11/16" bh on top; 
term ins from case; mtg neck 7/16" h x 7/8"-16 thd 
w/lockwasher and nut. 
483752 CAPACITOR, fixed: 9/5/45 RREKBA357 
mica; 100 mmf; 500 vdcew; case 29/64" diem x 1/16" a; 
metal case; two axial right angle lug term; three mtg 
prongs 5/32"1g x 1/16"wa spaced 100 deg. 


-483752-5 CAPACITOR, fixed: “9/5745 FESEAI57 16-C-208552-9992 CAN [M-21 CAN {A-2711-7eltA [RDI 
INT-~483752 w/100 umf p/m 5%. 


i + -—-| 
483753 CAPACITOR, variable: 9/5/45 16-C-58279-7543 cFW |ARL-25 cx {arBe12-112 arc 

lair; plate meshing type, single sect; 2.8 to 10 mf; 
SIC; 0.015" ‘air gap; 1 1/8" 1g x 15/16" wa x 1 7/32" 


h, shaft 5/32" diam x 5/32" lg, split bushing locking 
type 1/4" diam x 13/32" 1g; scdr adj; three silver pl 


‘erase plates; 360 deg rotation; ceramic ine; post 


term for stator, lug term for rotor; two mtg studs 
tapped for #4-36 thd screws in base on 21/32" mtg/c 
31/64" from top. 
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NAVY TYPE 
DESIGNATION 


NAME ANDO DESCRIPTION 


WAVY DWG 
OR SPEC HO 


STANDARD Navy | ges Oo 


JAM Re STOCK NO STOCK NO 


aso 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MANUFACTURER'S 
PART NUMBER 


Con 
TRACTOR 


CONTRACTOR'S OWG 
OR PART NO 


EQUIPMENT 
USED IN 


- 483754 


CAPACITOR, variable: 9/5/45 
air; plate meshing type, single sect; 4.3 to 7@ amr; 


SLC; 0.015" air gap; i 1/8" lg x 15/16" wd x 1 7/32" 


h, shaft enclosed in housing w/split bushing and nut, 
shaft in housing 5/32” diam x 5/32" lg beyond bushing 
bushing 1/4" diam x 13/32" lg locking type; scdr adj; 
twenty-one silver pl brasa plates; 360 deg rotation; 


ceramic ins; post term for stator, lug term for rotor. 
two mtg studs w/#4-36 tapped on 21/32" mtg/c. 


IL6-c -60361- 3038 


ARL-7 


cr 


i 
QFGelz-1il 


QrG 


-483755 


ICAPACTYOR, fixed: 9/1/45 
mica; 1,000 mmf; 200 vdew; case 1 1/4"lg x 27/32" wa 
x 9/32" thk; molded bakelite case;two axiel wire 


leads, 


IRELSA 332 
2.6040 


-483755-D1 


CAPACITOR, fixed: 9/1/45 
w-483755 w/1,000 mmf p/m 1%; tomp coof ltr B. 


EL GA332 
16040 


16-C- 31079-4160 


401-¢ 


Cu 


| 
BA-106412i882 


483756 


CAPACITOR, fixed: 9/19/45 
paper dielectric; 100,000 mmf plus 10 minus 3%; 3000 
vdew; HS metal can; case 2 1/2" hx 113/16" lg x 


1 1/16" wa; oil impr and filled; two stud and nut 
term on por pillars 1 3/8"h x 3/4" c to c on top; 


no int gnd connections; two remevable "iI" mtg hkt 


w/two #10-32 thd mtg studs. 


RELBAQSS 
REL3A488 


Le -C-45764-4951 


-\B3757 


CAPACITOR, fixed: 9/19/45 
paper dielectric; 100,000 mmf plus 10 minus 3%; 2000 
vdew; HS metai can; case 2" h x 1 13/16" ig x 1 1/16" 


wd; oil impr and filled; two atud and nut term on 
por pillars 7/8" h, 3/&" c to c on top; no int gnd 


connections; ‘two removable "J" mtg wkts w/two #10-32 


thd mtg studs 2 1/16" c toc. 


REWBA2ZB6 
RELZA486 


16-C -45763-2854 


CSF 


7030~36A 


7030-24 


ME-16 


-463758 


CAPACTIT@R, fixed: 9/22/45 


electrolytic; 50 mf; 50 vdew; working temp range 
minus 2e°C to plus 65°C; case 2" lg x 2" wh x 11/8" 


h; HS metal case; two ins solder lug term on top 
spaced 1" c to cj both term ina from can; two mtg 
ft on bottom, 3/16” diem hole in ea on 2 3/8" mtg/c.. 


RELBA315 
AN-C-62 


elec 


16-C-19959-1101 {N16-C-9688~3 


3DB50-38 


CSF 


D11157 


CEC 
cG 


23634-6rev0 
K-7110337-1revl 


CBC -55) 


& 
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NAVY TYPE 
DESIGNATION 


483759 


-483760 


] NAME AND DESCRIPTION 


CAPACITOR, variable: 9/2i/45 


air; plate meshing type, single sect; 3 to 25 mf; 
SLC; 250 vdew, 500 RMS teat; 3/4" 1g x 15/16" wa x- 


1 7/32" h, shaft 1/4" diam x 5/32" 1g, bushing 1/4" 
1g x 5/16"-32 thd; ecdr slot in rotor ehaft in back 
for adj; seven ailver pl brass plates; 360 deg rota- 
tion; ceramic ine; lug term; single hole mtg by 
5/16" mtg bushing. 


CAPACITOR, fixed: 9/21/45 
paper dielectric; 10,000 mmf plus 10 minus 34; 600 
vdew; HS metal can; case 1 1/4" lg x 11/16" diam; 


mineral oil impr and filled; two axial wire leads; 


one end gnd to can; radial mtg strap w/one 5/32” 
diam bole 21/32" from outside of capacitor. 


WAVY DWG. 
OR SPEC NO 


RE4BA1E2 
RE1Z3A488 


JAN NO 


STANDARD NAVY 
STOCK NO 


16-C -58940-5001 


ESO 
STOCK NO 


| 


AGO 
sTOCK NO 


SIGNAL CORPS 


STOCK NO 


3D9025V-10 


MFGA 


cu 


MANUFACTURER'S 
PART NUMBER 


APC 


com 
TRACTOR 


CWwG 


CONTRACTOR'S OWG 
OA PART RO 


17A205iaaC 


EQUIPMENT 
USED IN 


RAO-3 (7) 
RAO-4 (7) 
RAO-5 (7) 


-483760-10 


-483761 


CAPACITOR, fixed: . 9/21/45 


CAPACITOR, fixed: 9/21/45 
paper dielectric; 50,000 mf plue 10 minus 3%; 400 
vdcw; HS metal can; case 1 1/k" lg x 11/16" diam; 


mineral oil impr and filled; two axial wire leads; 
one end gnd to can; radial mtg strap w/one 5/32" 
diam hole 21/32" from outeide of capacitor. 


RE4GA162 


RE BA162 
REL3A488 


16-C-42736-9821 


NT-183760 w/10000 mmf p/m 106. FREL3A488 


csL 


XTMS6-.01 


0-30/CPN 


~183761-10 


CAPACITOR, fixed: ESOL 
NT-483761 w/50,000 mmf p/m 10%. 


RELGAI6S 
RE13A488 


16-C -44253-7222 


CSL 


XTMSL 


0-30/CPN 


~483762 


CAPACITOR, fixed: 9/22/45 
ceramic dielectric; 30 mmf; neg temp coef, 750 (tol 
p/m 112.5) mmf/mf/°C; 500 vdew; case 0.562" 1g = 


0.25" diam; axial wire leads; phenolic ins; add suff- 


ix indicating capacity tolerance in per cent. 


-483762-4 


— 


CAPACITOR, fixed: 9fee 75 
NT-483762 w/30 mf p/m 4%. 


-483763 


CAPACITOR, fixed: 9/22/45 
ceramic dielectric; 35 mmf; neg temp coef 750 (tol 
p/m 112.5) mmf/mt/°C; 500 vdcw; case 0.562" lg x 


0.25" OD; axial wire leads; ceramic ins; add suffix 


indicating capacity tolerance in per cent. 


16-6-16270-4535 


W10-C-81 37-50 


CER 
CBN 


N750K30p /ml 
D 


cA-h0 


DAE-2 


-483763-3 


CAPACITOR, fixed: 9/22/45 
NT-483763 v/35 mmf p/m 36. 


16-C-16334-3035 


N16-C-8138-26 


N750K35p /mi 


CA-4i 


DAE-2 
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NAVY TYPE 
DEGIGNATION 


NAME AND BESCRIPTION 


WAVY WG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


Eso 


stock 


NO 


sTOCK NO 


T 
SIGNAL CORPS 


MANUFACTURER'S 
PART NUMBER 


| 


con. 


TRACTOR 


CONTRACTOR'S DWG 
OR PANT HO 


| USED 


EQUIPMENT 


iN 


~48 3764 


CAPACITOR, variable: 9/22/45 


air; plate meshing type, three sect: sect. #1, 13 to 
616 maf, sect #2 and #3, & to 330 mmf ea sect; SLL; 


500v teat; 4 23/32” lg x 3 3/16" wi x 2 23/32" h; 
round shaft adj; sect #1, thirty-one plates, sect #2 


and #3, seventeen plates; solder lug tern. 
9/ 


air; trimmer; concentric type; 3 to 12 mmf; 200 vdcw; 
2.13/16" 1g x 9/16" diam; pushing mtd; ceramic ins; 


ACITOR, variable: 


wrench furnished for tuning. 


| 
i 
i 


36-C-63435-7409 


-433766 


[capactror, fixed: 9/ek/4s 
paper dielectric; two sect; 1 mf plus 10 minus 3% 
ea sect; 200 vdcw ea sect; MS metal can; case 2" lg 
x 2" wa x i" h, ofa; ofl impr and filled; 2 eclder 
to 


lug term 3/8" h on aids 19/32" to one lug, 1/2 
other lug from ctr term; int gnd; 2 mtg ft 3/8” wa 
ffiuen w/bottom ea w/ 3/16" diam mtg holes 2 3/8" 


ic toc, 


REKBAI29 
RE13A488 


NFB-1 


12714 


CEM 


CRM 


CA-34 


CA-5 


“hB3766-10 


CAPACITOR, fixed: TELS) 
NT-483766 w/1 af p/m 10% ea sect. 


i 


| 


REGGALZ9 
REL3A483 


Hi 


3DB1. 5067 


1 A-5087 
2-284 


-483767 


CAPACITOR, fixed: 9/24/45 
paper dielectric; three sect; & mf/4 mf/4af plue 10 
minus 3%; 400/400/400 vdcw; HS metal can; case 4 1/4" 
h x 3" diam; hyvol (castor oil) impr and filled; 
four plug in type term 9/16" ig for etd UX socket on 


bottom; no int gnd connections; removable clamp mig 


ring w/two holes 3 5/16" c toc. 


REABARI2 
REL3A488 


| 


-483768 


CAPACITOR, fixed: g/24/45 
paper dielectric; four sect; 10,000 mmf/10,000 mf/ 
300,000 mmf/300,000 maf plus 10 minue 3%; 200/200 


200/200 vdcw; HS metal can; 1" a x 2" 1g x 2 13/32" 
wd; il filled; four solder lug term two ea on 


opposing sides; one side of ali, sect gnd int; two mtg 


eare on bottom ww/one hole in ea ear, holes are 
2 13/32" c¢ toc. 


RELGAY93 
REL3A483 


16-C-5%864-7036 


7033 
A-5075 


P-4265DE 


DAE-1 


pes 
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-483769 CAPACITOR, variable: 9/24/45 16-C-58515-8012 CLB | 12-a CLB | 12-Arevl LO-1 
air; plate meshing type, single sect; 4 to 15 mmf; LO-2 
SLF; 500 vdew; 1 1/2" lg x 1 11/16" wi x 1 5/8" h, 10-3 
shaft 1/4" diam, bushing 9/16" 1g x 3/8"-32 thd; Lo-4 
round sbaft adj; three cad pl brass plates; 360 deg 
rotation; bakelite ins; solder lug term; single 
hole mtg by 3/8" diam mtg busbing. 
-483770 C PACITOR, variable: 9/2k/45 16-C-61811-6042 CRK | 123 CLB | M-1601-B LO-1 
air; plate meshing type, single sect; 9.2 to 378 umf; L0-2 
SLC; 500 vdew; 1 21/32" lg x 3 9/16" wa x 2 23/32" LO-3 
h, shaft 11/32" diam x 3/16" 1g w/#8-32 thd x 3/8" Lo-4 
d tapped hole, buehing 3/8" diam x 1/K" 1g; 10 tol 
ratio vernier drive; twenty-one plates; ceramic ins; 
solder lug term; two holes 0.166" diam in front plate : 
and one 0.166" diam hole in rear plate on irregular 
mtg/c. 
-4837TL CAPACITOR, fixed: 9/2k/45 
ceramic dielectric; 4 mmf; neg temp coef 750 (tol 
p/m 112.5) mut/mf/°C; 500 vdew; case 0.46" lg x 
0.225" diam; radial wire leads; uninsulated ; add 
suffix indicating capacity tolerance in per cent. 
| -083771-25 CAPACITOR, fined: 972k 7k5 16-C -15572-9895 CBN {Clase D LO-2 
NT-483771 w/4 omf p/m 1 omf. LO~3 
Lo-4 
-483772 CAPACITOR, fixed: 9/25/45 REYBALE 3 
mica; 2650 mmf; 500 vdew; case 53/64" 1g x 53/64" wa |16ch0 
x 11/32" a max dimen; molded bakelite case; two axial 
wire leade. 7 
-483772-C5 C PACITOR, fixed: 9/25/45 RE4WBA1N3 16-C-32132-1236 | N16-C-10325-22 CMe | 602-L CxZ LO-1 thru 
Nr-483772 w/2650 mmf p/m 5%; temp coef ltr cg, 36ch0 10-4 
A 
-483773 CAPACITOR, fixed: 9/25/45 RELGALL3 
mica; 2550 mmf; 500 vdew; case 53/64" 1g x 53/64"wa |L6ChO 
x 11/32" 4 max dimen; molded bakelite case; two axial 
wire leads. 
-483773-C2 CAPACITOR, fixed: 9/25/45 RELBALLZ 16-C-32029-7653 | NI6-C-10323 CMF | 602-L CHZ Lo-l thru 
NT-483773 w/2550 mmf p/m 2%; temp coef ltr C. 16cho ip 
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contractaa’s owe | EQUIPMENT 


CAPACITOR, fixed: 9f 25/45 


i DESIGNATION NAME AND DESCRIPTION STOCK NO PART NUMBER | raacton OR PART NO USED IN 

~483774 CAPACITOR, fixed: 9/25/45 16-c-40661-9810 CM — {C219008-4o2 AN/GPN-2 
paper dielectric; 4000 maf plue 20 minus 10%; 12000 jRE13A488 
vdew; HS glass encl; § 9/32" 1g x 1 9/64" diam; I 
vitamin Q filled; ferrule type term at ea end 
1 9/64" diam x 33/64" 1g; no int gnd connection; 
ferrule type mtg. 

~483774-10 CAPACITOR, fixed: 9/25/45 16-C-408B46-9990 AN/GPN-2 
NT-483774 w/4,000 mmf p/m 10%. Sa Gn GREE 


INT-483778 w/35000 um? p/m 20%. 


-483775 | 
mica;600 mmf; 500 vdew; case 1 1/16" 1g x 15/32" wa 
mex x 7/32" thk max; molded bakelite case; two exiel 
wire leads. 
~4&3775-C1L CAPACITOR, FIXED: 9/23/k7 16-C-39314-4610 yD-2 
Navy Type 483775 w/600 mf p/m 1%; temp coef 
letter C. 
-4.83775-C2 CAPACITOR, fixed: 9/25/45 16-C-30315-2921 DAE 
NI'-483775 w/600 mmf p/m 2%; temp coef ltr Cc. DAE-1 
et = — SESaCe ec enieesariat Gom-aere-d Mies O Te re eam RnSeeee s ee Sea 
-483776 CAPACITOR, fixed: 9/25/45 16-C-19643-7409 30B15~13.1 CH LO-ithru 
electrolytic; 15 mf; 450 vdcew; working temp range Lo-4 
minus 20°C to plus 65°C; case 2" 1g x 1" diem; tuvr 
HT 
ES metal can; one solder lug term on bottom; neg 
term gud internally; three mtg ears spaced 120 deg 
on 0. 368" rad. 
4 4 
-483777 CAPACITOR, fixed: 9/25/45 16-C-21581-7756 3DKB10-43 Ce Lo-ltbru 
electrolytic; two sect; 1@/10 mf; 450/450 vdcw; Lo-4 
working temp renge minus 20°C to plus 65°C; case 2” 
lg x 1" diem; HS tubr metal can; two solder lug term 
on eottom; neg term gnd int; three mtg ears spaced 
120 deg on 0.368" rad. 
fos 2 
-483778 CAPACITOR, fixed: 9/25/45 
paper dielectric; 35000 maf plus 10 minus 3%; 200 
lvdew; paper case; case 1 1/2" 1g x 3/8" diam; wax 
impr and filled; two axial wire leads; no int gnd 
Hes connection. | I 
-483778-20 CAPACITOR, fixed: 9/25/45 16-C-43713-4178 LO-1(2) 


a ee 
| 
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NAVY TYPES 
DESIGNATION 


| 


NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC RO 


JAN NO 


Eso 
STOCK NO 


STANOARO NAVY 
sTOCK NO 


Ag Oo 
sTOCK NO 


SIGNAL coRPS 
sTocK NO 


|UF ACTURER’‘ 
MFGR [ee FACTURER'S 


PART NUMGER 


| 


cow. 
TRACTOR 


CONTRACTOR'S OWG 
OR PART ND 


] equipment 


USEO IN 


~483779 


CAPACITOR, fixed: 9/27/45 
paper dielectric; 5 mf plus 10 minua 3; 330 vacw 60 
cyc; HS metal can; case 2 1/2" 1g x 1 3/16" wa x 


3 63/64" h o/a; ofl impr and filled; two solder lug 
term 31/64" h located on top 1 1/8" c to c; no int 
god connections; two mtg fl on side of case, ea w/two 
0.213" x 9/32" elote on 3 1/8" x 0.406" mtg/c. 


FRE4BA158 
FREL3ZA488 


16-C-50312-3910 |N16-C-11603-1 


cG 


21F16 


cG 


K-8385954reve 


OBE(2) 
OBH-1(2) 


- 483780 


CAPACITOR, variable: 9/26/45 
air; plate meshing type, single sect; 5 to 25 mf; 
SLC} GO0v RMS test, 400 vdew;1 3/8" lg x 31/32" wa x 


1"h, shaft assembled w/aplit bushing and nut 5/16" 
1g x 9/32" diam; ecar adj; twelve plates, brass 
silver plated; 360 deg rotation in either direction; 
ceramic ine; two 7/64" diam mtg holes en 21/32" mtg/c 


16-C-59120-7901 


ATR-10-I 


CHG 


C-63 


OBE 
OBH-1 


-48 3781 


CAPACITOR, variable: 9/26/45 
air; plate meshing type, two sect split stator; 
3/3 to 6.5/6.5 mf; SIC; 0.045" air gap; 13/16" lg 


x 15/16" wi x 1 15/32" h, shaft 1/4" diam x 1 3/32" 
lg; round shaft adj; 2/2 plates on stator, two plates 
on rotor; 360 deg rotation; iasolantite ins; post 


term for stator, lug term for rotor. 


1.6-C-62064-1851 


CHC 


SA-604 


CHG 


C-12 


OBE 
OBH-1 


-483762 


CAPACITOR, variable: 9/26/45 
lair; plate meshing type, dual sect; 7 to 44 mmf ea 
lect; SLC ea sect; 400 vdew; 1 1/4" 1g x 1 3/8" wa 


x 1 13/16" h, shaft assembled w/nut and collar 9/32" 
diam x 9/32" lg o/a; scdr adj; twenty-one plates ea 
sect; solder lug term; panel mtg by four mtg stude 


w/#4-36 tap on 7/8" x 31/32" mtg/c. 


16-C-62388-3012 


CrWw 


ATR-1-J 


CEG 


C-17 


OBH(2) 
OBH-1(2) 


-483783 


CAPACITOR, variable: 9/26/45 
sir; plate meshing type, dual sect; 5 to 26/5 to 26 
mmf; SUCc/SLC; 400 vdew; 11/4" 1g x 1 3/8" wd x 


1 13/16" h, two shafts assembled w/screw and collar 
9/32" diam x 9/32" 1g o/a; ecar adj; 12/12 plates; 
360 deg rotation; lug term; two mtg holes for #4 


ecrew on 7/8" c toc. 


16-C-62221-2299 


CRW 


ATR-10-J 


CHG 


c-38 


OBE 
OBH-1 
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SHEET '#-1009 
F = <== amaiernmaaa @ 4 
NAVY TYPE NAVY OWG N no a IMTRACTOR owe MEN 
DESIGNATION NAME AND DESCRIPTION jon spec no yan no | STATO No stock ‘No stock ‘wo | erocx wo” (MEGA | “DRAT NUMBER |rmcion| vem PART NO. | USED IN” 
\ hee 
; 1 
~ 483764 CAPACITOR, fixed: 9/27/45 REYGA 310 16-C-22631-1683 cMA | FP339 CAW | 15€63revA OBH(3) 
electrolytic; three sect; 20/20/20 mf; &50/450/25 JAN-0-62 [CAW AEF CIP |ES-11052i803 OBM-1 
vdew; working temp range minus 20°C to plus 65°C; elec i i lcuc | lan 
1 1 Il 
case 3" lg x 11/8" diam; tubr metai can; three soldat | { | ina-6 | 
lug term on bottem spaced 120 deg on 0.3125" rad; | | 
neg term gnd int; three mtg ears epaced 120 deg on ' A | H ! 
i 0.368" rad. | H i Hl | | 
Z 
-483785 CAPACITOR, fixed: 9/27/45 IRELGALEG 16-C-45763- 2664 ol TIL-20001 cne OBE 
paper dielectric; 100,000 mmf plus 10 minus 3%; 2000 |REL3AL88 i OBH-2 
vdew; HS metal can; case 1 13/16" ig x i l/le” wa x i 
| 
{ 
Hy 
2 1/8" h; oil impr and filled; two pillar type ine 
stud term 7/8" h located on top 13/16" c to c; no | 
i 
int gnd connections; two mtg fl. on bottom of case 
15/32" wa w/two 3/16" diam mtg holen 2 i/u" anton, | | 
i 
| . 4 os eee | 
~4837E6 CAPACITOR, fixed: 9/28/45 IRESBALLT 16-C-53097-1090 cCAW |218B Ow BALOO71 fend 
paper dielectric; two sect; 100,000 mmf plus 10 minus |RE13A486 i modified byEFSG 
3h ea sect; 200 vdcw ea sect; HS metal can; case i 
1 3/k" 1g x 9/16" wa x 1" h; of] impr and filled; 
three etud type term 11/16" h located on bottom | 
1/2" ¢ te c; no int gnd connect lona; two mts £1 1/2" 
i i 
wd on side of case, ea w/one @.144" diam mtg hole | 
H H | j H : 
21/8" ¢ toc. His H | i 
-483786-10 CAPACITOR, fixed: 9/28/45 RBNBALKT 16-C-53140-B4 30 H “caw [21a cw P(e) 
INT-483786 w/100,000 mmf p/m 1@% ea eect. IRE1 3A488 i 
| 
1.83787 CAPACITOR, fixed: 9/28/45 RELBALLT 16-C-53105-5173 cCAW [4183 cH |BA1OO71iseS PF 
{ i 
paper dielectric; two sect; 250,000 mmf plus LO minus |RE13AL88 modified byEFSG 
3%, 100,000 mmf plus 10 minus 3%; 400 vdew; HS metal | | 
| 
can; 1 3/4" 1g x 9/16" wd x 1 7/8" hs of] imor and | | Hl 
filled; three stud term 11/16" h focated on bottom i | 
1/2" c to c; no int gnd connections; two mtg fi 1/2" 
wd on side of case ea w/one 0.144" diam mtg hole | 
H if 1 1 | 
{ \2 1/8" « tac. Hy | i ! 
i 
~ 483788 CAPACITOR, fixed: 9/28/45 IRESBAL63 16-C-46191-9910 
paper dielectric; 200,000 mnf plus 20 minus 10%; 400 |RE13A488 
vdew; 3S metal. can; 2 3/16" lg x 11/16" diam; mineral 
joi impr and filled; two axial wire leads; no int 
Jena connection. H i H 
Hl Con't 
ceed oc hE a ae eee ae ae ad Lae eene. ce a8 L | 
e aa ee i 
i ' 
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SHEET 48-1070 


NAV wra NAVY DWG TAND. Oo ON iw: ‘. * ‘ 
DESIGNATION NAME AND DESCRIPTION oe geen no JAN No | STANDARD Nav sTock ‘No stock ‘No | “srock wo” |MFOR "PRET “Rumaen [rmecron | “Con pant no” |useD IN” 
-483788-10 CAPACITOR, fixed: 9/28/45 REYBA163 16-C-46154-1927 CSL | XTIMk-.2 
NT-483788 w/200,000 mmf p/m 10%. RE1 3A488 
-483789 CAPACITOR, fixed: 9/28/45 RE43A1 32 
paper dielectric; two sect; 50,000 mmf/500,000 mar, 1 3AKE8 
plus 10 minus 3%; 200 vdew ea sect; HS metal can; 
1 13/16" 1g x 29/32" wd x 1 1/2" h; oil impr and 
filled; three solder lug term 5/16” h on bottom of 
case 1/2" c to c; no int gnd connection; twe mtg 
ears 3/8" wd integral w/bottom of case ea w/ 3/16" 
diam mtg hole 2 1/8" c¢ toc, 
-483789-10 CAPACITOR, fixed: 9/28/45 RELBAL 38 16-C-52966-8789 CAW | 230A 
NT-483789 w/50,000 mmf/500,000 amf p/m 10h. RE13A488 
4 
-483790 CAPACITOR, fixed: 9/28/45 FRELGA 310 16-C-22486-4005 ; CMA {WP CAW |15863revA PF 
electrolytic; three sect; 10/10/20 mf; 350/350/25 JAN-C-62 CAW | AEF cw 
lydew; working temp range minus 20°C to plus 65°C; elec 
case 3" lg x 1" diam; tubr aluminum can; three 
solder lug term spaced 120 deg on 0.3125" rad; neg 
term gnd internally; three mtg ears spaced 120 deg on 
10.368" rad. 
4 —1 +4 
-483791 CAPACITOR, fixed: 9/28/45 IRE4BA 310 16-C-22571-2737 cma WP caw |15863revA PF(3) 
lelectrolytics three sect; 15/20/20 mf; 350/25/25 JAN -C-62 CAH | AEF cw 
vdew; working temp range minus 20°C to plus 65°C; elec 
case 3" lg x 1" diam; tubr aluminum can; three 
solder lug term on bottom spaced 120 deg on 0.3125" 
rad; neg term gnd internally; three mtg ears spaced 
120 deg on 0.368" rad. 
-483792 CAPACITOR, fixed: 9/25/45 RE13A468 
paper dielectric; 1 mf plus 10 minus 34; 3,000 vdcw; [REY8A139 
HS metal can; case 3 3/4" 1g x 2.1/4" wd x 3 13/16" 
h; oil impr and filled; two por ins stud type term 
2 1/4" b located on top 2" c to c; no int gnd 
jconnectione. | 
| { 
~483792-16 CAPACITOR, fixed: 9725/5 REL3ANGB | 16-C - 48825-5073 CD | P-30010G Cw —} BA-10001-5kise6 | MK~13Moa0 
INT-483792 w/1 mf p/m 10%. RE46A139 
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“ ox ¥ occ ss 
NAVY TYPE i “ 
DESIGNATION NAME AND DESCRIPTION ema taiey aa SPANDARE ENAYY ee, oe pas ee PiSnALS cones MFGR MANUFACTURERS 2 ea couraactuns owe EQUIPMENT 
483793 CAPACITOR, fixed: 9/25/45 RELIAGAS i 
4 
paper dielectric; @ mf plue 10 minus 3%; 1,500 vacw; [REKEALI9 | i i { 
HS metal can; case 3 3/4" 1g x 2.1/2" wax & 3/4" | 
In ofa; eykanol "A" impr and filled; two por ins H 
atud type term 7/8" h located on top 2" c tac; H 
Ino int gnd connections. 
| -48 3793-10 CAPACITOR, fixed: 9/25/45 JREL3A4S8 fie-C-51bde -B951 T- MEAL? Mow 
INT-483793 w/8 mf p/m 10%. RELGAL39 Hy 
483794 CAPACITOR, fixed: 9/27/45 RRELALER : r | 
mica; 5,000 mmf; 300 vdew; case 53/64" 1g x 53/6k" | 
wd x 9/32" d max; molded bakelite case; two axial | 
I 
wire leads. 4 | 
i 5 : 2° H e 
~483794-B5 CAPACITOR, fixed: 9787s HBYCAL43 — [CM30B5027 16-C- 32694-2620 | 3DAK5-68 caw [1467LS CAY | T-TERCPUL-6 | SR : 
L INT-48379% v/5,000 mf p/m %; temp coef ltr B. gan-c-5_— | H SR-5 | 
“YB3794-A10 CAPACITOR, fixed: 9/27/45 RE4SALL3 ~}16-¢-32699- 3098 | 3DA5-b9 cb} 1Ww3D5 pay 
NT-L83794 w/5,000 mmf p/m 106; temp coef ltr A. 16ChO ; | 
~483794-D5 CAPACITOR, fixed: gfet/s5 RELGALL3 |CM30D5e27 16-C-32694-2753 i 3DA5~36 caw | 1464 cr | QFO-106-1h6 | @ro(3) | 
ft N'T-483794 v/5,000 mf p/m Sh; temp coef ltr D, JAN-C-5 ag —— n | — 
-483795 CAPACITOR, fixed: 9/27/45 RELBAL3 
mica; 3,600 mmf; 300 vdew; case 53/64" 1g x 53/64" — ligcno 
wd & 11/32" d max; molded bakelite case; two axial 
wire leads. | 
ee a t : 2 - 
483795 ~D5 CAPACITOR fixed: fet Tis REVGALL 3 16-C-32351-3551 3353622 (CAW | 146K ica | @FO-106-166 aro ' 
[NP-483795 w/3,600 maf p/m 9%: temp coef ltr D. 16c4o es a ; 
-483796 CAPACITOR, fixed: 9/27/45 RENSA315 }16-c-19956-56C1 cD AVL1C137 CW | S-690308-4 lrot-2 Modl 
electrolytic; 50 mf; 25 vdew; working temp range JAN-C-62 CMA |MA-94'711-7 issd 
minus 20°C to plus 65°C; case 1 13/16" lg x Ll" wd x Elec csr |D-8G71 
7/8" h; metal case; one ins solder lug term on top; | 
{ 
neg term gnd int; two mtg feet on bottom 4/3/16" | 
diam hole jn ea, 2 1/8" ¢ toc. 
ie “tf 
-483 » fixed: 29/45 RE 16-¢-53569-172 co P~7763475-1iaald KBD (2 
483797 CAPACITOR, fixed 9 y 48A160 6 169-1726 23F113 cc 7634 d ( 
paper dielectric; two sect; 500,000/500,000 maf plue | RE13A488 TDX (2) 
10 minus 34 ea sect; 300 vdcw ea sect; BS metal can; 
1 5/16" ig x 11/16" wa x 115/16" hs of] impr and | 
filled; two solder lug term on top 5/8" c to c; both 
| I i i 
sect int gnd; two mtg bkt one each side flush 
w/vottom w/ 5/32" open elet. 
i =I 
}. r 
j 
mt | f om haa ~~ be 
| { 
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" 1 - NT 
etstenation NAME Ano Descminion mao | san wo [MRRP WS erbck Se | oibck Sue | MERCER RE [vran | MPLMTATU® [nitor| Somer a" [Sans 
\. 

483798 CAPACITOR, FIXED: 10/1745 REAOALOL 
jntcas 10 mmf; 700 vdew; 1 1/16" 1g x 9/16" wd x 3/16" LéCho 
in; molded low lose phenolic body; 2 axial wire leads; 
iadd euffix indicating capacity tolerence in per cent. 

a —— —. 

-483798-D10 APACIDOR, FIXED: 176748 RENORNST h6-C-26026-1750 |Nlo-C-9791-15 csr |sM-4r RAZ 
Navy Type 483798 w/10 mf p/m 10%; temp coef letter D.16C40 R 2-1 

+ 

-483798-H10 CAPACITOR, fixed: 10/1755 REUOALOL 16=C-26026-2750 Csr |SM-41 RAZ 
RI-483798 w/10 wat p/m 10%; temp coef ltr B. 16cho RAZ-1 

-483799 CAPACITOR, fixed: 10/1/45 REL8A129 16-C-49168-4800 CBY | 2255 RAZ 
paper dielectric; 2 mf plus 10 minus 36; 110 vacw} RE13AU88 RAZ-1 
HS metal can; 2" lg x 2" wa x1" b o/s; oil impr and 
filled; two solder lug term 7/16" h on aide 7/8" c to 
c; no int gnd connection; two mtg ft 3/8" wa, flush 
v/ bottom ea w/3/16" diam mtg hole 2 1/4" c to c. 

~483799-5 CAPACITOR, FIXED: 3/16/49 REL BA129 16-C-49146-7650 CRM RAZ -1 
Navy Type 483799 w/2 mfd p/m 5f. 

-483800 C PACITOR, fixed: 10/1/45 REKB 495 16-C-19766-6121 cp | EY-72k0 CRM RAZ (3) 
electrolytic; 24 mf; 300 vdew; working temp range JAN-C-62 RAZ-1 (3) 
minus 20°C to plue 65°C; case 4 1/2" 1g x 1 3/8" 6166 
diam; metal case; one solder lug term on top; case 
gna; single hole mtg, 3/4"-16 thd w/palnut furnished. 

-483801 CAPACITOR, fixed: 10/1/45 RE4BA495 16-C-19766-5271 |N16-C-9678-2 csF | W-3630 CRM TCP 
electrolytic; 24 mf; 300 vdcew; working temp range JAN-C-62 CSL | su-17h RAZ 
minus 20° C to plus 65° C; case 3 3/8" 1g x 1 3/8" elec mes 
diem; metal case; one solder lug term on top; case TCP-1 
gnd; single hole mtg, 3/4" - 16 tha w/ palnut TCP-2 
furnished. 

483602 CAPACITOR, fixed: 10/1/45 RE4BAL96 16-C-19767-5291 CsL | SJ-174-D CRM | CA-251 TCP-3 
electrolytic; 24 mf; 350 vdcw; working temp range JAN-C-62 
minus 20°C to plue 65°C; case 3 1/8" 1g x 1 3/6" elec 
diam; BS metal case; two lug term 5/8" bh on top; 
term ine from case; single hole mtg, 3/4-16" tha x 

q 
1/2 lg x/ palnut furnished. ot L 
483803 CAPACITOR, variable: 10/2/45 16-C-60541-1226 cBK | PL-6225 CRM | S-4330 RAZ (2) | 
air; plate meshing type single sect; 3 to 100 mf; CRE SK-805revo RAZ-1 (2) 
SLC; 0.020" air gap; 1.1/2" 1g x 1.13/32" wi 
iz 15/16" h ebart 1/4" diam x 33/64" 1g bushing 
37/64" 1g x 3/8"-32 thd; scdr adj; nineteen aluminum 
plates; 360 deg rotation; teolantite ine; lug term; 
single-hole mtg by 3/8" diam mtg bushing or panel atg 
vy two holes:for #6 screw on 1 3/32" .mtg/c; same as 
INT-481055 except does not have shaft locking nut. 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY OWG 
OA SPEC NO 


STANDARD NAVY 
TAM: ONG: STOCK NO 


eso 
STOCK NO 


AS o 
STOCK NO 


SIGNAL. CORPS 
sTOCcK NO 


MFGR 


MANUFACTURER'S | Con. 


PART NUMBER 


CONTRACTOR'S OWG 


Tractoa OR FART HO 


EQUIPMENT 
USED IN 


483604 


CAPACITOR, variable: 10/2/45 

air; plate meshing type single sect; 25 te 800 maf; 
SIC; 0.030" air gap; approx 3 21/32" 1g x 4 3/8" wa 
x 3 3/4" bh ebaft 1/4" diam; round shaft: thirty-seven 
plates, aluminum; 360 deg retatien in either direc- 
tion; bakelite ima; lug term; four aluminum mtg feet, 


drilled for clearance #6-32 screws on & i/8" x 
4 3/16" mtg/c- 


[ 16-0 -61966-2101 


CEK, 
CBK 


XR-800-PS 
PL-8207 


RAZ 
RAZ-1 


WARITABLE AIR CAPAC 
air; Plate meshing type, 3 sect; 39 te 385 maf por 
sect p/n 10%; SLW/SLW/SLW medified; 0.030" air gap; 
5 1/2" wa x 4 21/16" h x 10 1/e" 1g w/cheft; shaft 
1/4" aiem; reund shaft adj; 41 plates per sect; 
counterclockwise rotatien; matural bakelite ing; lug 


term; 4 studs en bottan tappod #6-32 on ? L/16" x 


8 9/16" mte/c. 


BX-R-809-HT 
L-B234 


CRM 


S-hiS1 


RAZ-1 


| 83806 


CAPACITOR, fixed: ia 10/3/45 
mica; 4 mmf; 500 vdew; case 51/64" ig max x 15/32” 
wd max x 7/32" d max; molded bakelite case; twe 
axial wire leads, 1 1/8" le x 9,032" diam; edd suffix 


indicating capacity tolerance in per cent. 


REUSALES, 
JAN-C-5 


~483306-A10 


CAPACITOR, FIXED: 5/47/49 


Navy Cype 483806 w/h mmf p/m 20%; temp coef Letter A. 


MBARZS 


c 


AN/AR-2 | 


-483696-B12 


CAPACITOR, FIXED: 3/8/50 
lavy Typo 433006 w/t mmf p/m 12.5%; temp cecf letter 


Be 


CHa 


M3 


~183806-B20 


CAPACITOR, fixed: = 10/3785 
WP-483806 w/4 omf p/m 204; temp coef ltr B. 


PRELGAINB 
JAN-C-5 


| ioe, 
CM20B0h0M 16-C -24870-5156 


1OO7ALaee 


~483807 


CAPACITOR, fixed: 10/3/45 
mica; 83 umf; 500 vdcw; case 51/64" lg x 15/32" wi 
x 7/32" 4; melded bakelite case; twe axial wire 


leada. 
BS Goat 


JREYOA: 48 
Leche 


fe 


i 
i 


~483807 -D3 


~483808 


CAPACITOR, fixed: i 10/3/45 
NT-483807 w/83 wof p/m 3%; temp coef ltr D. 


NOTE: MN-2; MN-3; MN-4; MN-5. 


RELGAILS 
16cho 


1 16-C-28262-1223 


CAPACITOR, fixed: 10/2/45 
CANCELLED: same as NT~h83758. 


ROYBALLG 
JAN-C-62 


elec 


N16-0-992: 


CSF 


D-11157 


CHC 


23834-6 rev Oo 


j -483809 


CAPACITOR, fixed: 20/3/45 I 
mica; 107 mmf; 500 vdew; case 51/64" 1g x 15/32" wi 
x 7/32" a; melded bakelite case; two exial wire 


leada. 


RE¥SALYS 
LECkO 
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NAVY TYPS. 
DESIGNATION 


NAME AND DESCRIPTION 


RAVY OWG 
OR SPEC NO 


T 
STANDARD NAVY 
iN NG! sTOCK NO 


Eso 
sTOCK NO 


AsO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Cow. 
TRACTOR 


CONTRACTOR'S OWG 
OR PART NO 


EQUIPMENT 
USED IN 


-483809-D2 


CAPACITOR, fixed: 10/3/45 
NT-483809 w/107 mmf p/m 2%; temp coef ltr D. 


(NOTE: MN-1; MN~25 MN-35 MN-h. 


RELBA1LE 
16cho 


16 -C -28626-9926 


N16-C-9946 


CW 


ESC 


MN-5 
MN 


SEE NOTE 


-483810 


CAPACITOR, fixed: 10/3/45 
mica; 55 mmf; 500 vdew; case 51/64" 1g x 15/32" wa 
x 7/32" a; molded bakelite case; two axial wire 


leade. 


iekGarss 
hécho 


-4.83810-D4 


CAPACITOR, fixed: j 10/3/45 
NT-483810 w/55 am? p/m 4%; temp coef ltr D. 


NOTE: MN-1 (4); MN-2 (4); MN-3 (4); MN-4 (4). 


RELGALUS 
16Ck0 


116-C-27734-6557 


16-C-9849-30 


CFW 


ESC 


MN-5 
MN (4) 
SEE NOTE 


-483811. 


CAPACITOR, variable: 10/3/45 
air; plate meshing type, dual sect; 5 to 30 mf ea 
sect; SLC ea sect; 250 vdew ea eect; 1 1/8" lg x 


1 3/8" wi x 1 13/16" h two ehafte assembled w/bush- 
ing and nut 5/16" 1g x 9/32" diem o/a; ecdr adj; 


sixteen plates ea sect; solder lug term; two mtg 


holes in front plate 3/32" diam 7/8" ¢ to c. 


16-C-62259-6854 


CIW 


SD-2838 


et 
MN-5 (5) 


-483812 


-483813 


CAPACITOR, variable: 10/3/45 
air; plate meshing type eingle eect; 3 to 54 mmf; 
SLC; 250 vdew; 1 3/16" 1g x 15/16" wex 2 1/4" b 


shaft encl in housing w/brg and nut 5/16" 1g o/a; 


acdr adj; fifteen plates; 360 deg rotation; ceramic 
ina; lug term w/rotor term in ctr on bottom; two 


4-36 thd mtg etude 5/8" c toc. 


CAPACITOR, variable: 10/3/45 
air; plate meshing type, eingle sect; 4 to 76 umf; 
SLC; 250 vdew; 1 3/16" lg x 15/16" wexii/k" h 
shaft encl in housing w/aplit buehing and nut 1/2" 
lg o/a locking type; ecdr adj; twenty~one platee; 
360 deg rotation; ceramic ina; lug term w/term for 


rotor in ctr on bottom; two mtg holes tapped on 
21/32" mtg/c. 


16-C-60052- 7461 


is se 


SD-2833 


CFL 


MN-5 (6) 


16-C -60361-2896 


N16-C~12318 


Crw 


SD-2824 Spel 


CFL 


MN-4 (3) 
MN (3) 
MN-1 (3) 


MN-2 (3) 
MN-3 (3) 


-483814 


CAPACITOR; fixed: 10/6/45 
paper dielectric; 2500 mmf plue 10 minus 3%; 1600 
vdew; HS metal can w/ine tube; 1 5/16" 1g x 9/16" 


diam; oil impr and filled; two axial wire leads; 
no int gnd connection. 


RE48A163 
RE13AL88 


Con't 
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NAVY TYPE T 5 = : 7 
oesienation NAME AND DESCRIFTION perce [ dann | SPamBARD ae) eee a i]t AR Ee gf SERAL cone: [wean] MANrMRruner || icon] cournecrans ave | eeu ey 
48381410 CAPACITOR, fixed: 1676/45 REUBAI3 16-C-h0B73-b223 aa | {CHa | A-40980-9 cm | [ Mq-1 
NT-h83814 w/2500 mmf p/m 10%. REL3A483 | 
~K83815 CAPACITOR, variable: 10/3/45 | H 16-C-62293-6097 CW | sb-2836 MN-4 (uh) 
air; plate meshing type, dual sect; 3 to 34 mf ea cr | sD-2828 MN (3) 
sect; SLC ea sect; 250 vdew ea sect; 1 3/32" lg x CFW | sp-2830 MN-1 
} ' 
1 3/B8"wa x i 3/16"h two shaft assembled w/aplit buea- | CFW |SD-2837 MN-2 
ing and lock nut 17/32" lg x i/*" diam e/a; locking MN-3 (8) 
type; acdr adj; sixteen plates ea eect; solder lug i 
tern. | 
183816 CAPACITOR, variable: 10/4/45 1 116-0-59370-94B5 N26-C-12235-~209 | crv | sp-2834 spel. | CFL MN-L (9) 
air; plate meshing type,eingle sect; 3 to 34 mf; | MN (4) 
SLC; 250 vdew; 1 3/16" ig x 15/36" wi x 1 7/32" h, 1 MN-1 (4) 
shaft assembled w/aplit bushing and nut 1/2” lg x Mn-2 (4) 
locking type; scdr adj; fifteen plates; 360 deg MN-3 (4) 
rotation; poat term for stator; two mtg etude tapped | 
on 5/8" mtg/c. 7 -_ | = L | 
~483817 CAPACITOR, variable: 10/4/45 #16- C-60361-2911 crw | S@-3056 crL MR-5 (6) 
air; plate meshing type, eingle sect; 4.3 to 76 mmf; 
SLC; 250 vdew;1 5/16" 1g x 15/16" wa x 1 1/4" hn, 
sbaft encl -in housing w/brg and nut 5/16" 1g ofa; 
Jecdr adj; twerlty-one plates; 360 deg rotation; 
ceramic ine; lug term w/rotor term in ctr on bottom; 
two #4-36 tepped mtg studs on 21/32" ntg/c. | 
7 | - : 
~483318 CAPACITOR, fixea: 10/k/kS REKBALE2 | 
paper dielectric; 5@00 mf plue 10 minus 3%; 600 RE13A488 
vdcw; HS metal can; 1 1/2" 1g x 1/2" diem; minerai 
oll filled and impr; two axiai wire leade; no int 
gnd conwectione; radial mtg strap w/one 3/16" diem 
hole 13/16" from outside of capacitor. be = 
-48 3618-20 CAPACITOR, fixed: 10/4/45 RELBA1G2 16-C -41247 -6663 CSL | CW9530 CFL MN-4 
NT-483818 w/5000 mf p/m 20%. REL 3AL88 iH { . 
i Gas 
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sprees 7 SSS = MENT ] 
AVY DWG STANDARD NAYY ges 0 6 ‘8 con. ‘ORS OWG Eeuir 
Dee renaon NAME AND DESCRIPTION OR SPEC NO FAN ONS: STOCK NO sTOCK NO srock SNe Sigrock NO | MFGR PART. NUMBER Juicron a eA OART No USED IN 
~483819 CAPACITOR, fixed: 10/4/45 FELGBALOT 
paper dielectric; eight aect; 50,000/50,000/50,000/ | RR13A488 
50, 000/50, 000/50, 000/50,000/250,000 mmf plus 10 
minus 3%; 400 vdcw ea sect; BS metal can; 2 1/8" hx 
21/2" wi x 1 3/16" thk; mineral oil impr and filled; 
eight solder lug term arranged in two rows of four 
ea on top; one aide of all sect ia common and gnd 
to case; no mtg holes, no bkt supplied. 
-483819-20 CAPACITOR, fixed: LO/a ES RERGALST 16-C-55187-9377 |N16-C-12701-2 CSL | SJ-171-A CFL MN-4 (8) 
NT-483819 w/50,000/50,000/50, 000/50,000/50, 000/ RE13A488 
50, 000/50,000/250,000 mmf, p/m 20%. - 
483820 CAPACITOR, fixed: 10/4/45 FEBAL98 
paper dielectric; 500,000 mmf plus 10 minus 3%; 50 REL3A488 
vdcew; HS metal can; 1 15/16” lg x 13/16" diam; 
mineral oil filled; flex wire lead at ea end; no 
int gnd connectiona; mtg bkt et end w/two 1/8" diam 
holes 3/6" c to c. 
-493820-20 CAPACITOR, fixed: 10/4745 REGGALIS 16-0 47322-3379 CBV | 3271A CEL | A7109 MR-4 (2) 
NT-483820 w/500,000 umf p/m 20%. JREL3A488 
-483821 CAPACITOR, fixed: 10/4/45 REGBA341 16-C-21533-5043 |N16-C-9665-22 CFL | CE-8450 CFL MN (2) thru 
electrolytic; two sect; 8/8 mf; 450/450 vdew; working|JAN-c-62 CSL MN-4 (2) 
temp range minus 20°C to plua 65°C; case 3 1/8" 1g x elec 
1 11/32" diam; metal caee; three solder lug term 
7/16" bh; term ina from case. 
-483822 CAPACITOR, fixed: 10/4/45 JAN-C-62 16-C-19783-9651 CFL | CEZ-550A MN-k 
electrolytic; 25 mf; 50 vdew; working temp range elec 
minus 20°C to plua 65°C; case 1 13/16" 1g x 1" wi x |RE4BA315 
3/4" bh; metal case; one ins term on ctr of top; neg 
term gnd internally; two mtg ft on bottom, 3/16" 
diam hole in ea, on 2 1/8" mtg/c. 
-483823 CAPACITOR, fixed: 10/4/45 REGBAZKL 16-C-21563-6588 CFL | SA105910B CEL MN-4 (2) 
electrolytic; two sect; 10/20 mf; 150/25 vdew; work- |JAN-c-62 MN thru 
ing temp range minus 20°C to plua 65°C; case 1 7/16" elec MN-3 


lgxl 5/16" diam; metal case; three solder lug 


term 1/2" h on top; term ina from case. 


eet | 
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T wavy Dwe 


ER" t- GHTRACTORS ow QUIPMENT 
DEGIGNATION NAME AND DESCRIPTION OR SPEC NO JAN NO stock NO. stock Se stock “xo tock NO” | TGR | “ean NUmmeR” [meron] Om rant NO” | USED. IN 
483824 CAPACITOR, variable: 10/4/45 7 16-C -62631-1901 | lon | 680083 cre | $0~-80083 SR-3 
air; plate meshing type, dual sect; 25 to 95 mf ca 
sect; SLC; air gap 0.03 25"; 3 1/8" lg x 17/8" wa x 
1 7/8" h, sheft 1/4" diam x 7/8" 1g; round shaft | 
adj; seventeen platea per sect; 360 deg rotation; 
four solder lug term on end; mtg bkt w/two holea on 
end at bottom. 
——— eee. oa ena none wreaen 
~LB3825 CAPACITOR, fixed: 1o/5/u5 _~REWSADOL 
CANCELLED: game ne nr_bRhoR 7 16ChO - ae - eee reer ee oe px e's . eee ieee — 
~483825-Bee@ CAPACITOR, FIXED: 1/2g/4t REWBAZ21 16-C~34340-3135 CAN | HL~1120 
Navy Type 483825 w/ 2@,000 maf p/m 204; temp coef REL3A389 
letter B. f. fa 
483826 CAPACITOR, fixed: 10/5/45 REKGA129 
paper dielectric; 1 mf plus 10 minus 3%; 165 vacw; | RM 3AK88 
HS metal can; 2" lg x 2 3/4" wa x 3/4" hb ofa; ofl 
impr and filled; two screw type term 5/16" h on sido 
spaced 13/16" c to c; no int gnd connections; two 
mtg ft 3/8" wa flush w/bottom w/3/16" diam mtg uoles 
2 3/8" c toc. H 
~483626-20 CAPACITOR, fixed: 10/5/45 [ppaBarze emanates cay !c-118-a | cRM Tca-2e3 TuQ-2 
L RE-483626 w/i mf p/m 204. REL3ZA488 H I ; 
-4.83827 CAPACITOR, fixed: 20/6/45 RELBALOU 
paper dielectric; 1,60@ mmf piua 10 minus 3f; 10,000 REL3AKGS 
vdew; HS glass enel;4 7/32" 1g x 1 9/6h" diam; 
mineral oil tmpr and filled; ferrule type term at 
ea end 1 9/64" diem x 33/64" 1g; no int gnd con- 
(nections: ferrule type mtg. | 
4 - T ‘ im 
-4.83827-10 CAPACITOR, fixed: 10/6/45 RELBALGH 16-0-39927-4910 |N16-c-10858-50 CSF | P-16074 CSF | 8-3-152 SR-3 
: 2} A488 =C-10790-35 ie) 1 ed 
WE-483827_v/1.600 om? v/m 10%. RELZANOG 790-3 AY | 7614910-30 4 
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| _cesionation naa Bice net RNS | aN eS [PR PT reared 1] ete ar | Senet RRe nce eure ane eer orange | a 
-483628 CAPACITOR, fixed: 10/6/45 REYBALE3 
paper dielectric; 5000 mmf plue 10 minve 3%; 1600 RE13 A488 
vdcew; HS metal can w/ins tube; 1 3/8" 1g x 5/8" diam; 
oil impr and filled; two axial wire leada; no int 
gnd connection. 
st 
-4,83828-10 CAPACITOR, fixed: 10/6/45 REY6A163 16-C-k1223-4253 CMA | A-40980-6 MQ-1 
NT-483828 w/5,000 mmf p/m 10%.. REL3A486 LL 
~483829 CAPACITOR, variable: 10/8/45 16-C~-59699-2702 3D9050V-43.1 |CHC | APC-50 CRM - | CA-17 DAB (3) 
air; plate meshing type,single sect; 3.9 to 50 mmf; CTN | AP-9 thru 
log freq characteristic; 0.015" air gap; 1 5/32" lg om | SD-100-D DAF-2 (3) 
x 15/16" wd x 1 7/32" h shaft encl in brg and 1/4" 
hex nut 1/4" diam x 5/16" 1g; acdr adj; fourteen 
cad pl brass plates; 360 deg retation; steatite in- 
sulation; post term for stator, lug term for rotor 
on RH side; two mtg etude w/#4-kO tapped on 21/32" 
mtg/c. 
-483830 CAPACITOR fixed: 10/8/45 RE4YBA163 
paper dielectric; 1 mf plus 10 minue 3%; 300 vdew; REL3 A488 
cardboard case; 1 13/16" 1g x 1" diem; wax impr; two 
axial wire leads; no int gnd connection. L_ 
ees pare a OE cane te ea 
-483830-10 CAPACITOR, fixed: 10/8/45 RENBA163 16-c-48812-7812 erp |301-7 CBM 1574-154 RM-14 
NT-463830 w/1 mf p/m 10%. REL3A488 
-483831 CAPACITOR, fixed: 10/9/45 RELBALL3 can |p TCR 
CANCELIED: use NP-481468. 16c4o TCP thru 
TCP-3 
-h83632 CAPACITOR, fixed: 10/10/45 RE4BA5O0 
paper delectric; three sect; 50,000/50,000/50,000 |REL3A488 
mmf plus 10 minus 3%; 300/300/300 vdew; HS metal can; 
15/8" hx 1 3/16" diem; "Vegetal" filled; three 
solder lug term on top; one side of ea sect common 
and gnd to case; no mtg holes, no bkt supplied. 
-483832-15 CAPACITOR, fixed: 10/10/45 RE48A500 16-C-54396-9386 cw Shik cw FS -692644 1683 MAH 
NT-483832 w/50,000/50,000/50,000 umf p/m 15%. RE13A488 cD 
+ 
L 
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NAVY DWG 
OR SPEC NO YAN NO 


STANDARD NAVY 


STOCK NO 


aso 
stock NO 


SIGNAL CORPS 
STOCK NO 


MANUFACTURER'S | Can. | CONTRACTORS OWG | EQUIPMENT 


403633 


CAPACITOR, flxed: 10/10/45 
bien; 3000 mmf; 600 vdcw; 1” lg x 9/16" wd x 3/16" 


thk; metal clad cawe; one flat rectangular term 3/8" 
ig x 3/8" wd at ea end, 


i 


eee 


REL BASEL 


x6cho 


[tae PART NUMBER | Thacton On PART HO USEO IN 


-483833-B10 


~48383} 


|CAPACTTOR, fixed: ~ 10/10/45 
INT -483833 w/3,000 umf p/m 10%; temp coef ltr B. 
CAPACITOR, fixed: 1o/ro/ks 
ceramic dielectric; 3 mmf; neg temp coef 80 (toi 
p/m 30) mmt/mf/°C; 500 vdew; case 0.562" ig x 0.25" 


OD; axial wire leads; ceramic insulation ; add 


suffix indicating capacity tolerance in ver cent. 


REAGAL AL 
16C40 


16-0 -32198-7953 | 


cD 73h MAH 


| ~433834-6 


~483835 


CAPACITOR, fixed: 10/10/45 
INT-463634 w/ 3 mf p/m .25 mmr. 


C PACITOR, fixed: 10/10/65 
ceramic dielectric; 15 mmf; neg temp coef 60 (tol 
p/m 30) ume/m?/°C; 50® vdow; case 0.562" lg x 0.25" 
OD; exial wire leads; ceramic insulation; add 


suffix indicating capacity tolerance in per cent. 


16-C-15528 -8559 


be 
NL6-C-11530 


— 
CER [NOBCK3p/m.25 ‘| CW MAK (3) 


i" 


~483835-3 


CAPACITOR, fixed: 10/10/45 
Wr-483835 w/15 maf p/m 3h. 


16-C-159682-2831 


N16-C -8094-32 


CER {roses m5 | CW MAH (3) 


= 
-483935-10 


EAPACITOR, FIXED: shes 
Riavy ‘type 493935 w/15 amf p/m 10%. 


LG-C -159@6-122h 


3D9015-42 


CER |Ne@-80-K CRO {39298-6 AN/CPS-1 


-482836 


CAPACITCR, fixed: 10/10/45 
ceramic dielectric; 25 mmf; neg temp ceef 60 (tol p/m 
3@) mmr/mf/°C; 5@0 vdcw; case 11/16" 1g x 7/32" 


diam; axial wire leade; ceramic insulation ; add 


suffix indicating capacity tolerance in per cent, 


~463636-4 


CAPACITOR, fixed: 10/10/45. 
NT-463636 w/25 mmf p/m 4B. 


= ~T16-6- {6206-1335 


CER | ROSOL25p/m 1 Cw MAE 


-,83837 


CAPAC TOR, fixed: 10/10/45 
ceramic dielectric; 1 umf; neg temp coef 6@ (tol p/a 
30) mmt/mt/°c; 50@ vdcw; case 0.562" lg x 0.25" OD; 


axial wire leads; ceramic ineulation; add suffix 


indicating capacity telerance in per cent. 


-483837-25 
Ann 


CAPACITOR, fixed: 10710 /k5 i 
NT-483637 w/l maf p/m 0.25 mmf. 


T6-6-15368-8559 


iN16-C-8052-7 


| Ca HOBCKI p/m. 25 CH MAH 


-463638 


C PAC TOR, fixed: 10/10/45 
ceramic dielectric; 0.3 mmf; pos temp ceef 12@ (tol 
p/m 30) wmg/mt/°c; 5@0 vdcw; case 11/16" 1g x 7/32” 
diam; axial wire leads; ceramic insulation ; add 


suffix indicating capacity telerance in per cent. 


~483836-83 1/2 


CAPACITOR, fixed: 10/10/45, 
NT-483638 w/O.3 of p/m 0.25 mf. 


/160-15302-.2801 


26-c-80L9 


SER 11386 cw EBS-678763-5 ise8|MAH 


L = 
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NAVY TYPE 
DESIGNATION NAME AND DESCRIPTION 


4 


NAVY DWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY ES 0 
eTOCK NO STOCK NO 


ABO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S: 
PART NUMBER 


con. 
TRACTOR 


CONTRACTOR'S DWG 
OR PART NO 


EQUIPMENT 
USED IN 


-483839 


CAPACITOR, fixed: 10/10/45 RELGA310 


electrolytic; four sect; 15/15/40/40 mmr; 400/400/25/ 
25 vdew; working temp range minus 20°C to plus 65°C} 


case 2" lg x 1 3/8" diam; tubr aluminum can; four 
solder lug term on bottom spaced 90 deg on 0.4375" 


rad; neg term gnd internally; four mtg ears epaced 90 
deg on 0.5" rad. 


JAN-C-62 


elec 


16-C-23024-7907 


CAW 
CMA 


AF 
FP 


CAW 


15863revh 


Maz (10) 


-483840 


CAPACITOR, fixed: 10/9/45 REYBAL13 
mica; 10 umf; 500 vdew, 1000 vdct; 0.287" 1g incl 16ch2 


bushing x 1/2" across flats; metal case; one flatted 
term post 0.182" 1g x 1/8" OD, 1/16” ID at one end, 


one solder lug term at other end 5/16" ig x 3/32" 
wd w/one slot 3/32" ig x 0.031" wd; mtd py 7/16"-28 
thd x 0.187" 1g split bushing on outside of case 
'w/ 1/2" hex nut; add euffix indicating capacity 


‘tolerance in per cent, 


-483840-20 


CAPACITOR, fixed: 10/9/45 
NT-463840 w/10 omf p/m 20%. 


RELBALI3 
16ch1 


16-C-26031-1576 


CBN 


833 


CAY 


K-7821322eub0 


SR-3 


-483841 


incl bushing x 11/16" across flate; metal case; one 


solder lug-term ea aide of case 0.2" 1g x 3/32" wa 
w/one 3/32" x 0.031" slot; mtd by 9/16"-2k tha 
bushing 0.220" lg on outside of case, incl one hex 
mtg nut; add suffix indicating capacity tolerance in 


per cent. 


CAPACITOR, fixed: 10/9/45 RELBAKL3 
mica; 1000 mmf; 502 ydew, 1000 vdct; 5/16" 1g o/a 6chL 


-4,83641-20 


CAPACITOR, fixed: 1079755 } 


NT-463841-w/1000 mmf p/m 20%. 


REVOARI3 
16Ch1L 


16-C-31095-6379 


CBN 
CBN 


838 
A26756 


-4638b2 


CAPACITOR, fixed: 10/9/45 
paper dielectric; three sect; 3/3/3 mf plus 10 minus 
3%; 44O vdew ea sect; HS metal can; 4 13/16" h x 


3 3/4" 1g x 2.1/2" wis ofl filled; four atud and nut 
term on por pillare 1 1/4" h located on top; one aide 
of ea sect common but no int gnd connection; no mtg 
holes or bkt supplied. 

NOTE: QCQ-1; QCQ-3; QCR-1i QCR-2; WAB. 


REMB ALGO 
RELZAK88 


16-C-54729-7384 |N16-C-11530 


cD 


PC-1479 


CBM 


Th -HO9al to 
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NAVY TYPE T wavy ows s gr’s | con. | CONTRACTOR'S DWG | EQUIPMENT 
DESIGNATION NAME AND DESCRIPTION on SPEC HO JAN NO FANDARDUINAYY!| “7 CEILOE stock no | "Stock No” [MFCR ERRT “NUapeR [reaction | OR PART nO seo. in 
48384 CAPACTT@R, fixed: 30/21/45 REuBA3LO 16-C -20659- 3668 cw | KS-8672 CW | PSA~657754-3188a MAB (6) 
3843 > 
electrolytic; 500 mf min at 120 cye; 60 vdew; work- | JAN-o-62 oni | 
ing temp range minus 20°C to plus 70°C; case 3" Je x elec CSP 
1 3/3" diam; tubr aluminum can; one solder lug term 
on bettom; neg term gnd; four mtg ears spaced 90 deg ! 
on 0.5" red. 
fp-—-- — | a ae an eee (eee, C — fh |__| 
-hAZohk CAPACITOR, fixed: 10/11/45, RELSAGBO 16--C- 20654-1901) A ow | B3a-6577534ea1 | MAB 
electrolytic; 500 mf min at 120 cyc; 12 vdew; werk- |JAN-C-€2 ? 
ing temp range minus 3°C to plus 71°C; caso 3 1/8" elec 
lg x i 3/8" diem; metal case w/ine sleeve; two | ; | 
selder lug term 7/16" h on top; term tns from cease; i | { } i | 
mtg clamp on bettom w/twe 5/32" x 7/32" slote en i 
| t I 
{ i | 
1 7/8" mtg/c. i 
i 7/8" mtg/ at 2 ; ee 


~ 483845 CAPACITOR, fixed: 10/11/45 RExBazeo | i \ 
paper dielectric; 106 mf wlue 10 minus 3%; ‘Ov vacw [RE13A439 
60 cps, 1200 vdet; HS metal can; *& 45/64" b x 3 45/6it" 
wd x 1 3/4" thk; pynanol filled; two solder lug term 


1 1/8" c to ¢ om top; no int gnd connections; two 
removable looped mtg bdkt w/two holes in ea 0,625" H | 


c to c and & 3/8" ¢ to c from bkt to bkt. : 


L # LNSW31ddNs 
(¥)601'006 SdIHSAVN 


-L@38L5-10 [GABACTTON, fixed: 16/11 /e5 TREoAZEO | | ce a ~ Teg f2ire28 /M-95654-2eubs | SR-2 i 
INr-48385 w/10 mf p/m Ob. . [PEL3ANB8 I i pel | i porn F are 
-L83846 CAPACITOR, fixed: 20/23 /kS RENSA3IC 1 16-c-2257h -6687 CAN | AEF cAW | 19863revA | 
electrolytic; three sect; 15/15/20 mf; 450/450/25 JAN-C-62 CMA | FP 
vdew; werking temp range minus 20°C te plus 65°C; eles 


case 3" lg x 1" diem; tubr aluminus can; three i 
solder lug term on bottom spaced 120 deg on 0.3125" 
rad; neg term gnd internally; three mtg ears spaced 
90 deg on 0.368" rad. 
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| DESIGNATION ME OR SPEC NO JAN “NG STOCK NO STOCK NO STOCK NO stock No |MFGR) part NUMBER |reacron OR PART NO 


EQUIPMENT 
USED iN 


-483647 CAPACITOR, variable: 10/11/45 16-C-58836-5893 cuc | APC-25 spel cxc | 9906rev3 MAE 
air; plate meshing type, single sect; 4.5 to 23 mmf; 
semi~log freq characteristic; 0.030" air gap; 


19/32" 1g x 15/16" wi x 1 7/32" h shaft assembled 
w/collar and nut 9/32" dtam x 5/16" lg e/a; ecdr 
adj; thirteen cad pi brass plates; 360 deg rotation; 


isolantite insulation; post teym for stator, lug 
term for rotor on RH side; two mtg studs w/#4-LO 
tap on 21/32" mtg/c. 

-483848 CAPACITOR, variable: 10/11/45 16-C-58479-7751 |N16-~C-12310-3 CHC | APC cw FS-614 138-23 MAH (3) 


air; plate meshing type, single sect; 3 to 15 mf; 19823 
SLC; 0.0195" air gap; 1 1/16" lg x 15/16" wa x 1 1/4" 


h shaft does not extend beyond collar and nut shaft 
3/32" diam, collar 5/16" diam 5/16" 1g o/a; scdr adj; 
five cad pl brass plates; 360 deg rotation; iso- 


lantite insulation; post term for stator, lug term 
for rotor on LI side; two mtg studs 1/4" lg tapped 
0.112"-k0 tha for screws on 21/32" mtg/c 31/64" from 


top; phosphor bronze grounding strip between mtg 
atuds and base shaft nut has alot to indicate plates 


fully engaged when parallel to slot in shaft. : 
+. . 
: + 
10/11/45 16-C-58926-6401 |N16--C-12330-7 cuc | apc cw ES-€77499-3 MAH 


-483849 ‘CAPACITOR »_ variable: 
air; plate meshing type single sect; 3 to 25 mmf; 
issE (5) 


eewi-log freq characteristic; 0.030" air gap; 1 9/32" 


lg x 15/16" wi x 1 7/32" h shaft w/phenol fibre cap 

1/4" diam x 1/2" 1g; fibre cap slotted for acdr-adj | 
i 

w/slot cut at right angles filled white to indicate i 

when plates are fully engaged; thirteen cad pl 

braes plates; 360 deg rotation; isolantite insulation. 


post term for stator, lug term for retor on RH side; 


two mtg studs 3/8” 1g w/0.112"-l0 tap and 82 deg 
cek on 21/32" mtg/c. 


-483850 CAPACITOR, fixed: 10/12/45 RELBA5OL 
paper dielectric; 5@0,000 mf plus 10 minus 3%; 100 {RE13A408 
vdcw; HS metal can; 1 3/8" 1g x 3/4" diam; wax impr 
and filled; 2 colder lug term at ea end; no int gnd 


connections; no mtg holes, no bkt supplied. 


| 
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NAVY TYPE a ai NAVY DWG = s fe , - re 
Ki DESIGNATION AME: <QND: “DESC RIRTION oR SPEC No wan we | STANK NO stack ‘No stoce No | ereck wo [MFGR | MEARE “RumBER [rmacton] OR PART NO “eee | 
| -483850~20 lCAPACYTOR, fixed: 10/12/45 RENBASOL 16-C-47322-5748 | ~ 39A500-208 | cMA | A-92377-2 [orm |  Tgea 
| RT-483850 w/500,000 mmf p/m 20%. IREL3A4EB 5 CMA | RF-487 | 
—— L. . feet fe Ses . 
1 463851 \CAPACTIOR, fixed: 10/12/45 REABAISS | { | \ 


paper dielectric; 20,000 mmf plus 10 minus 34; 1000 |RE3A408 
vdew; cardboard case; 1 1/2" 1g x 9/16" diem; wax 


impr and filled; two axial wire leade; no int md 


connections. ; ! i 


-483651-20 CAPACITOR, fixed: 10/12/45 REYGA163 16-C-43149-8222 CMA j 1-439 CRM ae MQ-1 
NE-483651 w/20,@00 omf p/m 206, /RELZALBS iMQ-2 
483852 CAPACITOR, f xed: 10/12 /k5 TRELSA5O2 | | 


paper dielectric; 5@0,090 maf plus 1L@ minue 3%; 50 RED 3A488 | 
vacw; HS metal can; case 1 7/8" h x 1 1/8" wd x 1/2" 


thk; oi}. filled; ene solder lug term on top; one 


side int gndj no mtg holes, no bkt Supplied. i | 


-483852-20 CAPACITOR, fixed: 10/12/85 REYGASO2 1@-¢-47322-3054 CAW | C-142 cRM |CA-216 }MQ-2 H 
[2-382 w/500,000 mmf p/m 206. peisaned J et 
~468385 3 CAPACITOR, fixed: 10/12/45 


ceramic; 5 mmf; neg tems coef 750 (tol p/m 112.5) 
muf/mf/°C; 500 vdew; case 0.375" 1g x 0.121" diam; 


i jradial wire leads; unineuleted; add suffix indicating} | } i { H 


if t | 
| capacity tolerance in per cent. 7 4 


A i t lanx prea 
~463853-10 CAPACITOR, fixed: 19/12/45 16-C-15629-2458 H CASD | ABN750 ow MAL 


NT-483653 4/5 umf p/m 0.5 mf. | 


- 463854 CAPACITOR, fixed: 10/15/45 REMGA163 
paper dielectric; 500,000 mmf pius 10 minue 34; 59 | RE13A488 
vac; HS metal can; case 2" lg x 5/8" diam; ofl impr { 


and filled; one solder lug term on end; one end gnd 


to can. | 
-4.83854- 20 CAPACITOR, fixed: 10/15/45 RELGA163 16-C-b7 322-3u40k CLG | C-1134 CRM |CA-215 MAH 
NT-463854 w/500,000 of p/m 206. E13 aK88 j i Me-2 (3) 
a oe ae hk I 4. 1 | 
463855 CAPACITOR, fixed: 10/15/45 RELBADOS 16-C-48788--4800 | cwA | A-42097~ MAH 


paper dielectric; 1.06 mf pius 10 minus 34; 120 vdcw; |REL3A488 


HS metal can; case 2” lg w/oval cross aect 1 1/8" x 


15/8"; oil filled; one flex wire lead at ea end; no 
i 


int gd connections; no mtg holes, no bkt supplied. 


SHEET 48-1063 


RESTRICTED 


WIRALVW DINCYULDF1Sa = AdAL AAVN JO DOWLVYD 


L # LN3W3lddNS 
(¥)601'006 SdIHSAVN 


SHEET 468-1084 


RESTRICTED 


NAVY TYPE 
DESIGNATION NAME AND DESCRIPTION 


NAVY DWG 
OR SPEC NO 


STANDARD NAVY 
TAN: NO sTock NO 


SIGNAL CORPS 
STOCK NO 


MANUFACTURER'S: 


MFGR | paRT NUMBER 


con. 
‘TRACTOR 


CONTRACTOR'S OWG 
OR PART NO 


coulemenT | 
USED IN 
\ 


-4.83856 


CAPACITOR, fixed: 10/15/45 
electrolytic; 8 mf; 600 vdew; working temp range 
minus 20°C to plus 65°C; case 3 1/8" lg x1 1/2" waz 


1 7/16" h3 cardboard case; two wire leads, one at ea 


end; swivel mtg fl w/slotted holes to fit any mtg 


oa ere 


FREGA504 
JAN-C-62 


elec 


16-C-19546-2h01 


bole spacings. 
~483657 


CAPACITOR ASSEMBLY: 10/15/45 
four variable mica capacitors ea rated 12 to 125 mf 
assembled on metal strip, 300 vact; 3 5/8" lg x 3/4" 


wd x 5/8" hb o/a; two 0.144" diam holes on 3.187" 
atg/c. 


16-c-66289-9101 


ere eae 


CAW |PBS600 
cst |C-106A 


CRM 


CA-242 


MQ-2 


CIN |c-3484 


CA-29 


m-1 (2) 


-483858 


CAPACTTOR, fixed: 10/15/45 
paper dielectric; 10 mf plus 10 minus 3%; 600 vdew; 
HS metal can; case 3 3/4" lg x1 1/k" wi x 4 3/K4" b 


ofa; oil impr and filled; two ceramic ins acrew type 
term 1 1/4" h located on top 2" ¢ to c; no int gnd 


connections; two mtg fl on bottom of case, ea v/a mtg 


hole 4 3/8" ¢ toc, 


RELBALLE 
RE13A488 


16-C-51837-2158 |N16-C-11672 


cG 9CE5A28 


CA-2h6 


Tor (7) 
TCP thru 
TCP-3 


|. 


483859 


CAPACITOR, fixed: 10/16/45 
paper dielectric; 2 mf plus 10 minus 34; 600 vdew; 
HS metal can; case 1 13/16" lg x 11/16" wax 


2.13/16" h; ofl impr and filled; two pillar ine 
screw type term 1 3/16" h located on top, 13/16” 
¢ to c; no int gnd connections; two mtg fl on bottom 


of case 13/32" wd ea w/one 7/32" mtg holes 2 1/4" 
ce toc. 


FBLBALLG 
RE13A468 


16-C-49176-3169 


3082-18 


cG =| 5225569 
cG 9CE5A22 


CA-231 


TCP thru 
TCP-3 


-483860 


CAPACITOR, fixed: 10/16/45 
paper dielectric; 500,000 mmf p/m 10 minus 3%; 300 
vdcew; HS metal can; case 2 1/16" 1g x 3/4" diam; 


castor oil impr and filled; one flex wire pigtail 
term at end 2 1/2" lg; one side int gud; one tangent 
mtg dkt w/slot 1/4" wi x 13/32" a. 


REL8A299 
RE13A468 


-463860-10 


CAPACITOR, fixed: 10/16/45 
INT -483660 w/500,000 umf p/m 10%. 


RELBA299 
UE13A488 


16-C-47292-8108 


a 


CGF 17295 


A-13125 


TCP 
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NAVY TY 
DESIGNATION 


-463861 


jair; plate meshing type, single sect; 5.9 to 100 mmf; 


RESTRICTED 


NAME AND DESCRIPTION 


<< — 
OR SPEC NO 


STANDARD NAVY 
STOCK NO 


es 0 
gsTOCK NO 


ASO 


STOCK NO 


STOCK 


NO 


SIGNAL CORPS 


PART NUM 


CAPACITOR, variable: 10/16/85 


SLO; 6.015" air gap, 500 vdcet; 1 7/16" ig x 15/16" wal 


x 17/32" h, split threaded bushing w/hex lock nut 


5/16" 1g, locking type; scdr adj; twenty-seven bresa | 
plates; 360 deg rotation; isclantite insulation; post 
term for atator, lug term for rotor on RA side; two 

mtg studs w/#6-32 tha on 


21/32" mtg/e, | 


~+ 


AP-9-100 


MANUFACTURER'S 


R 


Con. 
TARETO: 


CONTRACTOR'S DWE 
OR PART no 
oan Os 


EQUIPMENT 


USED IN 


CRM 


CA-56 


~la3a62 


CAPACITOR, variable: 10/26/45 
; plate meshing type, pingle sect; 5.5 to 160 mmf; 


SLC; 0.015" air gap, 506 vdet; 1 15/32" ig x 15/16" 


wd x 17/32" b shaft asaenbled v/collar and nut 9/32" 


alam x 5/16" lg c/a; scdr adj; twenty-seven brass 
plates; 360 deg rotation; leolantite insulation; post 
term for stator, lug term for rotor on RH side; two 


wly vbuds 3/32" lx w/#4-4o.tha on 21/32" mtg/e. 


46-C-60669-7501 


CEC 


eects 


M-7U6% 331-4 


rey 1G 


Tr (3) 
| TCP-1 

Tep-2 
TCP-3 


G 
2 
(2 


) 
) 


483863 


| edge 1 


CAPACITOR, 10/17/45 
mica; 250 mnfi 2500 vdcw; 1 13/16" lg x 1 13/32" wa 
* 9/36" tak; molded bakeiite case; two solder lug 


fixed: 


term in back edge ea w/ hole 0.078" diam, holes i 
19/16" ¢ to o; two #6-32 tapped mtg holes tn top 


Lai/k" & to a, two 26-32 tapped mtg holes in front 


13/32" ¢ to ¢ for upright mtg. 


RE'GA293 


i6cho 


-463863-B10 


483864 


CAPACITOR, fixed: 10/17/55 
NT-483863 w/250 omf p/m 10; temp coef ltr B. 


FE4BA293 
16cho 


GuBe-6269 


: r 
| 
I 


file-C-o977- 


CAPACITOR, fixed: 


mica; /+,G00 mmf; 25GG view; 1 13/16" wa 


edge 113/32" ¢ toc for upright mts. 


x 9/16" h; molded wakelite case; two 


solder lug 


term in back edge ea w/holie 5.078" diam, holes 
1 9/16" © to 4; 
1 1/&" c to c, two #6-32 tapped mtg holea in front | 


two #6-32 tapped mtg holes in top 


RELBAZI3 


echo 


MOD-NF 


CRM 


CA-115 


TCP thru 
TCP-3 


-483864-B10 


NT-4.83664 w/4,000 omf p/m 10%; temp coef ltr B 


CAPACITOR, fixed: 10/17/45 


FELBA293 
16éche 


16 C- 32463-3664 


W1@-C-16379-9 


| ca-159 
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: = : : EAT | 
eelanation NAME AND DESCRIPTION on SPEC NO JAN NO Noe NO | stock ‘NO stock vo | Meroce ne” [FoR |MERRT “NUMBER” [mactor| “COR pant No” | “USED IN 
483865 CAPACITOR, FIXED: 10/17/45 IRELBA293 
lnica; 20000 mmf; 600 vdew; 1 13/16" 1g x 1 13/32" wa |LOCHe 
kx 9/16" thk; molded low-loss bakelite case; 2 solder 
lug term in back ea w/one 0,078" diam hole on 1 9/16" 
mtg/c; two #6-32 tap holes in front on 1 1/4" mtg/c, 
two #6-32 tap holes in front end on 1 13/32" mtg/c 
for upright mtg; add suffix indicating capacity 
tolerance in per cent. 
483865 -B10 CAPACITOR, fixed: 10/17/45 RELGA293 16-C-34335-1181 crv |IF CRM | CA-197 TCP thru 
NT-483665 w/20,00@ omf p/m 10%; temp coer ltr B. 16ch0 TCP-3 
- 483866 CAPACITOR, fixed: 10/17/45 REMGA112 
mica; 1500 mmf; 2500 vdew; case 1 25/32" lg max x JAN-C-5 
1 11/32" wd max x 3/4" hb; molded bakelite case; two 
'#6-32 thd holes 1 1/4" ¢ to c for term and mtg. 
-483866-B10 CAPACITOR, fixed: 10/17/45 RELGA112 | CM60B152K 16-C-31513-7191 TCP thru 
WT-483866 w/1500 mf p/m 104; temp coef ltr B. JAN-C-5 TCP-2 
-4.83867 CAPACITOR, fixed: 10/17/45 RE4GA220 
mica; 10,000 mmf; 1250 vdew; case 1 3/16" lg max x 16cho 
3/4" wa max x 5/16" thik maz; molded bakelite case; 
two tab term ea w/one 0.144" diam mtg hole, 1 3/4" 
© to. 0+ a 
——+—-— —}— ef 
-83867 -A20 CAPACITOR, fixed: 10/17/45 RELBA220 16 -C-33628-7084 CAN |B-25 
NT-483867 w/10,000 mmf p/m 20%; temp coef ltr A. 16cko 
coca at — mt 
-483867-B10 CAPACITOR, fixed: 10/17/45 FE48A220 16-¢-33623-4607 CAN [B-25 TCP thru 
NT-483667 w/10,000 mmf p/m 10%; temp coef ltr B. 16cho TCP-2 
-483868 CAPACITOR, fixed: 10/17/45 REYBAKS1 
paper dielectric; 100,000 mmf plus 10 minus 3%; 600 | RE13A488 
vdew; HS metal can; 1 7/8" max 1g x 5/8" dian; 
mineral oil impr and filled; one solder strap term in 
ctr of non mtg end; ome side int gnd; one fixed mtg 
pkt w/one #6-32 hole in ctr. 
-483868-20 CAPACITOR, fixed: 10/17/45 BELBALS 1 16-C-45807 -7635 CBBC {CCC530 COL |930 0029 00 TCZ 
NT-483868 w/100,000 mmf p/m 204. RE13A488 revbl2954 | 
ike =) _t } 
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NAVY TYPE WAVY DWG STANDARD Navy | ego ° iN OnP: MANUFACTURER'S | cox. | contractor's ows | EQUIPMENT 
DESIGNATION NAME AND SESCRIPTION OR SPEC NO JAN NO STOCK NO STOCK NO ocr ING Sigrock NO |MFGR | Phar NUMBER. |racton OR PART NO [eee 1N 

: —- ; \. +} ———-—_| 
-483869 CAPACITOR, variable: 10/17/45 16-C-59261-3894 Ini6-c-12020-15 coc |at coL 922 5100 00 mz (2) 
air; plate meshing type, single sect; 3} to 28 mar; | revDGie53 Tez-2 (2) | 
SLC; 0.025" air gap, 1000 vdct; 1 1/8" 1g x 15/16 } \ \ | 
| x 
wd x 1 7/32" bh shaft enci in celler and split | 
bushing 3/16" diam x 17/32" lg o/a locking type; i 
scdr adj; twelve silver pi brasa plates; 360 deg | 
rotation; ceramic isolantite or ateatite ineulation; 
lug term, rotor term on top; twe mtg atuds 3/32" 1g 
w/#4-40 tha on 21/32" mtg/c. 
ine cae s coe _ poe AS a ES Sanne PR Sa ik . ae mee Sp 
-483870 CAPACITOR, fixed: 10/18/65 IREkBark3 | can [Dd | rep 
CANCELLED: use NT-hO1297. 26cho | TCP-1 
—— as 7 { { 4 {— 
~483871 CAPACITOR, variable: 10/18/45 26-C 61033-6545 C-122h 3-300 CBK | ZU-140-AS CRM [| CA-19 TCP thru 
air; plate meshing type cingle sect; 5 ta 140 mmf; TCP- 3 
SLC; @.020" cir gap, 375 vdew; 1 29/32" lg x 1 13/32" TDF (6) 
wd x2 5/16" h shaft 1/4" diam x 5/64" ig wushing 
35/64" 1g x 3/8"-32 tha; ecdr adj; twenty-seven 
aluminum plates; 360 deg rotation; isolantite ins; 
lug term; elngle hole mtg by 3/8" diam mtg busuing or | } 
panel mtg by @ holee for #6 screw cp 1 5/66" mig/c. 
Jat ona + H os 
~483872 CAPACITOR, fixed: 10/20/45 RELJALSS 116-2 | | CLG 1c-k39a che 3 
paper dielectric; 200,000 mmf plus kO minus 15%;400 | RELGA505 t : 
vdcw; HS metal can; case i 5/16" lg x 1" diam; castor 
oil filled; two wire leads 2 1/2" lg and common to | ' | 
\ 
one side located on tep; other aide int and; two mtg 
ears w/9/64" diam holes spaced 2 3/8" ¢ toc on 
| | 
botten. | i 
——} = oe i 2 ea pe a 3 -| 

-483872~15 CAPACTTOR, fixed: 10/20/45 REWBASOS | 116-C-b617h-6186 |N16-C-113h0-213 CEU | or-998 crv | 896205-1 maR (4) 

nr-483872 w/260,000 mmf p/m 154. RE] 3Aua8 : eae 

- 483873 CAPACITOR, fixed: 10/15/45 RE13AU86 

paper dielectric; 2@,000 mf plus 1¢ minua 3%; 6@C — [rvk@a163 

vdew; HS metal can w/ina tube; case 1.3/4" 1@ x-1/2" 

diam; mineral oil impr and fliled; two axial wire 

leade; oo int gnd connections, 

| j Con't 
Be ak a z = ee 4 4 - 
les } t i i ~ , 
ne _ ma _ 
7 _ = : - th iy Nea eo Os 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAVY OWG. 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


aps 


MANUFACTURER'S | Con. 
PART NUMBER | TRAcTOR 


CONTRACTOR'S DWG 
On PART KO 


ae 
EQUIPMENT 


USED IN 


-483873-10 


CAPACITOR, fixed: 10/15/45 


Nt-463873 w/20,000 mof p/m 104. 


REYBA163 
RE13A488 


16-C-43117-2852 


CSF 


PK39B14-H cw 


BA-10055-216 


iselg! 


ME-2 Mod2 


483874 


CAPACITOR, “fixed: 10/1/45 
paper dielectric; 20,000 omf plue 10 minue 3%; 600 
vacw; HS metal can; case 1 1/8" 1g x 5/8" dian; 
mineral oil impr and filled; two axial wire leade; no 


int gnd connectione. 


(RE13A488 
JRELBAL63 


-483874-10 


CAPACITOR, fixed; 10/1/45 
nT-483874 w/20,000 mf p/m 10%. 


RE13A488 
RE4LGA163 


16-c -43116-9292 


CSL 


— 
XTIMOW6-.02-10 | cw 


BA-10055-2181e89 


MK-2 Mod2 


-483875 


-483876 


CAPACITOR, variable: 10/1/45 

air; plate meshing type, dual eect; 80 to 116 mmf ea 
sect; SIC ea eect; 200 vdew; 11/4" lg x 1 3/8" wa x 
1 13/16" h, two ehafte aeeembled w/collar and nut 
9/32" diam x 9/32" 1g o/a; ecdr adj; eixteen plates 


ea sect; 360 deg rotation; solder lug term; two 


CAPACITOR, variable: 10/18/45 

air; plate meshing type, dual eect; 13 to 100 mmf ea 
eect; SLC ea eect; 0.070" air gap, 100 vdew; 6 1/8" 
1g x 3 3/16" wa x 2 2/32" b ehaft 1/4” diam x 1 3/8" 
lg; round ehaft adj; twenty-one buffed aluminum 

plates ea eect; 360 deg rotation; mycalex ins; solder 
lug term; panel mtg by three mtg etude w/#6-32 thd x 


7/8" 1g ecrewe forming ieoecelee triangle 1 1/2" wa 
x 9/16" h. 


mtg etude w/#l-36 tha 7/8" c toc. 


16-C-62705-6655 


Lanna 


CRW 


CBE 


ATF8-8-8 cRE 


MT-100-GD CRM 


CA-33 


TCP thru 
TCP-3 


TCP thru 
TCP-3 
TOF (3) 


-483877 


CAPACITOR, fixed: 10/18/45 
paper dielectric; three sect; 100,000 mmf plue 10 
minue 3% ea eect; 1000 vdcw ea eect; HS metal can; 
caee 1 13/16" 1g x 9/16" wd x 2 1/2" h; mineral oil 


impr and filled; three solder lug term on bottom 
1/2" c to c; three eect int gnd; one mtg bkt on ea 
side ea w/one 0.144" diam hole 2 1/8" c toc. 


-RE13A488 
REGSALTY 


-483877-5 


CAPACITOR, FIXED: 2/11/48 
Navy Type 483877 w/100,000 umf p/m 5% ea eect. 


16-c-54424..6818 


CSF 


P-13012 CBM 


Tab-718 


~483877-10 


CAPACITOR, FLXED: 10/18/45 
Navy Type 483877 w/100,000 mf p/m 1@f ea eect. 


REGGAITE 
RELJALSE 


16-C-54451-8078 


P13012 CSF 
CBM 


S-3-lélrov @ 
744-718 alt 8 
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NAVY TYPE NAVY DWG DARD cS ° Ni, PS | MANUFACTURER'S Con CONTRACTOR'S BWC EQUIPMENT 
DESIGNATION NAME AND DESCRIPTION OR SPEC NO JAN NO laicet No srack NG SOE No vrerocie CHO MFGR | BART MUMBER | taAcToR OR PART HO USED IN 
i oo = 
-483878 CAPACITOR, variable: 10/18/45 16-2-60305- 4967 cAY CAY | 'T-7606020-lrev14} TBW 
air; plete meshing type, doubie rotor; 7.6 mf approx 
| 
to 75 wmf; spel tuning characteristic; 10,000 vdew ! ' | ! 
approx; 4 5/8" lg x 5 1/2" wd x 3 1/2" hb shaft i/k" 
diam x 3/4" ig; round shaft w/gear adj; eleven plates i 
on double rotor; three mtg ft; pear shaped pistes 
i cl taper. 
_ make spel taper ; 1 ones : _ L i ail 
-483879 CAPACITOR, fixed; 10/22/45 RELGAC36 CRY juc-3079 lor 
i 
CANCELLED: use NT-48967. i 16ck0 CBM | CA-122 
penn ae - 1 — + 
- 483880 CAPACITOR, fixed: 10/22/45 RELAAZIO | { | cRV | UC-3054¥K | TDF i 
‘ ! | i i i 
CANCELLED. use NT-48447. 16ChO | | 
. i .o = | 1 
- 483681 CAPACITOR, fixed: 10/22/45 RE4GA128 } i 
{ 
paper dielectric; 500,000 maf plus l@ minus 3; 200 jRE13A468 | 
vdew; HS metal can; case 1 25/32" 1g x 29/32" wd x 
3/4" bh; mineral ofi impr and filled; two solder lug H i 
1 
term 1/2" h on top spaced 27/32" c to c; no int end 
connections; twe mtg ft 3/8" wd flush w/bottom with 
3/16" diam mtg holes spaced 2 1/8" ¢ toc. 
L _|3/ ik ane }__ Seen 
-463681-10 CAPACITOR, fixed: 10/22/45 REL3A488 ]16-¢-47290~3543 I3pA500-41.4 CRY |Z-283 cma |CA-210 TOF (2) 
NP~483881 w/5@@,000 mmf p/m 104. REKGA128 | | 
P = = ele. —~ oe a bois sd : 
~483882 CAPACITOR, fixed: 10/22/45, |RELBA163 
paper dielectric; 10,000 maf; 600 vdew; cardboara —_|RW13AKG8 | | 
1 
case; case 1 3/8" 1g x 7/16" diam; wax impr; two | 
| 
axial wire leads; no int gnd connections. | i 
( yee — 7 as ~ — — ~ ———" = 
483862 -10 CAPACITOR, fixed: 10/22/45 RESBA163 16-C- 42737-1310 cD = |pr-681 COL }932 3320 @0 TDP 
INT-483882 w/10,000 mmf p/m 10h. IRE13A488 | cCAW 1684 
cD |zB6018P 
| | 
+ —~+ ~ 
-483862-15 CAPACIT@R, fixed: 10/22/45 REGGA163 16-C-42754-6345 cD ZB-@018-P cTU |P14u08 OBL-3 (3) 
NT 483882 w/10,000 mmf p/m 158. ue { ' 
— - oe —v ae = — — tT 4 
zm ene L | L l 4 eee 
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~ 483883 


483883-15 


CAPACITOR, fixed: 10/22/45 

paper dielectric; two sect; 100,000 mf plus 10 minus 
3% ea sect; 7000 vdew; HS metal can; case 3 7/8" lg x 
1 3/4" wa x 3 43/64" nh; pyranol oil impr and filled; 


two solder lug term 2 1/2" hb on por pillars, 2” 
ce to c at bottom of can and third solder lug term 
between the two pillar term; both sect int gnd; 


one mtg bkt on ea side ea w/two 0.213" diam holes 
13/32" x 4 3/8" c toc. 


IRELBALT3 
RE13A488 


+ 


4 


CAPACITOR, fixed: 10/22/45 
NT-483883 w/100,000/100,000 mmf p/m 15%. 


REGAALT3 
RE13A488 


16-C -53202-3210 


CG 


25F153 cH2 |ce-677 
C@A j[9173revl 


BDT 


BL-3 thru 


BL-6 


= = 
EQUIPMENT 


-483864 


-483884-10 


} 
CAPACITOR, fixed: 10/22/45 


paper dielectric; four eect; 1/1/3/5 mf plue 10 minus 
3%; 150 vdcw; HS metal cen; case 3 3/4" lg x 2 1/h"wa 


x 33/8""h; ofl impr and filled; five solder lug term 
on top of case; no int gnd connection; two mtg bkt 
on both eides of case ea w/two 3/16" diam holee on 


1" x 4 7/16" mtg/c. 


RELBALTL 
RE13A488 


CAPACLTOR, FIXED: 12/10/87 
Wavy Tyge 483884 w/eect 1, 1 mfd p/m 106, sect 2, 1 
mfd p/m 10%, sect 3, 3 mfd p/m 10%, sect 4, 5 mfa 


p/m lef. 


pa 
16~C-54869-5798 


CAW 


4.2308 CBM | 744-485 


acs 
acr 


-483884-20 


CAPACITOR, fixed: 10/22/45 
NT-483884 w/1/1/3/5 af p/m 20h. 


RELBALTL 
REL3A488 


16-C-54873-6221 


CAW 
CAW 


AX1053 CQA | 917krevl 
UNTTT CQA_1 9175revl { 


- 483685 


CAPACITOR, fixed: 10/22/45 
paper dielectric; 20,000 mf plus 10 minus 3%; 600 
vdcw; cardboard case; case 11/4" 1g x 1/2" diam; wax 


impr and filled; two axial wire leads; no int gnd 


connections. 


REL3Au86 | 


IREYBA163 


ces ee 


{___ 


ee 


— 


-483885-10 


CAPACITOR, fixed: 10/22/45 
INT-483885 w/20,000 maf p/m let. 


RELBAL63 
[RE13A488 


16-C-43116-9796 


CMA | TP-412 CMA [9392rev0 


4 


~ 483886 


(CAPACITOR, variable: 10/23/45 
air; plate meshing type, five sect; 0 to 708 mf ea 
sect; semi-log freq characteristic; 1,000v test, 
0.023" air gap; 14 1/2" 1g x 5 1/2" wa zh l/h" b 
shaft 3/8" diam x 1/2" 1g; round shaft adj; sect #2, 
#2, $3,and #4 thirty-seven plates ea sect; sect #5 
thirty-eight plates; clockwise rotation; solder lug 


term and wire leads. 


16-C -63670-190} 


crr |r-28458-14 CFT | F-28458-lhiasG 
jCFT |F-33747-14 CFT |F-33747-l4issD 


Cr |F-41516-1 iss 4 
CFT |F-30554-1. tes b 


RBA thru 
RBA-3 


T i 
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-483887 CAPACITOR, fixed: 10/23/45 EAB ALLA 

mica; 175 mmf; 500 vdew; case 51/64" lg max x 15/32" [R6Ck0 | 
wd max x 7/32" d wax; molded bakelite case; two axial 
wire leads. 
i mest |. 
-4§3887-D2 1/2 |CAPACITOR, fixed: 10/23/45 RELBALUB 16-C-29106-1357 cD SR RBO 
NT-483887 w/175 mmf p/m 2 1/24; temp coef ltr D. 16c80 : | 
ia 5 
-483888 CAPACITOR, variable: 10/22/45 16-C-58374-9622 |N16-C-12217~12 3D9012V-17 CTN }AP-22-1 CRY ]M-433585-@aub9 | MAR (2) 
air; plate meshing type, eingle sect; 2,3 te 12 mmf; 
SLC; 500v RMS 6® cyc teet; i 7/16" 1g x 5/8" wd x } 
3/u" h shaft 3/16" diaw x 1/u" lg buehing 1/k" lg x 
| t 
1/u"-32 thd; sedr edj; fourteen silver pl w/gold 
flesh wrasse plates; 360 deg rotation; ceramic ins; 
solder lug term; single hole mtg by 1/4" diam mtg 
bushing. { ' _ 
- 483889 CAPACITOR, variable: 10/22/45 16--C 58331-7269 |N16-C-12218~25 crn |AP-22-2 ORV |M-433585-leub9 | MAR (5) 
air; plate meshing type, single sect; 2.4 to 10.3 mnfy | RDR (5) 
SLC; 500v RMS 60 cyc test; 15/16" 1g x 5/8" wa x 3/4" | | 
in ahaft 3/16" diam x 1/4" 1g buehing 1/4" lg x | | 
1/h"-32 thd; acdr adj; twelve silver pl w/goid fleeh i 
braas plates; 360 deg rotation; ceramic ins; solder 
lug term; single hole mtg by 1/4" diam mtg buehing. a m zs ze ae =, | 
; i 
- 483890 CAPACITOR, fixed: 10/22/45 ; i | i 
ceramic; 11.3 maf; zero temp coef (tol plus 0.00006, | 
minus 0.000110) mmf/mf/°C; 500 vdew; 0.562" lg x \ 
0,25" diem max; two axial wire leads; ceramic ins. \ | { 
= = i bee i —| aa 
| 2 i 
4 s 2 c 1039-2. 
-483890-1 CAPACITOR, fixed: 10/22/k5 { {16-c-15942-3738 CER jfetyle KE cRY 198 039-2revh MAR | 
RDR 
_jNT-483890 w/21.3 mmf p/m 1g. 
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-483891 


CAPACITOR, variable: 10/22/45 

air; plate meshing type, four sect ea w/trimer; sect 
‘a and #3, 6.4 to 67.95 mmf ea sect, sect #2 7.8 to 
67.95 omf; eect #4,5.8 to 45 umf trimmers #1,2 and 3, 
shaft adj; seventy stlver pl plates; countarclock- 
wise rotation; steatite bonded mica ins; solder lug 
term; three mtg holes in base #8-32 thd on 6.962" x 
1.5 to 7.0 mf ea, trimer #43 to 12 mf; SLC; eect 
#1 and 4 300v Dc, sect #2 and 3, 200v Dc; 9 5/8" 1g x 
2 3/8" wd x 2" bh shaft 1/4" diam x 1/2" 1g; round 


15/16" mtg/e. 


16-C-63459-2387 |N16-C-12734 


CRV 


CRV 


P-719687 -leub8 


MAR 
ADR 


-483892 


CAPACITOR, fixed: 10/23/45 
mica; 280 mmf; 500 vdcw; case 11/32" 1g x 29/64" diam 
metal can; one axial right angle lug term 9/32" lg 
and one radial lug term; #4-40 tapped hole 7/64" d at. 


one endy add suffix indicating capacity tolerance in 


jer cent. 


RE4SGALO2 
16ch1 


483892-2 1/2 


CAPACITOR, fixed: 10/23/45 
NT-483892 w/280 mm? p/m 2 1/2. 


REGALO 
16Cu1 


16-C-29633-6406 |N16-C-10325-110 


3p9280 -2 


CBN 


830 


CRV 


B-888508-3aub3 


MAR 


-483693 


CAPACITOR, fixed: 10/23/45 
mica; 720 mmf; 500 vdcw; case 15/32" 1g x 31/64" 
diam; metal case; one lug term 9/32" 1g on one side 
of case w/one 3/32” x 0.031" slot; #4-40 tapped mtg 


hole in ctr of side opposite term; add suffix 
jr neteating capacity tolerance in per cent. 


RELBALO2 
16C421 


-483893-2 1/2 


CAPACITOR, fixed: 10/23/45 
INT-483893 w/720 mmf p/m 2 1/2. 


RELBALO? 


16ch1 


16-c-30609-6156 |N16-Cc-10069-0-1 
N16-C -10070-41-5, 


3D9720-2 


CBN 


834 


CRV 


K-894398-1eub2 


-483894 


CAPACITOR, fixed: 10/23/45 
mica; 850 mmf; 500 vdcw; case 15/32" lg x 31/64" 
diam; metal case; one lug term 9/32" 1g on one side 


of case w/one 3/32" x 0,031" slot; #4-40 tapped mtg 


hole in ctr of side opposite term; add suffix 


indicating capacity tolerance in per cent. 


RE4BA402 
16c41 


-{ 


-483894-2 1/2 


CAPACITOR, fixed: 10/23/45 
NT-483894 w/850 mmf p/m 2 1/2h. 


RELBALO2 


6Ck1 


16-c~ 30820-6356 |N16-C-10075-51 


N16-C-10075-25 


3D9850-3 


CBN 


884 


CRV 


K-894398-2 


MAR 
RPR 


-483895 


CAPACITOR, fixed: 10/23/45 
paper dielectric; 42 mf plus 10 minus 36; 600 vdcw; 
BS metal can; case 3 3/4" 1g x 4 9/16" wa x 4 43/64" 


hn; oil impr and filled; two soldsr lug term 27/64" 
h located on top of case; no int gnd connections; two 


mtg fl on side of case, ea w/two slots spaced 3 3/k" 


apart, and 4 1/2" c toc 


RE48A158 
RE13A468 


16-C- 52662-4061 & 


cG 


257F673 


cG 


K-9207154revl 
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-483896 CAPACITOR, fixed: 10/23/k5 REABA163 | 
paper dielectric; 125,000 mmf plus 1@ minus 3%; 600 |RE13A489 
vdew; BS metal can; 1 3/4" lg x 23/32" dalam; dykanol | 
{ 
"a" impr and filled; two axial wire leads; no int gnd 
Tes connections. 
~483896-10 CAPACTIOR, fixed: 10/23/45 RELBALE3 16-C-45872-2852 CD | ReAGP125 CAM | 744-546 | QGA (2 
es } 
RT -4683896 w/125,000 umf p/m lef. RELIANSE cb |21716reve 
| = 
483897 CAPACITOR, fixed: 10/24/45 ReNBAZ59 
paper dielectric; 200,000 mmf plus 10 minus 3%; RELZ3A488 
600 vdcw; HS metal can; case 5/8" ad x 1 3/8" wa x 
2 1/k" hb; mineral ofl filled; two rivet lug term, 
located on top; no int gnd connections; mtg strap | 
v/two #6-32 thd x 5/16" 1g mtg spade bolts on 1 1/2” | 
e toc. i 
ae ie 
-4.83897-10 CAPACITOR, fixed: 10/24/45 REL3 A488 16-C-46157-1310 CTD | OM-620 cBM | 744-851alto | MK-39 
NT-483897 w/200,G00 mmf p/m 10%. REAGAI59 
: 1 a oa = ale 
-483898 CAPACITOR, fixed: 10/24/45 RELGAL38 16-C-47321-9590 3DASUC-97.29 |CSF [2529-3 CEM {744-844 alto MK-33 
paper dielectric; 500,000 amf plus 20 minue 10%; 600 [RE13A488 
vdew; HS metal can; case 1 13/16" lg x 1" wa x 7/8" by 
oll impr and filled; two solder lug term 5/16" 4 on ! i | 
Ibottom of case 1" from c to ¢; no int gnd connections; | 
two mtg ears 3/8" wd integral w/bottom of case w/two 
3/16" iam mtg holes on 2 1/8" ctr; same as 
INT-48704-A except fer ncn-symmetrical tolerance. | 
-483899 CAPACITOR, fixed: 10/24/45 REXBAL63 
paper dielectric; 8,000 amf plus 10 minus 3%; 600 RELZA4ES. 
vdcw; HS metal can w/ine tube; case 1 1/4" 1g x 1/2" 
diam; mineral). o{1 impr and filled; two axial wire H 
1. leade; ne int gnd connectiona. 
~483699~10 CAPACTTOR, fixed: 10/24 /45 REKGALG3 16-C-2356-9796 csr | PPx24B cpm | 744-871aLt0 ME-33 
‘ REL3A468 { 
[NT-483899 #/8,000 mmP p/m 06 i 
~483900 CAPACITOR, variable: 20/24 /u5 26-C-63926-9271 cey [5457 cze | 54571861 REE 
ceramic; rotary type, single sect; 1.5 to 1® mf; | 
300 vdcw, 500 vdct; temp ceef minus 33@ mf/mf/°C; 
7/8" le x 0,671" wa x 0.312" h; solder lug term; two | 
0.128" diem holea in base en 0.437" mtg/c; acdr slot 
adj; ceramic base, 
if 
\ 
L name - = a 
SHEET 46-1093 
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| 
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[ 
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483901 CAPACITOR, fixed: 10/25/45 RELBA139 CAW | 2009 CRP | spec S~35-5458 
paper dielectric; 8 mf plue 20 minus 10f; 2000 vdew; | RE13A488 rev 
HS metal can; case 3 3/4" lg x 3 3/16" wd x 4 5/8" h; 
oil impr end filled; two por ine stud term 3/4" h 
on top 2" c to c; no int gnd connections. 
-483901-10 CAPACTTOR, fixed: 10/25/45 RELBA139 16-C -51484 -5923 3DB8-25 CAW | 2009 TDY 
NT-483901 w/8 mf p/m 10%. RE13A488 | 
1 L 
-483902 (CAPACITOR, fixed: 10/23/45 [RE4GA163 
paper dielectric; 52,000 mf plus 10 minus 3%; 600 IRIEL 3A4B8 
lydcw; HS metal can w/ine tube; case 1 5/8" 1g x 7/16" 
diam; mineral oil impr and filled; two axial wire 
leads; no int gnd connections. 
-483902-10 CAPACITOR, FIXED: 4/18/49 16-C-44299-8210 CSF |Px2kB CBM | 744-686 Mk-39 
Navy Type 483902 w/52000 mmf p/m 20%. Mod 3 
. 
-483902-20 CAPACITOR, fixed: 10/23/45 FELBA163 16-C-44299-8210 CSF |PPx2ks CBM {74h-686a1to MK-39 
za NT-483902 w/52,000 maf p/m 20%. RE13A488 
= -483903 CAPACITOR, fixed: 10/26/45 REYBA349 
af mica; 100 mf; 500 vdew; case 11/32" lg x 7/16"diem; | 4.01, 
= metal case; one right angle metal term bent down 
= 
n 
1/16" in front of case and one radial lug term 1/16" 
Ne) lg, ea term w/open slot 3/64" 1g x 1/32" wa; #3-48 
=) tapped hole in one end; add suffix indicating 
ay capacity tolerance in per cent, 
j=) 
xo -483903-10 CAPACITOR, fixed: 10/26/45 RELA 349 16-C-28558-1503 | NL6-C-9923-58 CER |370A CHZ |CO-10831e8A2 OPA-2 
7 
> NT-483903 w/100 mmf p/m 10%. 16ch1 CAUR |A-43-15 ts-202/u 
4 
(2) 
483904 CAPACITOR, fixed: 10/25/45 
ceramic dielectric; 1000 amf; zero temp coef (tol p/m 
30) mmt/mf/°C; 300 vdew; case 0.812" lg x 0.25" OD; 
@xial wire leads; ceramic ine; add euffix indicating 
capacity tolerance in per cant. 
-483904-10 CAPACITOR, fixed: 10/25/45 16-C-18648-7172 CER |Hi-K style'L {CRP |§35-5559-1revd |S0O-5 
INT-483904 w/1,000 umf p/m 10%. CAY jT-7610944-2 SR 
SR-5 
-483905 CAPACITOR, fixed: 10/25/45 RE4BA357 16-C-31522-3550 
mica; 1500 mmf; 500 vdew; case 29/64" diam x 1/16” 16chi 
thk; metal case; one lug term on one side 1/k" lg x 
0,093" wd w/one elot 3/32" x 0.031"; three mtg prongs 
5/32" 1g x 1/16" wd epaced 120 deg apart on 3/16" 
rad; add suffix indicating capacity telerance in 
per cent. 
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SEsIENATION NAME AND  DEScHIPTION orsree'no | san no | STANBARP MWY bck Bo se: ho. | PSL, PRET™ [wean [Manuracruncrce | con | cottaacrors pws /equirMeNT | 
~4839¢5-20 APA f : 0/25 /%! E4BA3S7 { _ 
oes CAPACITOR Eine 1o/e5/k5 | RBHBA351 CBN | B831-B cRP | $35-556U-1 30-5 
nT-463905 w/15U0 mmf p/m 2% 16ChG i reve 
ee a oS i" = Somes aon ee bia +: — 
- 483906 CAPACITOR, fixed: 10/25/45 REY BALOT 16-C-46318-4820 CSF [5872 CRP |S-35-5524-lrevO |S0-5 
jpaper dielectric; 250,000 mmf plus 20 minus 10$%;115 |RE13A488 
vacw 60 cps; HS metal can; case 2 i/k"1g x 3/K" diam; 
! i 
mineral oil {mpr; two ins etude 1/4" 1g w/flc-32 thd, 
one centrally located on ea end; no int gnd connec- 
tion; oval fi 1 1/2" ig x 7/8" wa located 5/8" from 
one end w/two 0.157" holee epaced 1 1/8" ¢ toc. 
ra Fal =f 7 t ai 
- 483907 CAPACITOR, fixed: 10/26/45 IRE4BA283 16-0 -46371-9948 csr | 2547-6 cE4 | 74h -816 
paper dielectric; 250,000 umf plue 5, minus 1@%;1000 {RE13A488 
vdcw; HS metal can; case 2 1/h" wx } 3/4" wd x L"thk 
mineral oil impr and filled; two etud and nut term on | 
por pillars 3/4" kh x 3/4" c to c on top; no int gnd 
connections; adj and removable mtg bkt w/two holes 1 
neers 2 7/16" ¢ toc. | 
-483907-10 CAPACITOR, fixed: 10/26/45 FE4BA283 16-C-116350-6952 | Csr 2547-6 CBM {744-903a1t0 MK-39 
NT - 483907 w/250,000 mmf p/m 10%. RE13A486 + } 
- 483908 CAPACITOR, fixed: 10/26/45 HE13A486 
peper dielectric; 1 mf plus 10 minue 3%; 1000 vdcw; (RE4GA283 
iS metel cen; case 2 3/4" h x 2 3/4" lex 1" wd: ' 
| 
i 
mineral oi2 impr and filled; two stud and nut term on i j 
por pillars 3/k4" h, 3/4" c to c on top; no int gd : 
connections; adj and removable mtg bkt w/two H 
i 
[9/32" x 3/16" slots, 27/16" ¢ toc. 
-483908-10 CAPACITOR, fixed: 10/26/45 RELBALB3 16-C-486820-6952 CSF | 2547-8 CBM | 744-901a1to ME-39 
INT-463908 w/1 mf p/m LO%. RELZAKEB | 
~483909 CAPACITOR, fixed: 10/26/45 REL A283 
paper dielectric; 500,000 mmf plus 10 minue 3%; 1000 |RE13A488 
vdcw; HS metal can; case 2 3/k" nh x 1 3/K" lg x 1" 
wd; mineral oil impr and filled; two atud and nut 
term on por pillera 3/4" bh x 3/4" ¢ to c on top;. no 
int gid connections; adj and removable mtg bkt w/two 
9/32" x 3/16" slots, 2 7/16" c toc. 
L con't 
~— Ee: a no ae = a ao 
{ me 4 
t 
J is 
| | 
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NAVY TYPE NAVY DWG STANDARD NAVY eso ASO SIGNAL CORPS }y 0, 
PART NUMBER |Tracton OR PART NO USED IN 


DESIGNATION NAME! “ANO "DESCRIPTION OR SPEC NO dARS NO. stock NO sTOCK NO STOCK NO STOCK NO 


-483909-10 CAPACITOR, fixed: 10/26/45 (RE48A283 16-C-47300-6962 | CSF 2547-7 CBM |744-902a1to MK-39 
NIT-483909 w/500,000 mmf p/m_10%. RE13A488 


-483910 CAPACITOR, fixed: 10/29/45 REL8A307 16-C-51452-3910 cag | D221566-1 COL | 234 0123 OOrevO | TDE 
paper dielectric; 8 mf plus 10 minus 3%; 330 vacw; REI3A488 DH-2 
HS metal can; case 5" lg x 2 19/32" diam; oil impr; TDH-3 
two radial leads 6"lg, 5/16" from one end; no int gnd! TH 
connectiona; cylindrical mtg dkt w/fl curved on 
2 5/8" rad and two 7/32" diam holea 11/4" c toc. 


-483911 CAPACITOR, variable: 10/29/45 16-C-6 1283-2241 jN16-C-12428-25 CDB |GC-1805 crv | PW11-9B TEC 
air; plate meshing type, single sect; 33 to 150 maf; CDB 1800~3813ieeB 
SLC; 0.500" air gap; 16" lg x 6 3/4" wa x 8 13/16" 


h shaft 3/8" diam x 2 5/8" 1g; round shaft adj; 
twenty-one aluminum plates; 360 deg rotation; 


aleimag 196 ins; solder lug term; tvo mtg ft on top 


and two on bottom w/three holes ea 1 1/2" c toc, 
15 3/8" between mtg ft. 


L # LNAWa]lddNS 
(¥)601'006 SdIHSAWN 


-La3912 VARIABLE AIR CAPACITCR: 10/3¢/u5 Le-C-63451-3971 Cw | D-152385 Cu | BA-106887 iss 3 | MK-13 Mod 
air and mycalex; plate meshing type, & sect, 5 term; 
term 1, 2, 3 cr 4 to und 5.3 mf, terml, 2, 3 or & 
to 5, 0.75 to 2.25 mmf when rotating, term 1, 2) 3 
and 4 to 5, G.0 maf, term 5 to gnd, 9 mmf; 0.0155" 
air gap; 21/2" diam x 2 1/4" le shaft 3/3" aiam x 


33/4" 1g; round shaft adj; one rotor plate, mycalex 


or mycalite, two stator plates, steel, one divided 


inte 4 sectors; 5 etud term; 3 mtg holes #6-32 tha 


5/16" a arranged on 1 1/4" diam circle 120 deg apart; 
same as Navy Type 692944 electrically but has longer 


shaft and shorter term 5. 


-483913 CAPACITOR, fixed: 10/30/45 RELBA354 16-C-21437-4961 CMR (937-4 CzEB {525-1951e86A OBS (2) 


electrolytic; two sect; 4/8 mmf; 450/450 vdew; work- |JAN-C-62 
ing temp range minus 40°C to plus 85°C; case 2 11/16"} ejec 


lg x 1 3/8" diam; HS metal case; four plug-in term 
9/16" 1g on bottom; #2 term blenk; plug-in mtg. 


-483914 CAPACITOR, fixed: 10/30/45 RE4BA354 16-C-20119-1232 CMR | 937-2 CZE | 525-157 ops 
electrolytic; 80 mf; 450 vdcw; working temp range JAN-C-62 
minus 40°C to plus 85°C; case 4 7/8" 1g x 1 3/8" elec 


diam; BS metal case; four plug-in term 9/16" lg on 
bottom; two term blank; plug-in mtg. 
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eee NAME AND DESCRIPTION [etme] aan wo PPE Sek Go: | wick “ho | MERE ORE [ran] Manerectantees | cen Teenie | taean" 
-483915 CAPACITOR, fixed: ” 16/30/45 iREBGAISU | 16-0 -19918-9689 | aa ae SH cise foBs 
electrolytic; 40 mf; 450 vdew; working temp range JAW-C-62 | j 
minus KOC te plus 6580; caee 3 15/16" le x1 3/8" | erec | t 
| i H 
diam; HS metal cease; four plug-in term 9/36" lg i i ; 
on bottom; term ine from case, two term wlank; piug- H | i | 
pf mt ae | 
-4339 16 CAPACITOR, fixed: 10/30/45, REGBA163 \ - | i — j — _ “ile | : vee ne 7 
peper dielectric; 1000 maf plus 10 minus 3%; 600 REL3A488 i | i | | 
vdew; HS metai can w/ine tube; cese 1 3/8"lg x 5/b" | | 1 i i 
}diam; mineral oil impr and filled; two axiel wire | | | 
leada; no int gmd connections. j ' | 
-483916-15  |CAPACITOR, fixed: ~ 10/30/45 REGSALE3 [6-0-3997 1kOan5 | . qo } ™~ } OBy (6) 
wow | NT-483916 w/1000 mmf p/m 15h. RELZA4GS | _ = | I . 
~483917 CAPACITOR, fixed: 10/30/45 REEGA163 a _ : e ’ } 
paper dielectric; 30,090 maf piua 10 minus 3%; 690 RE13A488, | ' { 
vdew; HS metal can w/ine tube; case 1 3/8" lg x 5/8" | Hl i 
i | 
- diam; minerai oil impr and filled; two axial wire | | 
S ieade; no int gnd ponmeet ions: = ; | ke _ aia { _ as 
C ~483917-10 CAPACITOR, fixed: 10/30/45 REL8A163 1G6-C-4 34-99-2930 | cor OBs (4) 
— ___[NP-483917 w/30,000 mm? p/m 106. ___ | REL3AN88 iL sa fee __ | : 1 fear : a 
n CAPACITOR, fixed: 10/30/45 {ehBA163 | i j | : 
paper dielectric; 15,000 mmf plue 10 minus 34; 600 | RN13A488 | i 
BS vdew; HS metal can w/ins tube; case | 3/8" lg x 5/8" | | i 
i) 
= diam; mineral oil impr and filled; two axial wire 5 i 
SO = __[leade; no int gnd connections. — = } 7 { _ | : | | ie 
> -483918-~5 CAPACITOR, fixed: 10/30/45 \RELGAIG3 jf 16-C-42885-1310 | \ OBE 
— - NT-h83916 w/15,000 amt p/m 5%. REL3A488 = ee il fe OB PSG = | Wid atte 
-483919 CAPACITOR, fixed: 10/30/45 REAGAZB1 { f i 
paper dielectric; 4 mf plue 10 minus 3%; 1,000 vdew; |RN23A488 
BS metal can; case 4 3/4" h x 2 1/2" 1g x 1 3/16" 
wd; mineral of) impr and filled; two atud ana nut | | | 
term on por pillare 7/8" h and 13/16" c toc on 1 
top; no int @nd cennectione; two removable bki: ea 
w/mtg stud 4" c to c. 
-483919-15 CAPACITOR, fixed: 10/30/85 RELGASBL }i6-C-9976-9h96 | nan Cor” 7eiy OZE585-B5i sed oT (6) | 
Wr-h93919 u/s m? p/m 156. JRELIAMSS | L | i 
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NAVY TYP! NAVY DWG STANDARD NAVY so . . " 
Nguien NAME AND DESCRIPTION on Shee'no | JAN No Seek No stock WO | ebcx no | MEN CORP? furan [MANUFACTURER'S || con | conmmactans ows | equieMenT 
sf 
-483920 CAPACITOR, fixed: 10/26/45 RE1ZAK88 
paper dielectric; 1.05 mf plus 10 minus 3%; 220 vacw;|RE48A299 
¥S metal can; case 3" lg x 1 1/16" diem; oil filled; 
one solder lug term at ea end; no int end connec- 
tion; one tangent mtg bkt w/a slot 19/64" wa x 1/e"d. 
os —)- te 
-483920-5 CAPACITOR, fixed: 10/26/45 RELBAZ99 16-C -48856-2810 cD VC~1164C cD SK-4963 CW-55AHH 
NT-483920 w/1.05 of p/m SP- RE13A486 
483923 CAPACITOR, fixed: 10/30/45 REWBA506 16-C -54867-9215 cD; 11434 cD | SK-4670revA Qcu-1 
paper dielectric; four sect; 1/3/3/1 nf plus 10 RE13A488 cD vc-270 NM-13 
minus 3%; 600/600/600/600 vdew; HS metal can; case ihaga 
2 13/16" h x 3 7/8" 1g x 2 5/8" wd; oil filled; five NM-15 
stud and nut term on top; no int gnd cennections. WEB 
~483922 CAPACITOR, fixed: 10/30/45 RE13A488 - 
paper dielectric; two sect; 100,000 amf plus 10 minus REASASOT 
3% ea sect; 1,000 vdcw ea sect; HS metal can; case 
7/8" nh x 2" 1g x 13/4" wa ; mineral oi] impr and 
filled; four solder lug term on top; no int gnd 
connections; two mtg ears w/ 3/16" diem hole in ea 
ear, holee 2 3/8" c toc. | ; 
-483922-10 CAPACITOR, fixed: TO730785 REWBA507 16-C-531 76-6748 cst |2XDMRTAW1O-.1 |CSL | P5262iasa Qcu-1 
MP-483922 ¥/100,000/100,000 mmf p/m 10%. RE13A488 -10 | 
-483923 CAPACITOR, fixed: 10/31/45 REWSA325 [ 
paper dielectric; 750,000 maf plue 10 minus 3%; 600 |RE13A488 
vdcw; HS metal can; case 9/16"wd x 1 3/4" 1g x 2 1/2" 
8; mineral oil impr and filled; two rivet lug term, 
located on bottom; no ‘nt gnd connections; channel 
mtg bkt w/two 0.144" diam holee 2 1/8" c tec. 
~483923-10 CAPACITOR, fixed: 10/31/45 REL3AK83 16-C-462k7-2852 cGr | 772i CZE | 525-1e4iesA OBI (4) 
NT-483923 w/750,000 mmf p/m 10%. REUBA325 
-483¢24 CAPACITOR, fixed: 10/31/45 REMBA2B1 
paper dielectric; 2 mf plus 1@ minus 3%; 600 vdew; HS}RE13A488 
aetal can; case 3 3/8" h x 1 13/16" lg x 1 1/16" wa; 
mineral ofl impr and filled; two stud end nut term oni 
por pillars 7/8" h and 13/16" c to c on top; no int 
g@nd connections; two removable bkt ea w/mtg stud. 
-483924-15 CAPACITOR, fixed: 10/31/45 RE4BA261 [16-c-hg214-7458 Teor | 7602 ican 525-B6isaA OBJ (3) 
NT} 4, /m 15%. RE13A483 
P-483924 w/2 umf p/m 15 __|REL3 _ st) = t me 
| 
1 \ \ 
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-483925 CAPACITOR, fixed: 10/31/45 RE13A488 
paper dielectric; 1 mf plus 10 minue 36; 600 vdew; RELGA326 | I 
HS meta} can; cage 9/16"wa x 1 3/4" 1g x 2 i/e" h; 
mineral eil impr and filled; two rivet lug term 
located on top; no int gnd connections; channel mtg 
wkt w/ two 0.144" diam holee 2 1/8" ¢ tec. J | 
~483925-15 CAPACITOR, fixed: 10/31/45 RENSA326 16-C-48634-7289 | car [7704-7 feze [525-259190A OBS 
NT-463925 w/l af p/m 154. 
es a 925 w/1 af p/n 15% RELZA4BB I =— _____| 
483926 CAPACITOR, fixed: 10/31/45 RE13A468 
paper dielectric; 800,000 maf plus 10 minve 34; 220 |RE4EAD99 
vacw; HS metal can; case 2 11/16" lg x 1 1/16" diam; i 
ofl filled; one solder lug term at ea end; no int gnd 
connections; one tangent mtg vkt w/alot 1/4" wa x 
fe" a. | 
~4B3926 -20 CAPACTTOR, fixed: 10/31/45 RELBA299 C-KBK64-4240 | ep | ¥c-1383A car | 525-316108A ons 
NT-483926_w/800,000_ mmf p/m 20%. REL3ZAU88 iZ 
-463927 CAPACITOR, fixed 10/31/45 RELGAZEL 
paper dielectric; 4 mf plus 10 minus 3%; 600 vdew; [| RE13A488 
HS meta} can; case 3 3/8" h x 2.1/2" 1g x 1 3/16" wa; 
mineral oii impr and filled; two stud and nut term { 
on por pillars 7/8" h, 1 1/16" c to ¢ on top; no int 
gnd connections; two removable bkt ea w/mtg stud 
#10-32 thd. i 
-483927-15 CAPACITOR, fixed: 10/31/45 REBAZOL 16-C-49978-9207 Toor 760% Can $505-155iaeA ‘(OBI 
wr-463927 w/4 mf p/m 15%. RE13A488  { { _ L 
483928 CAPACITOR, fixed: 10/32/85 RERGALLS | CMR ° OBS 
CANCELLED: same ao NT-481070. 
= 7 + pe : | 
483929 CAPACITOR, variable: 11/1/45 JAN-C-81 | CVilA070 { CBN OBS 
CANCELLED: use NT-4821517. | ! 
= 1 
483930 CAPACITOR, FIXED: al/i/ss 
ceramic dielectric; 200 mmf; zero temp coef (tol p/m 
30) maf/mra/°c; 500 vaew; case 0.86" Ig x 0.225" 
diam; radial wire leads; uninsulated; add suffix 
Indicating capacity tolerance in per cent. 
be —t 1 
-4.83930-10 CAPACITOR, fixed: 11/1/45 16-C-17690-4787 cBN | 8210 C2E | 525-119 OBJ 
INT-483930 w/200 mmf p/m 10h. 7 4 - “| 
en et ne ees oem aed eee = ee —-) 
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NAVY Dw Ti NAVY s 2 u % : ENT 
a MAME AND DESCRIPTION eae caancaee Sanco BrGee Male fo Sales as, <1) SRE RSE | ice | MANURE reRenes | Gee cnetierans Loe) RGUIN TT 
-483931 CAPACITOR, fixed: 11/1/45 RE48A110 
paper dielectric; 3 mf plus 10 minus 3%; 330 vacw; RE13A488 
HS metal can; case 3 7/6" h x 1 13/16" lg x 1 1/16" 
wd; askeral impr oil filled; two solder lug term 
133/64" h located on top; no int gnd connections. 
483931 -10 CAPACITOR, fixed: LiL is REMGA110 16-C-L9573-3920 ce | 2lr269 CRP | $-35-5279-3isel | sc-3 
W-483931 w/3 mf p/m 10%. REL3A488 ai 
-483932 CAPACITOR, fixed: 11/1/45 RE4BA110 
paper dielectric; 5 mf plus 10 minue 36; 150 vacw; |REL3A488 
HS metal can; case 3 7/8" b x 21/2" le x 1 3/16"wa; 
ayn oil impr; two solder lug term 17/32" hb located 
on top; no int gnd connections. 
-483932-10 CAPACITOR, fixed: 11/1/45 RE13A468 16-C-50329-6089 co | 25R756-2 CRP |S-35-5h09ie83 | sc-3 
NT-483932 w/5 mf_p/m 10f. RE48A110 oe 
-483933 CAPACITOR, fixed: 11/2/45 
ceramic dielectric; 75 mmf; zero temp coef (tol p/m 
30) mf/mf/°c; 500 vdcw; case 1,3" 1g x 0.28" diam; 
radial wire leade; uninsulated; add suffix indicating 
capacity tolerance in per cent. | 
~483933-5 CAPACITOR, fixed: 11 /e7as 16-C-16848-9630 cBN | 614 oBs (2) 
NT-463933 w/75 mmf p/m 5b. 
— 
483934 CAPACITOR, variable: 11/2/45 16-C-63514-55e1 CFT | F-37946-14 CFT |F-37946-l4issA |DAQ 
air; plate meshing type, four sect; 20 to 255 mmf ea 
sect; SLY; 11 19/32" lg x 4 1/4" wa x 5 5/8" h shaft 
3/16" diem x 5/8" lg beyond can; round shaft adj; 
thirteen plates ea sect; solder lug term; three mtg 
holes in bottom of can for #12-24 tha ecrew on 
8 11/16" x 2 3/4" mtg/c. 
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NAVY TYPE - wavy owe STANOARO Navy | ESO ASO SIGNAL conrs |... | MANUFACTURER'S | Con | CONTRACTOR'S owG | EQUIPMENT 
DESIGNATION INAMEY “AND” DESCRIPTION ‘OR SPEC NO JANSON STOCK NO STOCK NO sTOCK NO 2 stock No IMFSR| pant NUMBER {Tractor On PART NO USED IN 
t 
483935, CAPACITOR, fixed: 11/5/45 RE4BA530 16-C-53745-10! 9 cg | e5ré0i-2 CRP } 35-369-leub2 vR 
paper dielectric; two sect; main eect (term 3-C) 15 jRE13ALS8 cRP | 35-5432-2 
i 
mr, booster sect (term €& of main eect to ve { H 
cennected in parallel w/main sect by ext strap 
between term two end three if necessary te bring 
total cap to 15 mf p/m 3%; 330 vacw; HS metal case; 
case 3 3/4" Ig x 1 3/4" wd x & 19/32" bj pyranol | 
filied end impr; three #i2-24 thd stud term 1 15/64" | | | 
h on ing pillers i" ¢ to ¢ on top; no int gnd | 
connections. = : i 4 { =. t i . 
483936 30/31/45 
ceramic dielectric; 47 mmf; var temp coef neg 45 to 
pos 30 mmf/me/°C; 500 vaew; case 0.46" ig x 0.2k" f 
diam; radial wire leads; unineulated; add suffix | | i 
indicating capacity teierance in per cent. | { 
= = eae > —a + ares = 
~483936-2 1/2 |CAPACIT@R, fixed: 70/31/85 16-C-16526-2312 | 16-c-31H1-2-2 r ! sng047-19 CER ICRV |M429660-laub 1 {MAR (20) 
NP-483936 w/47 mmf p/m 2 1/2. H Se Peak, pe RDR_(10) 
-483937 CAPACITOR, fixed: rif. /es REYBA309 | j cw -162795 CBM } 74k-31ieaito ace 
CANCELLED: uve NT-483006. }16cks L 4 
ee = aay L =o e | — 
~483938 CAPACITOR, fixed: Tif /e5 RELBALS 1 ; 
mica; 195 mmf; 200 vdew; case 1 1/32" max lg x 42/64" |L6Cko | | 
H i 
max wa x 11/32" max thk; molded bakelite case; one { | 
{ 
wire lead 1 1/2" 1g at ea end. L i 
~083938-B 3 \CAPACITOR, fixed: a/i/u5 jRBWGALSI 116-0-29238-1008 | | | 
| NT-483936 w/195 amf p/m 36; temp ceef ltr B. [Lécko H eenrreae 4 
THB353E “DL (CAPACITOR, fixed: ia rifijus” fREuBATSE on ‘16=C-89232-9210 ‘ow D-162363 (OW | ES-682075-5ise5 | @cc 
NT-483936 w/195 umf p/m 14; temp coef ltr D. 16cho | GGA 
{NOTE: WBA; WDA; WDA-1; WEB. i SEE NOTE: 
1483939 CAPACITOR, fixed: ~ 7a ]s5 fREAGAL TG 16-¢-53931-1040 | co | 26r721-2 CRP | 35-369-2eu2 | va 
paper dielectric; two eect; main eect (term 3-C) 25 REL34488 
mf, booster sect (term 2-C) Gh of main sect to be i 
| 
connected in parallel w/main sect by ext strap 
between term 2 and 3 if necessary to bring total 
cap to 25 mf p/m 34; 330 vacw; ES metal case; 
| 
case 3 3/4" le x 3 3/16" wa x & 19/30" h; pyranol 
filled and impr; three #12-24 thd etud term 1 15/64" 
h on ine pillere 1" c to c on top; no int gd } 
1 
connections, | + 
| | | 
4 Cae A 
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ae NAME AND DESCRIPTION ee Gasca: Lee eT a ee oe ee cea ies oe ee 
-483940 CAPACITOR, fixed: 1/5/45 RELBA1LO 16-C-48801-6253 co | 23F109 co | P-1763476-9rev11] TDP -1 
paper dielectric; 1 mf plus 10 minus 34; 1,500 vdew; |RE13A488 
IS metal can; case 3 7/8" h x 1 3/4” lgx 1" wa; 
pyranol filled; two solder lug term 1/2" h located 
on top; no int gnd connections. 
-483941 CAPACITOR, variable: 11/5/45 16-c -632C6-6461 ackh39a/a1/2 | CRK CRR | L-72799-2 ise V | DBF-1 


air; plate meshing type,three sect ea w/trimmer; 6 to 
35 mmf ea sect; SLC; 0.016" air gap; 4 23/32" lg x 2" 


wa x 3 7/16" h shaft 5/16" diam x 15/32" 1g; round 
shaft adj; three cad pl steel plates ea sect; 360 


deg clockwise rotation; ceramic ins; solder lug term; 


two mtg bkt ea w/ two #4-40 tapped holes on i 1/2" 
x 2 29/32" mtg/c. 


t # LNIW31dd NS 
(¥)601'006 SdIHSAVN 


~4839h2 CAPACITOR, variable: 11/5/45 16-C-62367-8120 achu3ga/a2/1 | CRE CRA | 1-72798-2i eax DBF-1 
air; plate meshing type, dual sect ea w/ trimmer; 
sect #1 6.5 to 39.6, sect #2,6 to 36; SLC ca sect; 


@.018" air gap; 3 1/8" 1g x 2" wd x 3 7/8" h ohaft 
0.369" diam x 15/32" lg; round shaft adj; three cad pl) 
eteel plates; 360 deg counterclockwise rotation; 


ceramic ine; solder lug term; two mtg bkts ea v/ two 
#4-4O tapped holes on 1 1/2" x 1 15/32" mtg/c. 


as 

483943 CAPACITOR, fixed: 11/5/45 RE48A283 16-C-49601-9650 
paper dielectric; 3 mf plus 2@ minus 30h; 600 vdew; RE13A488 
HS metal can; case 3 7/8" h x 1 13/16" 1g x 1 1/16" 


wa; dykanol impr and filled; two etud and nut term 
on por pillare 7/8" h x 13/16" c to c on top; no int 


gnd connections; adj and removable mtg bkt w/two 


9/32" x 3/16" slots, 21/4" c toc. 


-483943-10 CAPACITOR, fixed: 11/5/45 RELEA263 16-C-49577-3109 3DB3 .16 cD | TIU-6030 : DBF-1 
WT-483943 v/3 uf p/m 19p. RE13A468 
-483944 CAPACITOR, fixed: 11/5/45 RE4BA128 16-C -53697-6555 


paper dielectric; two sect; 500,000 amf plus 20 minue|RE13A488 


1@4 ea sect;100 vdcw ea sect; BS metal case; case 


1 13/16" 1g x 1" wd x 7/8" bh; ofl filled; two 
solder lug term 1/4" h on top, spaced 1" c to c; 
both sect int gnd; two mtg ft 3/8" wd flush w/botton, 


y 
ea w/ 3/16" diam mtg hole spaced 2 1/8" c to.c. 


Con't. 
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-483944-10 CAPACITOR, fixed: 11/5/45 FE13A488 16-C-53614-6883 3DA500-19 caw 130 DBF-1 ( ) 
NT-483944 w/500,000 amf p/m 10% ea sect. RELBA128 | ed 
~483945 CAPACITOR, fixed: 11/6/45 RE] 3A488 16-C 54228-5909 > 
paper dielectric; two sect; 6 mf plus 10 minus 3% REY BA2Z06 oa 
ea sect; 400 vdcw ea sect; HS metal can; case 2 5/8" O 
lg x 2 3/8" wa x 37/8" hy ofl filled; twe solder 
lug type term located on bottom of case spaced 1" G) 
¢ toc; both sect int gnd; four #6-32 thd holea 1/k" 
a on 2” x 1 3/4" bbtg/c on bottom. H 
[ieee 3 e/ ay _ —_ 
-483945-10 CAPACITOR, fixed: 13/6/45 RB4BA206 16-C-54229-8216 CAW | A15066 DBF-1 7 
NT-4683945 w/6 mf p/m 10 ea sect. RE13A4868 i 
i— L 4 4 
-483946 CAPACITOR, fixed: 11/7/45 REYBALOT 16-C-53k91-9810 cco} a4F201 SU-2 Zz. 
paper dielectric; two sect; 750,000 mmf/375,000 REL3A488 
mmf plus 10 minus 3%; 8,000/16,@00 vdcw; BS metal can; > 
case 9" h x 8 1/8" 1g x 6 3/8" wd; pyranol filled; < 
one term 4 15/32" bh and one 3 13/32" bh atud and 
nut type w/ 3/8"-16 thd, mtd on por pillers located _ 
on top and epeced 4" c to c, aleo 1/k"-20 thd gna =< 
ecrew on top; one aide. of ea capacitor common and O 
gnd int; four 5/16" diam holes in top on 7 1/2" x ITI 
5 3/4" mtg/c and four 5/16" diam mtg holes in bottom i i 
, | 
on 8 3/8" x 5 1/8" otg/c. 
-483946-3.0 CAPACITOR, fixed: 1a/7/*s REGAL 27 cc 4Fe01 CEM 4} 744-5 37a | aa 
“NP-483946 w/750,000 mmf/375,000 ml p/m 106. REL3AUB8 Mm 
-483947 CAPACITOR, fixed: 13/7/45 REGAL 3 ( ) 
mica; 4230 mmf; 500 vdcw; case 53/64" 1g x 53/64" 16cho 
wi x 9/32" d max; molded bakelite case; two axial re) 
wire leads. - | | ‘@) 
-483947 -ALO CAPACITOR, fixed: 11/7/45 REKGA143 16-C- 32526-3225 ce Ofaw CHL |47A0381e0A RCB Z 
NT-483947 w/4230 mmf p/m let; temp coef ltr A. 16cho ore 
a < ee cae mt rf C) 
-483948 CAPACITOR, fixed: 11/7/45 RELAA 143 
mica; 2030 mmf; 500 vdew; case 53/64" lg x 53/64" wa |16cho 
x 9/32" d max; molded bakelite case; twe axial vire < 
leade. | 
,—| 
-483948-Al0 CAPACITOR, fixed: 1/1/45 REL BALL 3 16-C- 31828-9359 cp jiw CHL | 47A0371e68A RCB T 
-48394 5 : .6C, 
. NT-483948 7/2030 amr p/m 10%; temp coef ltr A 16cho {ts a L | FO 
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= 
NAVY TYPE NAVY OWG "T sTANDARD NAVY —s 0 : ~] 
NAME CAND DESCRIBTION Aen ASO SIGNAL CORPS MANUFACTURER'S | Con. [ CONTRACTOR'S DWG | EQUIPMENT 

DESIGNATION OR SPEC NO 4 ° stock NO STOCK -NO sTocK NO STOCK NO MFGR PART NUMBER TRACTOR OR PART NO USED IN 


———— 


-483949 CAPACITOR, fixed: 11/8/45 RE4BA315 16-C-19908-1201 4N16-C-9685-13 3DB40- 33 CMX }3D552-1 B-270020-3revE 
electrolytic; 40 mf; 40 vdew; working temp range JAN-C-62 CMX {16B20sub0 
minus 20°C to plue 65°C; case 1 3/k" ig x 1" wa x elec 


7/8" h; metal case; two ine solder lug term on top 
spaced 1" c to c; both term ins from can; two mtg 


ft on bottom, 3/16" diam hole in ea, on 2 1/8" mtg/c. 


+ a we pen voces Leet 
-483950 CAPACITOR, fixed: 11/8/45 REKBAZ341 16-C-20612-1601 ce co 


electrolytic; 400 to 450 mf; 110 vacw, 60 cyc; JAN-C-62 


K-5628644aDrevi2j SP (2) 


working temp range minus 20°C to plus 65°C; case elec 


4 1/8" 1g x 2" diam; metal case; two solder lug term 


0.44" h on top; term ing from can. 


———4 st ———} see 
-483951 CAPACITOR, variable: 11/8/45 16-C-60233-6726 cra | aRL-7 caz |CO-798revD-6 
air; plate meshing type single sect; 4.5 to 75 mmf; cuc |APC-75 
SLC; 0.015" air gap, 600 vdew;l 11/32"1g x 15/16" wa CRE 


x 1 7/32" h ahaft encl in housing w/eplit buehing 
and hex nut 13/64" diam x 17/32" 1g o/a locking 
type; scdr adj; twenty eilver pl brass plates; 360 


deg rotation; ceramic ins; post term for stator, lug 
term for rotor on RH aide; two mtg studs w/#4-4O thd 
on 21/32" mtg/c. 


1 
~4.83952 CAPACITOR, fixed: 11/6/45 RE48AL75 116-C-54432~8664 caw | 618 ccc | 8A42198ieeB AN/APR- 


paper dielectric; three sect; 100,000/100, 000/100, 000] RE13A488 5Ax 
maf plue 10 minus 3%; 600/600/600 vdcw; HS metal cen; 


case 1 3/k" lg x 11/2" bh x 9/16" wd; castor oil impr 
and filled; three ine solder lug term 1/2" ec toc 


along bottom ctr line; one side of ea sect is common 
land gnd to can; two integral mtg ft on bottem 
with 5/32" x 5/32" slot In ea 2 3/16" c toc. 


~483952-20 CAPACITOR, fixed: 11/6/45 TREL3AN86 16-C-54163-G200 | 
INT-483952 w/100,000 mmf p/m 20% ea sect. \RE48A175 i 
-483953 CAPACITOR, fixed: 11/7/45 RE4BA508 


paper dielectric; two sect; 50,000 mmf plus 10 minus} RE13A488 
34 ea sect; 2000 vdcw; HS metal can; case 2 1/4" h x 


1 13/16" 1g x 11/16" was oil filled; two solder 
lug term on glaes buehinge 1 7/16” h on top 3/k" 
c to c, also solder lug for gnd connection on side; 


one side of ea sect common and gnd int. 


-4.8395 3-10 CAPACITOR, f£1xed: 11/7/45 REKBA508 16-C-52992-7087 CSF }|C-220005 crR |c-220005rev0 DBF-1 
NT-483953 w/50,000 mmf/100,000 mmf p/m 10%. RE13A488 
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NAVY TYPE NAVY RWG cd " : I. 
ouinaticn NAME AND ESCRIPTION [edeecias | 3am Me || RRR! ch Go | catch wo. [Stee nes [meen | MAU mtanR® [meal SMe cron sone | SUMRRT 
— 2 t al 
-483954 CAPACITOR, fixed: 11/8/45 RE4BA2ZIB 16-C-46512-8210 cW | D-164642 CW | ESL6475901sa12 | MK-12 
paper dielectric; 300,000 mmf plua 10 minus 34; 4OG | RM14A4RE | { { Mod 3! 
vdcw; HS metal canj case 2 3/8" hx 11/2"lg x 1" i H ( 
| 
wi; oil filled; two hooked wire term on top; no int i i | 
gnd cennectiens; two mtg studs on top spaced 0,995" I 1 
c tec. 
~ | = poesnesmerraes (ae \ aot 
- 483954 -20 CAPACITOR, fixed: 12/8/45 RELSALIB 16-C-46565-6336 ‘ cw CH 647590 jasi2{ 
“ } 
NT-483954 w/ 300,000 mmf p/m 20h. RBLIALGB { 
fee T 
~483955 CAPACITOR, fixed: 11/8/45 RE4LBA11O 
paper dielectric; 2 uf plus 10 minus 36; 400 vdew; | REL 3A468 
BS metal can; case 2 1/8" h x 1 3/16" 1g x 1 1/16" wad 
! i 
o/a; eil filled; two solder lug term 5/8" 1g lccated 
on top; no int gd connections. i 
| aa - —— po ene + —— SSeS SS 
-483955-20 CAPACITOR, fixed: 11/8/45 RENGALLO 16-C-49225-5576 CAW | 4O9R-2 Caw |13189 PF 
[WT-483955 w/2 mf p/m 20g. IRER3AUBE 
- 483956 CAPACITOR, fixed. 11/8/45 IRELS A357 i H 
mica; 25 umf; SOO vdcw; vase 29/6%" diam x 1/16" thx; |16CH1 } | 
Imetal case; ene lug term i/k” 1g x 3/32" wi es aide | 
lof caso spaced 180 deg apart, one w/ open alot 3/6)" 
I | | H | i | ] | 
i | 
lg x 1/32” wd; three mtg pronga 5/32" lg x 1/16" wd i i | | | 
1 
apaced 120 deg apart on 3/16" rad; add suffix Indicat | 
ing capacity tolerance in per ty 
as 1 io 
-483956-10 CAPACITOR, fixed: 41/8/45 RE4BA357 1.6+C-26949-1077 5-0-9796 3D9025-84 CER | 370M cw ¥S-9943L70ie83 Agaiseeas 
NT-483956 w/25 mmo p/m 10%. L6CKR CBN | 3831 a BA-107310-3A- 
CAN | M32 70ieak i 
-433956-20 CAPACITOR, FICE: 5/7hB REWBA37A TS-C-9799-157 Yea 375-4 I j 
e 483956 v/25 omf p/m 20%. 
me 
-483957 ICAPACIVOR, fixed: 11/8/45 RELGALL2 CAN | AA2-50 CHZ |CO-1006revc TCS-6 
CANCELIZD: for replacement use Ni'-483547. 16cho cp |9L 
csL |xa4 
4. 8 fe 
eh 6 6 = oe ¥ 35-50 SG 
-483958 CAPACITOR, fixed: 11/9/45 REWBAZK1 16-C-20461-9536 |N16-C-9697-31 co | 5826960ac3 cRP | 35-5082 
electrolytic; 200 te 220 mf; 110 vdew, 60 cyc; JAN-C-62 
working temp range minus 20°C to plus 65°C; case elec 
3 1/8" 1g x 15/8" diam; metal case; two solder lug 
term en top;term ins frem can. | 
483959 CAPACITOR, fixed: (11/9/45 RELBALSE | 
mica; 240 amf; 500 vdew; case 51/64" 1g max x 15/32" |sAN-c-5 
wd max x 7/32" d max; molded bakelite case; two 
axial wire leads. ie = a ! 
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NAVY TYPE 


NAME ANO DESCRIPTION 


STANDARD NAVY 


SIGNAL CORPS: 


MANUFACTURER'S 


Co CONTRACTOR'S OWG 
TRACTOR OR PART NO 


EQUIPMENT 


t # LNIWAIddNS 
V)601'006 = SdIHSAWN 


a 
if 


\ 


DESIGNATION STOCK NO STOCK NO PART NUMBER USED IN 
-483959-Al10 CAPACITOR, fixed: 11/9/45 16-C-29454-9271 CEW | cM-0002cieg0 
NT-483959 w/24O omf p/m 10%; temp coef ltr A. HAN-C-5 
-483959-B5 CAPACITOR,, fixed: 11/9/45 16-C-29449-8796 | 116-C-9973-15-5 3K2024112 CG = | K-273362-633rev7| SR 
NT-483959 w/2kO mf p/m 5%; temp coef ltr B. N16-C-8272-70 SM-1 (2) 
N16-C-9973-21-3 
| 
-483959-B10 CAPACITOR, fixed: 11/9/45 16-C-29454-9276 | ¥16-C-9973-17 cay |7-7610938-6 SR (5) 
NT-483959 w/2kO umf p/m 10%; temp coef ltr B. sRr-5 (5) 
-433959-C9 CAPACITOR, FIXED: 1/21/89 16-C-294h9-S8O1 3k2024132 CRP [5-35-5020 isa l jha-do1A/ | 
Navy Type 483959 w/2hO mmf p/m 5%; temp coef letter C] PS -1E 
AN/TPS-1B 
~-483959-D2 CAPACITOR, FIXED: 12/16/47 16-C-2944h-7 326 QHB 
Navy Type 483959 w/2k0 mmf p/m 26; temp coef 
letter D. is 
~483959-35 CAPACITOR, fixed: IREYBALLE 16-¢ -294lg -8806 DAS -4 
NT-483959 w/2hO mmf p/m 5h; temp coef ltr D. 
-483960 CAPACITOR, fixed: 11/9/45 REYBALLE 
mica; 6000 mmf; 2500 vdew; case 1 3/k" ig x 15/16" fL6cha 
wa x 15/32" hj molded bakelite case; two #6-32 thd 
Jrcles 2 1/4" c to c for term and mtg; incl cylindrical 
stand off ina 3/8" diam x 1/2" 1g w/ screw at ea end. i 
-483960-B10 CAPACITOR, fixed: 12/9/45 16-C- 32858-9467 SR 
NT-483960 w/6000 omf p/m 106; temp coef ltr B I 
-483960-B20 CAPACITOR, fixed: 11/9/45 16-C-32864-2947 CAY | T-7610944-9 SR 
INT -483960 w/6,000 omf p/m 20%; temp coef ltr B. SR-5 
-483961 CAPACITOR, fixed: 11/9/45 |m8a363 
paper dielectric; 100,000 mmf plua 10 minus 34; 400 
vdcw; HS metal can; case 1 7/16" 1g x 11/16" dian; 
oil impr and filled; one flex wire term 1 3/8" lg 
w/eyelet at end; one side int gnd to can; one tangent 
mtg bkt w/one 0.144" diam mtg hole. 
-483961-10 CAPACITOR, fixed: 11/9/45 16-C-45773-7963 | NL6-RC-13794-21 cay | 11-D-3187-2 SR 
NT-483961 w/100,000 umf p/m 10%. SR-5 
-483962 CAPACITOR, fixed: 11/9/45 


paper dielectric; 100,000 mmf plus 10 minus 3%; 600 
vdcw; HS metal can; case 1 13/16" lg x 1" wd x 3/k"h; 


oil impr and filled; two solder lug term 5/16" h 
spaced 1" c to c; int gnd connection; two mtg ft 3/8" 
wd flush w/ bottom, ea w/ 3/16" diam mtg holes on 
21/8" c toc. 
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ee NAME AND DESCRIETION ae ee ad ee ee Oe ee et wl ee a 
-483962-5 CAPACITOR, fixed: 1/9/45 REUBAL29 16-C-45735-3080 jee ncaseics caw | 630 crr |RAGKO-i2-3issa [SR (2) '@ 
WT-483962 w/100,000 mar p/m 5%. RELJANCS cy | DYR-6010 CM | CC-20187-iaita |sR-5 (2) > 
CIE | 6BALO cay | ?-7621797-8 
L > 
- 483963 CAPAC (TOR, fixed: 11/9/45 RELBA23 | ' ae 
paper dielectric; 4 mf plus 10 minus 3%; 600 vdew; [RE13AKBB ' | eS 
HS metal can; case 3 1/4" h x 2 1/2" le x 1 3/16" wa; i 
castor ol] impr and filled; two etud and nut term on Gq) 
por pillars 7/8" h, i 1/8" © to c on top; no int and 
connections; adj and removable mtg bkt w/two holes 
31/2" e toc. | O 
1 -483963-10 CAPACITOR, fixed: 11/9/45 IREYBA283 i 16-C-49957-5891 CAW | 609MB JCAY | T-7610947-9 SR(6) 
wr-483963 w/h mf p/m 10%. REL 3AL88 4 CAY | P-7610938-15 SR-95(6) 
-483968 CAPACITOR, fixed: 11/9/45 RELGA2B3 Zz 
paper dielectric; 500,000 mmf plus i0 minus 3%; 3000 /REL3A483 
vdew; HS metal can; case 3 7/8" h x 21/2" 1g x | > 
13/16" wa; dykanol or mineral oi1 impr and filled; < 
Zz < 
> two stud and nut term on por pillare 1 1/4" h spaced 
aa 1 1/8" © to ¢ on top; no int gnd connections; adj and ; 
2c [removable mtg bkt u/two holes 3" ¢ to c. L < 
wo -483964-10 CAPACITOR, fixed: 41/9/45 RELBAZB3 16-C-47305-5338 | n16-RC-14185-21 CAW | 3009MS (cay T-7610947 U9 oR oO 
INT-483964_w/500,000 mmf p/m 10%. RE13A488 L cD _|JU-30005 SR-5 
= pe co oven pes ! - a 
Ne} 483965 CAPACITOR, fixed: 12/10/45 FEGBALLO 16-€ -50306 -9970 cG | a1Fa95 CRY | 6871978-1 sub 3 TI 
t 
S paper dielectric; 5 mf plue LO minus 2.63330 vacw;IS |RELJA4S3. 
_ metal can; case 3 7/8" hx 2 1/2" lg x 1 3/16" wd o/ay 
S j 11 
we) ha 
— dykanol “A” impr and filled; two rivet lug term f 
= located on top; no int gnd connections, 
_ EER Direc eae oe 
-482365-5 CAPACTTOR, fixed: 12/10/45 RELGA110 16-C-50291-3910 3DB5-2 ;cD =| KG~3050 C) 
wenn TT 483965 1/5 me p/m 5b. . RELZAKBS fa 
-483965-16 CAPACITOR, fixed: 11/10/45 REYGALIC 16-C-50333- 3910 cp | Ka- 3050 CAY SR 
Ir-483965 uv/5_ mf p/m 10$. [RELZAL88 | Ne fit 2 hs he J fi é [ov ee SRO. 7O 
- 483966 CAPACITOR, fixed: 21/10/45 REL3AK68 O 
paper dielectric; 100,0@0 umf plus 10 minue 3%; 400 |RB46A363 Zz 
vdcw; HS metal can; case 1 7/16" 1g x 11/16" diam; == 
oil impr and filled; one flex wire term 4" lg with C) 
eyelet at end; ene side gnd to can; one tangential i 
mtg bkt w/one @.144" diem mtg hole. “< 
~483966-10 CAPACITOR, fixed: 11/10/45 (REL 3A488 16-C-45773-7968 7 | CAY |c-1223 SR > 
INT-483966 w/100,000 umf p/m 10%. _ IRE4BA363 SR-5 
i = ' | i 
I i i i AI 
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| 
- 483967 CAPACITOR, fixed: 11/10/45 IRELBA129 


paper dielectric; 500,000 mmf plus 10 minus 3%; 600 |REL3A‘38 
vdew; HS metal can; case 1 13/16" 1g x1" wa x 7/8" 


hj oll impr and filled; two stud type term 3/8" h on 
side spaced 9/32" c to c; no int gnd connections; 
two mtg feet 3/8" wd, flush w/ dottom ea with one 
3/16" diam mtg hole 21/8" c toc. 


-483967-10 CAPACITOR, fixed: 12/10/45 RELGAL29 116-c-h7297-3136 3UKA500-125 | cay CAY |7-D-8541-2rev2 | sR 
INT-483967 w/500,@00 mmf p/m 10%. RE13A488 or 
-483968 CAPACITOR, fixed: 11/10/45 REY GA 326 


paper dielectric; 50,000 mmf plus 10 minus 3%; 600 RE] 30488 
lvdcw; HS metal can; case 1 5/16" 1g x 11/16" wa x 


17/16" hj mineral o11 {mpr and filled; two rivet lug 
term, located on top; no int gnd connection; channel 
mtg dkt w/two 5/32" x 3/8" slots 1 15/16" c toc. 


~483968-10 CAPACITOR, fixed: 11/10/45 RE 3AL88 16-€-44257-1093 CSL  |XKMR6-.05 SR 
hvr-483968 w/50,000 umf p/m 10%. REYSA 326 
- 483969 CAPACITOR, fixed: 11/10/45 REYBALT 4 


paper dielectric; 500,000 mmf plus 10 minus 3%; 600 |RE13A488 
vdew: HS metal can; case 1 3/4" 1g x 9/16" wa x 

1 11/16" hn; of] impr and filled; two solder lug term 
lon bottom; ne int. gnd connection; two mtg feet ea 


ni/ one 0.144" dian nole 2 1/8" c to c. 


BS ———— a i a 
-483969-10 KAPACITOR, fixed: 11/10/45 RELGALTY 16-C-4. 7297 -2862 caw 16183 CAY  |P-7610947-16 SR (3) 
pr#183969 v/ 500,008 nme p/n 10h, JEL 3A4B8 CRP |csg9584-1 rev J |SR-5 (3) 


-483970 CAPACITOR, fixed: 11/10/45 RE13A488 fas <a le aml ak 2 oa a al 


paper dielectric; 250,000 mf plus 10 minus 3%; 600 |RE4SAi74 
vaécw; HS metal can; case 1 3/4" 1g x 9/16" wa x 


1 1/2" n; of] 4mpr and filled; two solder lug term on 
bottom 1" c to c; no tnt gnd connection; two mtg feet 
lea w/ one @.144" diam hole 21/8" c tr. 
-483970-10 CAPACITOR, fixed: 11/10/45 REUBAITS 16-C-46347-2852 
INT-483970 w/250.000 umf p/m 10%. JRE 3A488 
-483970-20 CAPACITOR, fixed: 11/20/45 REL GALT 16-C-46377-7299 3DA250-77 . 3 CAW | 618B CAY  }T-7610947.4 sR(6) 
WWT-483970 w/250,000 mmf p/m 20%. RE13A468 CAY | T-7610938-8 SR-5(6) 
| CRR |C59584-3 revJ | AN/MPIN-1A 
ss) uE a (4) 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


NAYY DWG 
OR SPEC NO 


STANDARD NAVY 
JAN. NO, STOCK NO 


ESO 
STOCK NO 


SIGNAL CORPS. 
STOCK NO 


MFGR 


PART NUMBER 


MANUFACTURER'S | Con. 


TRACTOR 


CONTRACTOR'S OWG 


OR PART NO 


EQUIPMENT 


USED iN 


~483971 


CAPACITOR, fixed: 12/10/45 
paper dielectric; three sect; 100,000 mf plua 10 


Iminua 3% ea sect; 600 vdcw ea sect; HS metal cen; 
1 3/4" lg x 9/16" wd x 11/2" hs cil impr and titled; 
three solder lug term on bottem 1/2" c to oj three 
sect int gnd; two mig feet ee w/ one 0.1k4" diam hole, 
2 1/8" 6 toc. 


IRE GALT 


REI 3A468 


} Da 


~483971-10 


CAPACITOR, fixed: 11/10/45 
WT-483971 w/100,000 mmf p/m 10% ea sect. 


REBAI7E 
REL3A488 


16-0 54446-5162 


N16-C-12694 -609 


cAW 


T-T61L0944 -3 
Tha k52 


A-22 


sp( 3) 
SR-5( 3} 
s¥-1(3) 


~483972 


CAPACITOR, fixed: 11/15/45 

paper dielectric }500,000 mmf plue 10 minue 3%; S00 
vdew; HG metal can; case 2 1/16" nx 1 5/i6" lg x 
11/16" wa; caeter e1l impr and filled; two ine 
solder lug term 5/16" c to c on top; no int gnd 
connection; two tntegral mtg ft on top w/ 5/32" slot 


in ea 1 15/16" c toc. 


RELSAATS 


REL3ZA4BS 


~433972-10 


+ 
CAPACITOR, fixed: 21/10/45 
wr-483972 w/500,000 mmt p/m 10p. i 


REWGALTS 
REL3AKB8 


N16-C-11353-3 


oloB 


war ef 


- 483973 


CAPACITOR, fixed: 12/10/45 
paper dielectric; 3 mf plus 1O minue 3%; 8000 view; 
HS metal can; case 12 1/4" h x 13 9/16" le x 4 1/8" 
wh; ofl filled; two stud and nut term on por pillars 
39/16" h located on top ctr line 6 3/k" c toc; no | 


int gnd connection; two removable mtg stude 3/8"~1 


thd, 12 1/4" ¢ to ¢ slong ctr line of bottom. 


REGAASO9 
RE13A488 


qT. 


SLOG HG = 5 


“2 


-483973-16 


t 
CAPACITOR, fixed: i/19/45 IREABASOD 
INT-483973 w/ 3 mr p/m 0p. RELZAUSS 


~483974 


CAPACTVOR, FIXED: 11/10/45 { 


ceramic dielectric; % mmf; zero temp coef {tol p/m 30 


mmf /mfd/°C; 500 vdow; case 0.46" 1g x 0.2 diam; 
radial wire leads; uninsulated; add suffix indicating 


capacity tolerance in per cent, 


be 


-4B83974-10 


CAPACITOR, fixed: 


NT-483974 w/ 5 mmf p/m 9.5 mmf. 


16-92-4582; O45 


VALO-< 


{Clase D 


(GlOGYL=13 
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NAVY TYPE 
DESIGNATION 


— =5, 


NAME AND DESCRIPTION 


RAVY OWG 
OR SPEC NO 


STANDARD NAVY 


SANG eNO STOCK NO 


ESO 
STOCK NO 


ASO 
STOCK NO 


SIGNAL CORPS 
STOCK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con 
THACTON 


CONTRACTOR'S OWG | EQUIPMENT 


OR PART NO USED IN 


4 


-483975 


CAPACITOR, fixed: 11/10/45 
ceramic dielectric; 24 mmf; zero temp coef (tol p/m 
30) mmf/mf/°C; 500 vdcw; case 0.46" lg x 0.16" diam; 
two radial wire leads: uninsulated; add suffix in- 


dicating capacity tolerance in per cent. 


CAPACITOR, fixed: 11/10/45 | 


ht- 483975 w/2h mmf p/m 5%. 


16-C- 16176-8754 


N16-RC-11769-75 


CBN 


CAY 


T-7610991P34 SR 


CAPACITOR, fixed: 11/10/45 
ceremic dielectric; 39 mmf; zero temp coef (tol p/m 
30) omf/mf/°C; 500 vdew; case 0.46" 1g x 0.16" diam; 


two radial wire leade: uninsulated; add suffix tn- 
\dicating capacity tolerance in per cent. 


-483976-5 


CAPACITOR, fixed? 11/10/45 
UT-483976 w/39 mmf p/m 5%. 


16- 2-164d0-8754 


W16-C-6138-36 


CBN 


CAY 


T-7610862P17 SR 
SR-5 


-48397T 


CAPACITOR, fixed: 11/10/45 
ceramic dielectric; 2.2 umf; zero temp coef (tol p/m 
30) mmf/mf/°C; 500 vdew; case 0.562" 1g x 0.25" OD; 
two exiai wire leade; ceramic ina; add suffix in- 


dicating capacity tolerance in per cent. 


- 483977 -10 


_[wr-43977 w/2.2 umf p/m .22 mmf. 


CAPACITOR, fixedt 11/10/45 


16-C-15463-1961 


N16-C-6060 


POR. 2p/m. 22 


T-7610991P5. ‘(SR 


8 


oe 
-483978 


CAPACITOR, variable: 11/10/45 
air; plate meshing type, single sect; 5 to 26 umf; SIC{ 
0.008" air gap; 1 9/32" 1g x 31/32" wd x 1" h shaft 


1/4" diam x 25/32" 1g w/ 9/32" diam collar; round 
shaft adj; fifteen ailver pl brass plates; 360 deg 


rotation; ceramic ins; lug term; two mtg studs 7/32" 


lg w/ #4-4o tha on 21/32" mtg/c; micarta shaft matl. 


16-C-5923h4- 3641 


NL6-RC-14568-47 


ATR-10-1 


modified 


M-7412351-lrev4 |SR 
P-7708339rev3 SR-5 


483979 


CAPACIT@R, fixed: 12/12/45 


vdew; working temp range minue 20°C to plus 65°C; 
case 4 1g x i 1/k" diam; BS tubr metal cen; four 
yayonet term 3/8" 1g x 3/32" diam; #1 term neg, 


#3,5,7 term pos using standard octal socket; plug 


in mtg w/ universal mtg clamp pkt w/ 2 mtg ft 
spaced 180 deg 7/32” x 5/32" holes i 13/16" c toc. 


REYGA29L 


electrolytic; three sect; 20/20/50 mf; 400/400/50 TAN~C-62 


elec 


16 -C- 22632-8739 


N16-c-12723-26 


CSL 


20.147revE 


RESTRICTED 
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— = — 
oustew ation Hane AN DESCRIPTION omureta | 2am no | ARGU WSNT | arbcke Bo | sibce Soo | EASE °RS [wren | Miter Run” [rein | Yow "paar wo” | “Gene n” 
m T T 
-483980 CAPACITOR, fixed: 11/12/45 RELBALIO 
paper dielectric; 3 mf plus 10 minus 3%; 600 vdcw:  }RELSA“EB | ) 
| HS metal can; case 3" lg x 3" wd x i" h; of2 filled; j H { i | 
‘ { \ 
two 0.190"-32 thd atud term on top; no int gad i | 
connec tions. t 4 
= ——-—_} t : : 
~ 483980 -10 CAPACITOR, fixed? 11/12/45 REWBALLO 16-C-49577-8012 CAY | 1362533 CAY |3-0-1624-5rev3  |SR(25) 
NT-483980 w/3 af p/m lot. REL3AU88 CAY |15A3132-33revO  |SR-5(i5) . 
CAY |450968-80rev0 
a ae aes ———}— 
-483981 CAPACITOR, fixed: 11/12/45 RELSALLT 16-C- 48233-4735 CAY j£ 1256100 
paper dielectric; 75@,@0@ amf plus 10 minus 34; 2000 |RE13A488 | 
vdew; HS metal can; case 3" 1g x 1" wa x 3 1/8" 4; 
oil impr and filled; two stud type term 7/32" b 
located on top 1 1/4" ¢ to c; no int @nd connections; 
two mtg fl on wottom of case, ea w/ 7/32" diam atg 
i 
hole 31/2" ¢ toc. _ _ a scl | 
~463981-10 CAPACITOR, fixed: 11/12/45 IRELSALL? 16-C-48254-4735 {N16-RC-14225 CAY |S 1258100 cAY \P-7610960-14 gr(2) 
rt-483981_w/750,000 mmf p/m 10%. REL 3AKB8 i SR-5(2) 
- Tey T —y if 
~483982 CAPACITOR, fixed: 11/12/45 i | 
ceramic dielectric; 18 mmf; neg temp coef 750 (tol 
p/n 102) mat/mt/°c; 5@0 vdew; case 7/16" 1g x 7/32" | H 
diam; axial wire leads; ceramic ing; add euff!x 
cent i 
i ee ons oe ee 7 Jeo 
-483962-5 CAPACITOR, fixed: 11/12/45 jk6-C-16053-1223 | N16-c-8095~ CER |N750R18p/m.9 |CHZ {CO-759180A BL-4 
nt-483982 w/18 of p/m 5%- 1 BI-5 
i BL-6 
-483983 CAPACITOR, fixed: 11/12/45 
ceramic dielectric; 10 mf; neg temp coef 30 (tol p/m ' 
30) mmf/mt/°C; 2000 vdew; case 13/16" 1g x 5/32"dian; 
radial wire leads; unineulated; add auffix Indicating 
capacity tolerance in per cent. 
7 = aaa | ce ici) ” 7 | ae H ef 
~483983-5 CAPACITOR, fixed: 11/i2/b5 16-C-15917-5889 |N16-c -8092-20 can {810 CHZ |CO-677 iss © BL-3 
NT-483983 v:/ 10 maf p/n 6.5 maf. 
PO ese se cea Sk ee ee ee ee ee ee 
-463984 CAPACITOR, fixed: 11/12/45 
ceramic dielectric; 16 mmf; neg teap coef 750 (tol 
p/m 102) mns/mf/°C; 500 vdew; case 11/16" 1g x 7/32" 
diam; axial wire leads; ceramic ins; add suffix in- 
dicating capacity tolerance in per cent. 
. 
-483984.1@ CAPACITOR, fixed: 11/12/65 16-C-17086-5769 CER |N750L100p/mi0 |CHZz |C0-676reve BL-& 
NT-483984 w/10@ mmf p/m 104. BL-3 
N@IE: BL-5; BL-6. [ SEE NOTE 
[ | | 
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-483985 CAPACITOR, fixed: 11/12/45 REWBA1I2 
mica; 1,600 mmf; 2,500 vdew; case 1 3/k" 1g x 1 5/16"{16ChO 
wd x 7/8" h; molded bakelite case; two #6-32 thd 
holes 1 1/%" ¢ to c for term and mtg. 
2 | 
-483985-D5 CAPACITOR, fixed: 11/12/45 RE4BA112 16-C -31666..8935 CEL | xD CHZ |C0-686 iss BL-4 (3) 
nT~483985 w/1,800 omf p/m 5%; temp coef itr D. 16C4O BL-5 (3) 
a seer | eee (2) 
- 483986 CAPACITOR, fixed: 11/12/45 REYBAZ2i 
. mica; 1800 mmf; 1200 vdcw; case 1 1/4" 1g x 1 1/8" wdjiécho 
x 23/64" thk; molded bakelite case; two lug term ea 
lw/ one 0.173" diam hole; two mtg holes in case 0.144" 
diam 15/16" c toc. 
poet —_—— ~“ 
-483986-a2 CAPACITOR, fixed: 11/12/45 RELGA221 16-C-31661-1448 CSL )XQ1.2-218-2 BL-1 (3) 
NT-483986 w/1,800 mmf p/m 26; temp coef ltr A. 16cho . BL-2 (3) 
BL-3 (3) 
~483987 CAPACITOR, fixed: 11/12/45 REYBA221 
mica; 150 mmf}; 1200 vdcw; case 1 1/4" lg x 1 1/8" wa |16C4O 
x 23/64" thk; molded bakelite case; two lug term ea 
lw/ one 0.173" diem hole; two mtg holes in case 0.144" 
diam 1 5/16" c to c. 
-483987-A2 CAPACITOR, fixed: 11/12/45 REWBA221 16-C-28970-5648 CSL |xQ1.2-315-2 BL-1 
NT-483987 w/150 amf p/m 24; temp coef ltr A. L6ChO cD 4 BL-2 
BL-3 
+ —_________| — 
-483988 CAPACITOR, fixed: 11/12/45 RE4LBAL59 16-C-45814-9390 CSL | XIMAW75-.1-20 |CHZ | CO-1004 revD BL-3 
paper dielectric; 100,000 mmf plus 50 minus 10; 7500/RE13A468 
vdew; HS metal can; case 4 7/8" h x 3 5/8" 1g x 
31/32" wd; mineral ofl impr and filled; one stud and 
nut term on por piller 2 1/8" h located in ctr of top 
one side int; two mtg bkt gnd at top ea w/ two holes 
on 1 1/2" x 3 5/8" mtg/c. 
-483989 CAPACITOR, fixed: 11/13/45 RE4BA163 | 
paper dielectric; 1 mf plue 10 minus 34; 260 vacw RE13A488 
60 cps; BS metal tube; 1 3/4" lg x 2 1/h" diem; oil 
i 
impr and filled; one atud end nut term in ctr “f one 
end; one side int end. 
as 
-483989-10 CAPACITOR, fixed: 11/13/45 RE4BA163 16-C-48812-6110 cay |$-3318193-c cay |3-c-1825rev.6 | sR 
NT-483989 w/1 mf p/m 10h. REL3A488 SR-5 
4 
| 
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NAVY TYPE NAYY DWG iT RO NAVY Esso 3s 90 OR PS ANUFACTURER'S CON. CONTRACTOR'S OWG EQUIPMENT 
DESIGNATION NAME AND DESCRIPTION OR SPEC NO JAN NO Bock. NO stock NO erOEK ONG Sigtock NO MFGR | MeRT NUMBER | reacton OR PART HO USED IN 
r +. = a 
-463990 CAPACITOR, fixed: 12/13/45 FE13A488 
paper dielectric; 100,00@ mmf plus 10 minus 3%; 600 |REUAAKSS 
vdew; HS metal case; case 1 3/4" lg x 43/64" diam; 
mineral ofl Impr and filled; one wire lead on top 2" ' 
lg; int gnd connection; wkt for vert mtg 5/16" from 
{ top w/one 3/16" diam mtg hole $/16" off ctr. 
> “T 
~483990- 20 CAPACITOR, fixed: 12/13/45 REYBALBS 16-C-45807 -7319 CSL |) xD CIA ]NSA-@ichgO DBN 
NT-483990 w/100,00@ maf p/m 204. RELZAEB 
nema 1 WESTICTLaseEEEAASEEE GERD SE ERC’ SERED erie ete are 
-483991 APACITOR, fixed 12/13/45 RE4Y8A310 16-C-20927-2701 3DB1200-2 CMA | FP CIA | NSA-69chgo DBN 
electrolytic; 1200 mf; 3 vdew; working temp range JAN-C-62 
minug 20°C to plus 65°C; case 2 1/16" lg x 1" diam; elec 
tubr aluminum can; one solder lug term on bottom; neg 
term gnd int; three mtg eara apaced 120 deg on 0,368" 
rad. 1 i 
_ 4 Ai ——---~-} + 
-483992 CAPACITOR, fixed: 11/14/k5 IRESGALLS 
mica; 988 umf; 500 vdew; case 53/64" 1g x 53/64" we hécko | 
x 9/32" d max; molded wakelite case; two axlal wire 
leads. [ 
63992-D2 CAPACITOR, fixed: 11/1h/45 “Faevenats | 16-C- 31076-1249 cD ik cHC | 6296 RBG 
NP-883992 w/988 mmf p/m 2b; temp coet ltr D, 1ecke RBG-2 | 
B | RBG-1 
-483993 CAPACITOR, fixed: 12/15/45 RELGAL63 36-C-42719-6672 PKE4AGS RAG ; 
peper dielectric; 10,000 mmf plus 10 minus 3%; 1000 |RE13A485 RBG-2 
vdew; BS metal tube, 1 1/2" ig x 7/16"d1am; mineral i i 
if t 
foil impr and filled; wire leads 2" lg at ea end; one | 
side Int gnd to case. 
i 
~ 483994 CAPACITOR, fixed: 12/15/45 
ceramic dielectric; 5.5 umf; neg temp coef 750 (tol 
p/m 112.5) maf/mf/°c; 500 vdew; case 0.822" lg x 
0.25" OD; axiel wire leads; ceramic ina; add suffix 
indicating capacity tolerance in per cent. 
{ ve E zs 4 aie 
~483994-10 CAPACITOR, fixed: 11/15/45 i 16-C-15662-1772 CER | N750L5.5p/m.55 RBG thru 
NT-463994 w/5.5 omf p/m 0.55 maf. RBG-2 
— Ce en at 
-483995 CAPACITOR, variable: 11/15/45 16-C-64651-4601 CHC 16055 RBG (12) 
mica; compression type, single sect; 4 to 30 mmf; 300 thru 
vdew; 7/8" 1g x 5/8" wd x 3/16" bh; selder lug term; RBG-2 (12) 
acdr slot adj; isolantite base. | | 
{ _ ae . I = 4 
' 
{ a i ws sf 


RESTRICTED 


SHEET 48-1113 


WIASSLVW DINCAULOATA = AdAL AAVN 40 DOWLVYO 


L # LNAW3Idd NS 
(V)601'006 =SdIHSAVN 


RESTRICTED 


SHEET 48-1114 


NAVY TYPE NAVY DWG STANDARD NAVY ese ASO SIGNAL CORPS MANUFACTURER'S | Con. TRACTOR'S OWG | EQUIPMENT 
DESIGNATION NAME! JANG © DESCRIPTION OR SPEC NO a ND STOCK NO STOCK NO STOCK NO STOCK NO MEGR | GaRT NUMBER |tracron| "OR PART NO USED IN 
t 1 ~—+ - le 
-4.83996 CAPACITOR, variable: 12/15/45 16-C-64605-1001 cac [6189 RBG thru 
mica; compression type, single sect;1.5 te 2 mmf; 300 RBG~2 


vdcw; 7/8" 1g x 5/8" wa x 3/16" h; solder lug term; 


scdr slot adj; isolantite vase. 


CAPACIT@R, variable: 11/15/45 16-C-64614-1001 cac }6189-1 cac }|6189-irevo RBG 


— 


483997 
mica; compression type, single sect; 1.5 to 5 mmf; RBG-2 


300 vdew; 7/8" 1g x 5/8" wa x 3/16" bh; solder lug DAT 


term; ecdr slot adj; isolentite base. 


483998 CAPACITOR, variable: 11/15/45 16-C-58093-8904 cHC |EF CHC | SA758revO RSG thru 
air; plate meshing type single sect; 2.8 to 7.5 mmf; CHC SA-758 RBG~2 
SLC; 0.045" air gap, 300 vdcw; 13/16" 1g x 1 5/16" 


wd x 1 3/16" b shaft 1/4" diam x 51/64" lg bushing 
13/32" 1g x 5/16"-32 thd; flatted shaft adj; five cad 
pl brase plates; 360 deg rotation; iselentite ins; 


post term for stator, lug term for rotor on RH side; 
single hole mtg by 5/16" diam mtg bushing. 


~483999 CAPACITOR, variable: 11/15/45 16-C-59561-1367 CHC |SA759 CHC |SA-759revO RBG thru 
RBG-2 


air; plate meshing type single sect; 3.5 to 43 mmf; 
SLC; 0.015" air gap, 100 vdcw; 29/32" 1g x 1 5/16" wa 


x 1 3/16" bh shaft 1/4" diam x 8 7/32" 1g bushing 
3/8" 1g x 5/16"-32 thd; flatted shaft adj; eleven 
cad pl brass plates; 360 deg rotation; igolentite 
ins; post term for stator, lug term for rotor on LH 
aide; mtg bkt 9/16" wi x 2 3/32" lg across front 
w/two 0.120" diam holes on 1 5/8" mtg/c. 


-484000 CAPACITOR, fixed: 11/13/45 (REL3A488 16-C~50 308-8370 CD /KLA-2050 
paper dielectric; 5 m? plus 10 minus 3%; 220 vacw; fRELBA352 
ES metal can; case & 3/8" 1g x 4 3/8" wd x 13/16" b 


ofa; dykenol impr and filled; two rivet lug term, 
located on top; no int gnd connections; mtg satrap. 
-484000-10 CAPACITOR, fixed: 11/13/45 RE13AL88 16-C-50331-8310 cp} BLA-2050-1 CAY |T-7611054-27 


SR 

i" NT-484000 w/5 mf p/m 10f. IRELGA 352 4 } SR 
~484000-20 CAPACITOR, fixed: 11/13/45 REL 3A488 116-C-50364-halo CP | KLA-2050 cAY | 'T-7610928-4 SR 
SR 


INT-484000 w/5 mf p/m 20%. IREUGA 352 


L 
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SHEET 46-11): 
Navy TPR | ze NAVY OWG T STANDARD Navy { —S oO = coRPS MANUFACTURER'S | con. | CONTRACTOR'S OWG | EQUIPMENT 
DESIGNATION NAME) <AN OL -OESCRITIION OR SPEC NO da NS: STOCK NO steck NO stock “NO | sigrack No | MFGF | Pany “NUmaen. | rracton OR PART NO USED IN 
~ 484001 CAPACITOR, fixed: 11/13/45 UME ALME 
mica; 420 umf; 500 vdew; case 51/64" 1g x 15/32" wd AN-C-3 
x 7/32" d@ max dimen; molded bekelite case; two axial 
wire leads. i i 
~484001-D10 ICAPACITOR, fixed: 11/13/45 IRELGALLE © jCM2cDhelK 16-C-29982-5286 |N16-C-10013 CAW {Lk69 CAY = |T-7610947-11 SR 
2 . j “C+ i | i ba 
[NT -484001 w/420 mmf p/m 10%; temp coef ltr D. JAN-C-5 i SK-5 
-4ah002 CAPACITOR, fixed: 11/13/45 REL SAIG3 116-0 42776-3602, cH. «ov 683 rev © BL 4 
paper dielectric; 10,000 maf plus 30 minus 10; 400 |RE13A480 BL-5 
vdew; HS metal can w/ins sleeve; case 3/4" lg x 1/2" BL-6 
diam; mineral oii impr and filied; wire leada 1 3/4" | H | | 
L lg at ea end; no int gnd connections. | i j 
-488003 CAPACITOR, fixed: 11/13/45 RELGALLG 16-C-47284- 5306 caw | 3009MS T 
paper dielectric; 500,000 mf plus 10 minus 3%; 3000 |REI3A488 
vdcw; HS metal can; case 2 1/2" lg x 1 3/16" wd x 
3.7/8" h; ofl impr and filled; two piiler ins screv | f 
type term 1" h located on top 1 1/8" ¢ to ¢; no int 
gnd connectiona; two mtg ft on bottom of case 9/16" 
ive w/two 3/16" diam mtg noles 31/8" c toc. | | H _| 
-484003-10 CAPACITOR, fixed: 4/13/45 REYBALHG }16-C-47305-5323 /N16-RC-14185-21 f cD} TIU-30005 CAY |T-7610947-49 SR 
NT-484003 w/500,000 p/m 10%. 7 REL 3AKBS [ _ SR-5 
~4 84004 CAPACITOR, Fixed: 12/23/45 REN GAINS 
mica; 375 mmf; 500 vdcew; case 51/64" 1g x 15/32" wa L16C4O 
x 7/32" d wax dimen; molded wakelite case; two axial 
4 
wire leada. { 
~48400K-D1. CAPACITOR, fixed: 1/13/45 (REYBALLS 16-C- 29863-2122 cp 5R cHC |6295 RBG 
NT-484004 w/375 ume p/m 1%; temp coef ltr D. 16C4O RBG-2 
a RBG~1. 
5 oy ‘ es ree poe = = $i) 
-484005 CAPACITOR, fixed: 21/13/45 REAR ALS 3 | 
mica; 673 mmf; 500 vdew; case i 1/16" lg x 15/32" H 
wi x 7/32" thk; melded bakelite case; twoaxial wire | j 
leads. L 
SGG05-D1 CAPACITOR, fixed: T/is/u5  /RaRE ADS; T6-6-30521-6101 yop “|r oaC | 6062 RAG 
NT-484005 w/673 mmf p/m 1%; temp ceef ltr 3. }16cho | H ; RBG-2 
| RBG-1 
_ =~ —- an Sr 
+— 1 
‘il j 
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WAVY DWG [ staNDARD Navy Eso Ags Oo SIGNAL CORPS MANUFACTURER'S | Cox. | CONTRACTORS DWG | EQUIPMEN’ 
DESIGNATION 


NAVY TYPS iv 
NAME AND DESCRIPTION OR SPEC NO SEN UNO STOCK NO stock NO STOCK NO stock nwo {MFGR) pant RUMBER | racton OR PART NO useD =" | 


-4B4,006 CAPACITOR, fixed: 11/13/45 RELGA1E2 fs 
paper dielectric; 100,000 mmf plus 10 minus 3%; 400 |RE13A488 
vdcw; HS metal cen} case 1 1/2" 1g x 9/16" diam; 


halowax impr; two axial wire leade; no int gnd 
connection; mtg clamp w/two 11/64" diam holes spaced 
1/4" c¢ toc. 

-484.006-10 CAPACITOR, fixed: 11/13/45 REYBA162 16-C -45773-8220 CBY | A7654 CHQ | 4OX3Tereve RAO-3 


NT-484006 w/100,000 umf p/m 10f. RE13A488 cBy | A7654reva RAO-) 
RAO-5 


-4B4007 CAPACITOR, fixed: 11/13/45 REGBALLB 
mica; 95 mmf; 500 vdcw; case 51/64" 1g x 15/32" wa = JAN-C-5 
x 7/32" a max dimen; molded bakelite case; two axial 


| wire leads. 
| -484007-D2 CAPACITOR, fixed: 11/13/45 RELBAIUB = jCM20D950G 16-C -28491-5797 cD 5R CHC | 6195 RBG (5) 


NT-484007 w/95 mmf p/m 2%; temp coef ltr D. ITAN-C-5 RBG-2 (5) 
NOTE: HBG-1 (5); DAJ-2. | SEE NOTE 
=| 


-484008 CAPACITOR ASSEMBLY: 11/15/45 16-C-66300-5926 CHC |SA-761 CHC | SA-76lrev2 RBG 
three var air capacitors ea w/three sect; Sect #1, RBG-2 


9.5 to 185 umf, 0.0245" air gap, twenty-five plates, RBC-1 


MLF, Sect #2,7.5 to 117.5 mmf, 0.0245" air gap, 
sixteen plates, MLF, Sect #3,5 to 29.5 mi, 0.0435" 
air gap, seven plates, SIC, and @rive gear w/diel, 


100 vdew; 11 7/8" lg x 7 1/4" wa x 2 13/16" b, incl 


three ehafte, one 1 7/8” 1g and two 7/8" lg; five mtg 
holes in base for #6-32 thd screws irregular atg/c. 


484009 CAPACITOR, variable: 11/15/45, 16-C-62064-1631 (W16-C-12215-7 CEC |SA-760 CHC {SA-760rev1 RBG 
eir; plate meshing type, two etatore, one rotor; 3/3 RBG-2 
to 6.5/6.5 umf; SIC ea sect, 300 vdew; 0.045" air gap RBG-1 
3/4" 1g x 15/16" wa x 1 15/32" b, shart 1/4" diem x 
1/4" 1g; flatted extension type shsft; four stator, 
two rotor brass plates; 360 deg rotation; isolantite 
ina; solder lug term; two mtg pillare 1/8" 1g for 
panel mtg ea w/#4-4O tapped holes. 
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paee NAME AND DESCRIPTION omtnctso | san me [REE AT | vec Ro | avece eo | MESS °RO™ [uron [MANET AAC [iin | RST ne” | FOES” 
~4B4010 CAPACITOR, fixed: 21/15/45 RES BALE 
mica; 165 mmf; 500 vdew; case 51/64" 1g x 15/32" wa xli6c40 
7/32" o max dimen; molded bakelite case; two axial { 
wire leads. i 
-484010-D10 CAPACITOR, fixed? 12/15/45 REWGAL 16-0-29097 +3732 caw | 1469 RBU-1. 
1r-484010 w/165 ome p/m 10%; temp coef ltr D. 16C40_ RBV-2 
“484011, CAPACITOR, fixed: 11/16/45 a _ ~ ~ 7 zi <= 
ceramic dielectric; 45 mmf; neg temp coef 750 (tel 
p/m 112.5) mmf/mfd/°C; 500 vdew; case 0.562" lg x 
+ 
@.25'" OD; axial wire leads; ceramic ins; add suffix | 
indicating capacity tolerance in per cent. 
r , = a = q = d i Bes 
~48h011-5 CAPACITOR, fixed: 11/16/45 16-C- 16500-9890 CER {N750E45p/m2.75 iCRR |0A18182-25revk [A /MPN-1A 
HT-484011 w/45 mmr p/m 5%. 
-48h4012 CAPACITOR, fixed: 11/19/45 REYBAL29 16-0 -48BK3 -9675 CSF | PBTS-372 CBM | 744-943 alt o 
paper dielectric; 1 mf plus 20 minus 10% 600 vdew; RE] 3A488 
HS metal can; case 2" lg x 2" wd x 1" ia ofa; mineral 
| 
ofl impr and filled; two solder lug term 3/4" b on i 
side 1" c te c; no int gné connection; two mtg feet 
3/8" wd flush w/ wottem w/ 3/16" diam holes 2 4/8" ; i t 
| | 
ce toc. } i 
+ — sen ao5 4] 1. a 2s ne | 
~484012-10 CAPACITOR, fixed: 11/29/45 REVBALA9 16-C-48817- 3920 3DB1 .6100M CSF | PBTS-372 | su-2 i 
_dt-484012 w/1 mf p/m 10%. [REI 3A4838 st. iss: 4) sl i L . a 
3 ,_ 
484013 CAPACITOR, fixed: 12/19/45 ReiGai33 | i i i 
paper dielectric; two sect; 10,000 mf plus 10 minus jRE13A488 | 
3% ea sect; 600 vdcw; HS metal can; case 1 13/16" lg i i i 
x i" wa x 3/4" hj mineral ofl impr; three solder ‘iug 
term 5/16" h on bottom of case 1/2" c to c; no int 
gnd connectien; tyo mtg ears 3/8" wd on ea end 
integral w/bottom of case w/ 3/16" diam mtg oles 
21/8" c toc. 
: : oe L. ’ se 
~48k023-5 CAPACITOR, fixed: 11/29/45 REGA138 16-C-52810~4859 csr | PBTB-587 CBM | 744-937a1t0 su-2 
I NT-484013 w/1@,000 mf p/m 5% ea sect. {REL3A488 —_ ee: 
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N. Y NAVY OWG STANDARD NAVY °o N, i I. 3 
oes NAME AN DESCRIPTION BOSCO, case gual: | Pee wae ok Mie dyseee ae || Pete pee aad Mae caren oe SNE RS, SY | rte 

484014 CAPACITOR, fixed: 11/19/45 RE13A488 
paper dielectric; two sect; 500,000 mf plus 10 mimuse [RE48A325 
3% ea sect; 600 vdcw ea sect; HS metal can; case 
41/64"wa x 1 3/4 1g x 3" bj mineral ofl impr; three 
rivet lug term located on bottom; no int gnd connec- 
tion, #3 term common; channel mtg bkt w/two 0,152" 
diam boles 2 1/8" c to c. 
-484014-10 CAPACITOR, fixed: 11/19/45 IRE13A488 16-C-53640-6551 CSF |PNB1O CBM | 744-969a1t0 su-2 
NT-484014 w/500.000 mmf v/m 10% ea sect. REYBA325 
484015 CAPACITOR, fixed: 11/19/45 IRELBAI59 | 
paper dielectric; 1 mf plus 10 minus 3%; 1000 vdcw; |RE13A483 
IHS metal can; case 1 7/8" lg x 1" wd x 2 7/16" b o/a; 
loil impr end filled; two ceramic ins screw type term 
1 3/32" h located on top 13/16" ¢ to c; no int gnd 
connection; two mtg fl on bottom of case ea w/ two 
10.213" diam mtg holes 13/32" ¢ to ¢ and 2 3/8" c to 
ec from fl to fl. 
-484015-10 CAPACITOR, fixed: 11/19/45 RELAA159 16-C-48820-7232 ce {23r1loce cBM | 744-766a1t0 su-2 
NT-484015 w/1 wf v/m 10%. REL 3A488 
-484016 CAPACITOR, fixed: 11/20/45 LREYBAZOT 16-C-49221-9935 csP |we6-1 cBM |744-942 alt O 
paper dielectric; 2 mf plue 20 minus lef 600 vdew: REL 3A488 
cylindrical metal can; case 1 1/2" diem x 3 3/16" 1g; 
mineral oil impr and filled; one solder lug term 3/4" 
lg on bottom; int gnd coonection; one 3/4"-16 thd mtg 
stud 7/8" 1g on bottom. 
~1484016-10 CAPACITOR, fixed: 11/20/45 REGBALOT 16-0-19197-8763 CSF |WO6-1 SU-2 
hen NT-484016 w/2 mf p/m 10%. [RE13A488 
-484017 CAPACITOR, fixed: 11/20/45 IRe48A512. 16-C-21057-1351 | N16-C-974@- 300 cp |Fv3020 orR |c62333A AN/MPN-1A 
electrolytic; 2,000 mf; 30 vdcw; working temp range |JAN-C-62 
fninus 20°C to-plus 65°C; case 3" lg x 3” wa x 6 1/4" elec 
h; BS metal case; two solder lug term 11/32" lg on 
insulators 5/16" h x 3/4" diam located at diagonals 
on top spaced 2 1/2" c to ci term ine from case. L 
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SHEET 42-1119 


== za mH 
N ‘OR’ ZAC S| Con | COKTRACTOR'S OWS N 
Lie MAME AND nEsemiPTion on wrectio | oan No [PERERA | srSck Bo | grbck Sho | “Matec “mo” ["es® [Mehr “NUwasm’ [rcton| “Grant wo” | “Useo"in 
- ~ — a ~ ee be 
-48h018 CAPACITOR, fixed: 11/20/45 Barren 16~C-21059-2501 [N16-C-9742-10 3DB2000-12 fer) Fy5020 CRR |C62361A AN/MPH-1A 
electrolytic; 2,000 mf; 50 vdew; working temp range {JAN-C-62 | i } | 
minug 20°C te plus 65%; cane &" ig x bY wd x 6 if" elec i i 
fh; HS metal case; two fork solder lugs 5/8" h 
diagonally on top spaced 3 15/16" c to c; term ins 
from case. 
any af go 4 
-48u019 CAPACITOR. fixed: 11/20/45 REYBALS9 16-C-52225-7874 i 
paper dlelectric; 2 mf pli3 10 minus 3%; 7500 vdew; }REL3A488 
AS metal can; ceee 13 1/2" 1g x 5 1/6" wa x 12 15/16" 
h ofa; oil impr and filled: two ceramic ina ecrew J | j 
type term 3 11/32" h located en tep 6 3/k" c toc; 
ne int gnd connectione; two mtg fl on vettom ef | 
case w/two 7/16" diam mtg holes 3 3/16" c toc and ' 
14 5/8" c to c from fl te fi. 
-484019-20 (CAPACITOR, fixed: LL/20/45 REABAIS9 | 6-0-1920 7-405 IW16-C -13496-30 eG | ikF135 ORR | b-755OrevB AN/MPN/LA 
Nr-484019 w/2 mf p/m lop. RELZAKEE 
‘ - : +— = | 7 
-484020 CAPACITOR, fixed: 11/20/45 FE4BA1 IB 
paper dielectric; two sect; 500,000 mmf plus 10 minus [RE13A%83 
3% ea sect; 400 vdew ea sect; BS metal can; case 
2 13/16" 1g x 7/8" wd x 1.1/2" h; o1] impr and filled 
two solder lug term 5/16" h on bottom of case 1" c to 
ic; both eect int gnd; two mtg ears 3/8" wd on ea and 
integral w/bottom of case w/ 3/16" diam mtg holes 
21/8" c toc. 
{_ te ee \ 4 ee ae 
| -48ho20-15 CAPACTTOR, fixed: 11/20/45 FELBA136 16-C. 53676-4897 |N16-C-11377-25 CSF 125849-7 CRR |A115219revA AN/MPN- 
-481}020_w/500,000 maf 15 ect. 13A468 
NT -484020_v/5 mof_p/m 15% ea sect, {REL 4 es oe Seay en AH 
-Wgliog. ~~‘ CAPAC TOR, fixed: 11/20/45 FELGA2B3 16-C-4€371-9970 ED.” teu 20n0e9 CER OGp nent oat ae SG 
paper dielectric; 250,000 mmf plue 20 minua 10%; 2000 |KE13A488 
lvdew; HS metal can; case 2 1/8" h «x 1 13/16" wd x 
11/16" thk; dykenol impr and filled; two atud and 
Inut term on por pillers 7/8" h x 13/16" c te c on 
top; no int gnd connections; adj and removable atg 
bkt w/two holes 2 1/4" c to c. | i i 
-484021. 10 CAPACITOR, fixed: 11/20/45 IREYAA283 16-C-4635k-2659 {N16-C-11342-h0 3DA250-27 CD =} TJU-200025 { Alt/MPN-1A 
INT-484@21 w/250,000 mmf p/m 10%. _ REL2ANB6 ui aa = hk a 2 AN/Gpt-2 
: Lae pervert 
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NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


RAVY DWG 
OR SPEC NO 


JAN NO 


STANDARD NAVY 
STOCK NO 


Ego 
sTOCK NO 


aso 
STOCK NO 


SIGNAL CORPS 
sTOCcK NO 


MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
TRACTOR 


CONTRACTOR'S DWG 
@ PART HO 


EQUIPMENT 
USED IN 


lisa 


CAPACITOR, fixed: 11/20/45 
paper dielectric; 1 mf plus 10 minus 3%; 200 vdew; 
BS metal can; case 1 5/16" 1g x 11/16" wd x 2 1/16"h; 
foil impr and filled; two solder lug term on bottom 
5/8" c to c; no int gnd connections; two mtg fl on 
both sides ea w/ one 5/32" wd alot,l 15/16" c toc. 


REALTY 
REL 3A488 


-484022-20 


CAPACITR, fixed: 11/20/45 
NT-84022 w/ 1 of p/m 20h. 


RELBALTY 
FRELZA4 88 


16 -C-4.8843-3812 


N16-C~11361-20 


CAW 


216 


CRR 


C-62416-2 rev 0 


AN/MPN-1A 


- 484023 


CAPACITOR, fixed: 11/21/45 
paper dielectric; 2,000 mf plus 10 minus 3%; 600 
lydew; HS molded phenolic case; case 1 5/32" 1g x 


5/8" wa x 1/4" bh; wax impr; pigtail term 1 1/h" 1g 


at ea end; no int gnd connections. 


RELBAL64 
IRE13A488 


-464023-20 


CAPACITOR, fixed: 11/21/45 


RMt.4AuO23 w/2.000 mmf n/m 20%. 


IRELBAIOY 
REL3A488 


16-C- 40107-5788 


N16-C-10809-5 


3DA2-116 


CMR 


340-17 


A-109870-202revE 


|AN/MPN- 1A 


- 484024 


CAPACITOR, variable: 11/21/45 

air; plate meshing type, single sect; 5 to 50 mf;SLC 
0.0195" air gap; 11/4" 1g x 15/16" wa x 1 7/32" b, 
shaft 9/32" diem x 5/16" 1g; ecdr adj; 17 nickel or 
otlver pl brace plates; 360 deg rotation; ieolantite 


ins; post term for stator, lug term for rotor on RH 


aide; 2 mtg stude 7/16" 1g w/#h-0 thd cek 82 deg x 
9/64" diam on 21/32" mtg/c. 


16-C-59823-8441 


CHC 


APC-50 


A26829-hias 


AN/MPN-1A 


484025 


ICAPACITOR, VARIABLI: 11/21/45 
CANCELLED: came ac AN Angle Coupling Unit 


CU-29/MPN-1A, 


16 -C-62747-3301 


CRR 


OAL-74747-2 isaH 


AN/MPN-LA 
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NAVY TYPE NAME NAVY DWE STANDARD NAVY ges oO ASO SIGNAL CORPS MEGR MANUFACTURER'S con. CONTRACTOR'S OWG EQUIPMENT 
DESIGNATION ANDO, .DESCRIPTION on SPEC NO AN. SNS: STOCK NO STOCK NO stock NO STOCK NO PART NUMBER |rnacror On PART NO USED IN 
484026 CAPACITOR, variable: 11/21/45 16-C-62695-5094 } crTr CET |RC-6878-14iesa | TPA 


air; plate meshing type, split stater, common rotor; 


18.5/18.5 te 11@/i10 mmf; Sic; 3/16" air sep; 1b afi) 


lg x 44 3/8"wd x 12" h, shefe 5/8" diem x 1 1/2" ig 
ea endjreund shaft adj;seven/seven stator plates, ! 


leight rotor plates; ceremic ins; four 17/64" diam mtg 


helea in base on 9 1/8" x 10 5/8" mtg/c. 
| Setar 
mea he a 


$$$ |_| __ |__| —___—.___} _—s 
~484027 CAPACITOR, variable: 11/21/45 16-C-58940-9000 3D&9025V-17.1 | CHC | APC-25 CRR | A26829-3revB AN/MEN-1A 


air; plate meshing type, single sect; 3 to 25 mmf; 
SLC; 0.0195" air gap; 1" lg x 15/16" wa x 1 7/32" h, ' 


shaft 9/32" diam x 5/16" 1g; acdr adj; seven nickei 
or silver pl brass plates; 360 deg retatiom; tsolan- 
tite ins; post term for stator, lug term for rotor 
on RH side; two mtg stude 7/16" dg w/f4-hO thd cak 
82 deg x 9/64" diam on 21/32" mtg/c. i 2 


~484028 CAPACITOR, fixed: 12/3/45 IREUBALY3 


mica; 2850 mmf; 300 vdew; case 53/64" 1g x 53/64" wd ji6cho 


x 9/32" d max; molded bakelite cage, two axial wire \ 
' 


leada. | L 
-4.84028-D5 CAPACITOR, fixed: 7 12/3/45 RELGALY3 716-C- 32183-1663 cAW 1464 cry | C-1222 RCD 

WT-484028 w/2850 wmf p/m 5%; temp coef ltr D. {  16cho i | ! 
-484029 CAPACITOR, fixed: 11/26/45 RE1 34488 16 -C-5 3669-33200 CAW cCRR |A109475 rev fF’ 

paper dielectric; two sect; 500,000 maf plusg15 minusj RE4BA135 | | CRR |C220003 chg A 


(12% ea sect; 400 vdew; HS metal can; case 1 13/16" lg 


x 1/8" wa x 1 3/4" bh; of] impr and filled; three sol- \ 
der lug term 5/16" h on bottom of case 1/2" c to c; 


no int gnd connections; twe mtg eare 3/8" wd en ea j 


end integrel v/bottom of case w/ 3/16" diam mtg holee 


21/8" c toc. 
~84029-15 CAPACITOR, fixed: TI/S6 75 | RELBANOB 16-C-53676-4917 [NL6-C-11377~23 “b l i AN/NEN- 
NT-484029 w/500,000 mf p/m 15% ea sect. REL BAL38 CHW 1A (3) 
CEU AN/GEN-2 
i cAW 
| Reales 
t 
. = Fs eee Be seth sor |e a . 22s : | 
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Le NAME AND. DESCRIPTION a ae ee ee ee ee ee oe eee eee 
-484030 CAPACITOR, fixed: 12/28/45 REKSALNB fC) 
mica; 1110 mmf; 400 vd:w; curse 51/6k" lg x 15/32" wa |L6CKO > 
x 7/32" 4 wax dimen; molded bekelite cage two exiel ; i = " 
? 
wire leads. ‘| > 
-484030-D2 CAPACITOR, fixed: Ti 28/5 RELBALNG 16-C-31206-9515 cD DRS DAH [ 
bo INT-484030_w/1110 mme p/m 2%; temp coef ltr D. 16C4O ; | O 
484.031 CAPACITOR, fixed: 11/28/45 PEYGALL3 
mica; 505 mmf; 400 vdew; case 53/64" 1g x 53/64" wa |Locho QQ) 
x 9/32" d max; molded bakelite case, twe axial wire 
leade, O 
484031 -D2 CAPACITOR, fixed: 11/28/45 RELBALE3 16-€ -30179-7398 cD jis DAE 7 
INT-484031 w/ 505 mmf p/m 24; temp coef ltr D. 1640 
-484032 CAPACITOR, fixed: 11/28/45 RE4BA1G3 16-0-45801-9591 csr | Px2kAal3 CRP | $35-5136-2 ise2 
Paper dielectric; 100,000 mmf plua 20 minus 16%; 600 |RE13A488 Z 
vdcw; HS metal can; case 1 13/16" lg x 11/16" diem; > 
< 
mineral o1) impr and filled; wire leede 2" lg at ea Py 
end; one*eide int gnd to case; same as NT-482563 Ss 
except for ine case. 
\__ 
-%484032-10 CAPACITOR, fixed: 11/28/45 REWGAIO3 16-€-45777-3109 CSF | PX2LA13 SC -3 1 
INT-484032 w/100, 000 umf p/m 104. REL3AB8 act 
-484033 CAPACITOR, fixed: 11/29/45 RE13A488 As ae 
paper dielectric; 20,000 mmf plue 10 minua 32; 400 RE4BA325 i q | 
vdew; HS metal can; case 13/16" d x 1 5/16" wad x 
1 5/16" h: pyranol filled; two rivet lug term located T 
on bottom; no int gnd connection; chennel mtg bkt f 
w/twe 5/32" x 3/8" elote 1 15/16" c to c. 17 1 
-484033-10 CAPACITOR, fixed: 1729/45 RELZAROS N6-c-43113-7469 [N16-Cc-11019 co = | 23F274 cG |¥-9207143rev7 | SP-1M (3) C@) 
. fr -484033 w/ 20,000 mf p/m 10%. RE4BA325 SP (3) 
-484034 CAPACITOR, fixed: 11/29/45 RE4BA139 77) 
paper dielectric; 2.85 mr; 600 vdow; MS metal can; RE13A488 
cage 1 13/16" 1g x 1 1/16" wd x 3 7/8" h ofa; mineral O 
oil impr and filled; two glasa ins solder lug term Ze 
1/2" h located on top 13/16" c to c; no int gnd ea 
connections; strap mtg not supplied. 
-484034-7 CAPACITOR, fixed: 13/29/85 REKBAL39 16-C-49522-4610 CAN [881047 can |681047e1te 
Nr-164034 w/2.85 mf p/m 7B. RE13A468 << 
i 
- 7O 
a SHEET 48-1120 


RESTRICTED 


S$ 


NaWalddn 


{ 


(¥)d601'006 SdIHSAVN 


SHEET 48-1123 


RESTRICTED 


= 


NAVY TYPE 
DESIGNATION 


NAME AND DESCRIPTION 


WAVY mG 
On SPEC NO 


JAN NO 


STANDARD NAVY 


sTocK 


NO 


Eso 
STOCK NO 


as O SIGNAL CORPS 
{. stocK NO 


M 
stock No | MFGR 


MANUFACTURER'S 
PART NUMBER 


Con. 
rRacYon 


CONTRACTOR'S OWG | EQUIPMENT 
OR PART HO USED IN 


-468035 


CAPACITOR, Fixed: 11/29/45 


electrolytic; three eect; 20/20/15 mf; 450/450/%50 
vdew; working temp range minus 20° to plus 65° C; 


case 3 5/8" lg x 1 1/8" diam; tubr metal can; four 


bayonet term 0.355" ig x 0.093" dian; #1 term neg, 


#3, 5, 7 term pos; plug in mtg using std octal aocket) 


RELBAZgL 
JAN-C-62 


elec 


16-C-22576-1024 


car 


~ 484036 


CAPACITOR, fixed: 11/29/45 
paper dielectric; 50,000 maf plue 10 minue 3%; 1500 
vdew; ES metal can; case 2 7/64" h x 1 3/h" wa x 1" 
thi; pyranol impr and filled; two stud and nut term 
on por pillara 1 9/64" i x 13/16" c to c on top; 


no int gnd connectiong; two removable "L" type 


| 
mtg kt w/two holes 2 5/i6" ¢ toc. 


REYAASBY 
RELZALE8 


csr | D-11162 


CAN 


870002reve OKA 
QFA-5 (39) 
Qra-6 (39) 


-'6403@-10 


CAPACITOR, fixed: Thea ]b5 
NT-h84036 w/50,000 mmf p/o 104. 


TRELBADE 
REL3A488 


16-C-W 262-8263 | 


Ni6-C-21174-14 


log | 25Fr665 


cG 


K-8366766revi | SP 


~484037 


CAPACITOR, fixed: 11/29/45 
paper dielectric; 250,000 mmf plus 10 minus 3%; 200 


vdcw: wex sealed tubr cardboard case; case 1. 3/l" 


lla x 5/8" diam; wax impr and filled; wire lead term 
21/2" lg at ea end; mo int gnd connections. 


RE4LGA163 


16-C-46319-3bah 


cay | 284 


-HBUO3E 


CAPACITOR, variable: 11/29/45 


air; plate meshing type, single sect; 9 to 100 mf; 
SIW; G.026" air gap; 2 11/16" lg x 1 21/32" wa x 


11 15/16" h, shaft i/k" diam x 7/9" 1g, bushing 3/8" 
x 7/16"-32 thd; round shaft adj; twenty dureluminum 


plates; 180 deg clockwise rotation; isolantite ina; 


solder lug term; base mtg, base has two #6-32 thd 
holes 3/4" c¢ toc. 


26-C-€0755-8501 


CNA 5T-100 


‘Yona 


u-692 rev 0 1 sp-in | 


484039 


CAPACITOR, variable: 11/29/45 
air; plate meshing type, single sect; 5 to 4 mmf; 
SLO; 0.015" air gap; 1 3/8" lg x 32/32" wi x 1" h, 


shaft mesembled w/ nut and coller 9/32" dtam x 9/32" 
1g; scdr adj; seventeen plates brase silver pl; 360 
deg rotation in either direction;ceramic ins;lug term; 
two mtg studs 1/8" 1g w/ #4-4o tha on 21/32" mtg/c. 
pe 


16-C -59566 -2536 


crw | ATR-98 


ca 


ATR-98 SP-1M 
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aT ° MANUFACTURER'S Con. CONTRACTOR'S OWG EQUIPMENT 
DESIGNATION NAMES ANG: PESCIIETION on shee no Pee eee stock wo | Stocx NO [MFCR [Pant Kunaen [reactor | OR PART NO USED. IN 

-4B4OLO CAPACITOR, fixed: 11/29/h5 RELAAZLO 16-C-22631-3416 |W16-C-12724-20 CMA | FPT~346 CMA | A-101514-XrevO | SP-1M (3) 
electrolytic; three sects 40/40/20 mf; 450/450/25 JAN ~C-.62 ca 
~aewj working temp range minus 20°C to plue 659°C; elec ‘ wie 
case 3" lg x 1 3/6" diam; tubr aluminum can; three ee 
solder lug term on bottom; neg term gnd int; four 
mtg care epaced 90 deg on 0.5” red. sit 

OK IND CAPACITOR, fixed: 12/29/45 RELGAZKL 16-C-20375-4601 | CSF | A3624E cG K-5826959AB-1 sc 
electrolytic; 1% to 191 mf; 110 vacv, 60 cyc; work- |JAN-C-62 rev5 
ing temp range minus 2@°C to plus 50°C; cage 4 1/4" elec 
lg x 1 3/8" diam; metal case; two solder lug term 
O.44" h on top; term ina from can. 

-484042 CAPACITOR, fixed: 11/30/45 REUAAS13 16-C-19912-1001 cp | ETNCB-4o CAN | 800283a)t1 QrB 
electrolytic; 40 mf; 110 vacw; working temp range JaN-C -62 can | 800283 QrB-1 
minus 20°C to plus 65°C; case 3 5/8" lg x 1 1/2" elec 
diam; metal case; two radial wire leade 6" 1g 
both eut one end of case; term ina from case; tangen- 
tial mtg clamp 2" lg w/twe 7/32" diem holes on 1" 
ntg/c. 

Sob al poeple et See A Sl alt 

-48hOk3 CAPACITOR, fixed: 11/30/45 REGBAS UL 16-C-50741-8640 CAN (800662 alt 2 
paper dfelectric; 6 mf pias 20mtnus Of; 220 vdew; RE13A483 
HS metal can; case 4 1/4" h x & L/h" wo x 3/4" th; 
wax impr and filled; two solder lug term located 
along bottom ctr line 1" c to c; no int @nd connec- 
tions; four integral mtg ears w/one 0.1875" diam 
hole, ears located on one aide, twe project up and 
two project down, holes are on 3 1/2" x 4 3/4" c¢ to q 

“-4B4043-10 CAPACITOR, fixed: 11/30/45 RELBASIY 16-C-50711-8310 cBV | A6836 OFB 
NT-LOL0L3 w/6 mf p/m 10%. REL3AMBE QrB-1 

wyaut CAPACTTAR, fixed: 12/3/45 RFASADI3 [ 
mica; 15C0 mmf; $00 vdew; case 1 1/16" ly x 15/32" wa{i6ebo 
max x 7/42" thk max; molded baxelite case; two exial 
wire leads, | 

-LELOKL -D5 CAPACITOR, fixed: 12/3/45 REGSA233 16-C-31507-L402 caw [1479 {CPN |C-1223 RCD 
NT-LO4O44 v/1,500 mmf p/m 5%; temp coef ltr D. 16CHO cp QR \ 
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L # LN3W31ddNS 


W ef ra ee MANUFACTURER'S con. CONTAACTORS OWG EQUIPMENT 
DESIGNATION | NAME AND DESCRIPTION on sree No JAN NO sTATOCK oe stock NO oti NG Seno. MFGR | eaRT NUMBER | rRAcTOR OR PART HO UseD IN 
~ _ “| ders | | i = 1 ( ) 
i 4 . 
4k OS, CAPACITOR, Plxed: 12/3/45 RELA LES jom20D300x 16-C -27133-708@ caw | 1469 cpy fc RCD > 
CANCELLED: same aa NT-482327. JAN-C-5 an “3 | 
-4BLOLE CAPACIT@R, vartable: 12/3/45 16-0-58893-5501 CTN | AP-10 | | | BD > 
air; plate meshing type, single sect; 0.5 to 25 mmf; 4 i rr 
SLC; 300 vdew; 1 25/32" 1g z 1 5/16" wi x 1 7/32" h, | : | 
| | ; | ® 
jetart t/4" diam x 1/2" 1g, bushing 19/54" 1g; round i | | 
snaft adj; ten plates; 360 deg rotation; post term ! | G) 
for atator, lug term for rotor; two mtg holes in | 
| | 
kes front plate 1/8" diam i" c to c. a at | sl ) | L - ie O 
hAWOWT CAPACITOR, variable: 19/3/45 i | 16-0-63655-1901 | CRK | $19-C-11 CRK | B85507rev9 | RCD 
air; plate meaning type, five sect; 7 to 210 umf ea | 
sect; ea eect SLC; 300 vdew; 6 3/32" lg x 3 3/16" | i 
| 1 
hd x 2 23/32" h, shaft 0.365" dtam x 15/16" le; ' \ Z 
r t ; dat t; Bh 
ound shaft adj; eleven platee ea sect; solder lug > 
term; three mtg holes on front and rear platea in. <o 
Zz i line spaced 1 3/8" x 3/8" ¢ toc. | ' Les ne 
a T ; ae tae i 
= - 484048 CAPACITOR, fixed: 11/28/45 RE13A488 i 
W paper dielectric; 4 mf plus 10 minus 3%; 100 vdcw; RELBAL29 ! —| 
ads AS metal can; case 2" 1g x 2" wd x i" h; war impr ~< 
u i me) 
n and filled; two screw type term 5/16" h on aide 1" H 
c to cj no int gnd connections; two mig feet 3/8" 
BS wd flush w/bottom v/3/16" diam mtg holes 2 3/8" | H i H 
is) } ! i 
oO -48houd-10 CAPACITOR, fixed: 11/28/45 [RergALBS 16-C-49948-9341 | CSL | xpH1-4 DAH 
3S NE-HOUOUG w/b me p/m 104. REKBA129 ron i | aS ae oil eS 
> -L6L049 CAPACITOR, fixed: 11/28/45 RELBAL63 
~— 
paper dielectric; 30,000 mmf plus 19 minus 34; 4oo | RE13A488 ( ) 
vdew; HS metal tube w/ins sleeve; ceee 1 1/h" 1g x —| 
9/16" atem; wire leads 2 3/8" 1g at ea end; of] impr AO 
and filled; no int gnd connections. +4 i C) 
-48hOK9-10 CAPACITOR, fixed: 11/28/45 RESBA163 16-C-43493-7222 cMA | TP-hok torr DAL (53 Z 
NT-bBL049 w/30,000 umf p/m 10%. RE13AN88 12 a 
Tm) 
— 
“ws 
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